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HARDWARE BUILDING MATERIALS 











Our stock in trade is 
Stockholders & Distributors of CREDIT SALES FACILITIES 


Sanitaryware « heating stoves « radiators « boilers « Sanitaryware, Kitchen Equipment, Fireplaces, Boilers and 
ranges « cookers . fireplaces , castings . Heating Appliances may now be secured under our 
steelwork « fencing « gutters and pipes « bolts, CREDIT SALE PLAN 

nails and screws « wallboards « architectural in which the 

and builders’ ironmongery « asbestos goods « 


glass « decorators’ materials « tanks « cylinders COST OF INSTALLATION may be INCLUDED 


and cisterns e plumbers’ brass foundry Ps This special facility ensures prompt payment of the Builder's 
or Plumber’s Account consequent upon completion of 
lead « tubes and fittings « wall 


- installations undertaken for Private Householders. 
S$ and floor tiles « doors and gates « 
sr 





EELS ~+** ’ ’ . ft a 
nearsnepia7o engineers’ and contractors’ tools Full particulars upon application. 


STANDARD RANGE * Wu®* 


WATFORD, HERTS. Telephone: WATFORD 26484 (12 LINES). Telegrams: STANDARD, WATFORD 
London Sales Office: MANFIELD HOUSE, SOUTHAMPTON ST., 376 STRAND, LONDON, W.C.2. Tel.: COVent Garden 1422-3 
Telegrams: ESAREFCO, RAND, LONDON 
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The paint for building surfaces 


Painting building surfaces calls for 
something more than pleasant decoration. 
The ideal paint for concrete, cement 
renderings and other surfaces must be 
completely resistant to alkalinity which 
often causes ordinary paints to fail. 

It must also possess first-class 
durability — even in polluted industrial 
atmospheres — and it should require 
only the minimum of preparatory work 
when repainting becomes necessary. 
Tretolin Paint completely satisfies all 
these demands, which is the reason 
why many leading architects regularly 
specify it. Suitable for both 

interior and exterior use, Tretolin is 
available in a wide range of selected 
B.S. 2660 colours 

in addition to a series 

of special one-coat roofing shades. 

We shall be glad to send you a set of 
Tretolin specification sheets, 

together with a colour card. 


Tretolin Paint 


For application without sealers 
to Concrete, Cement Renderings, 


Asbestos Cement, Brick, etc. 


TRETOL LTD., Head Office: TRETOL HOUSE, THE HYDE, LONDON, N.W.9. Telephone: Colindale 722% 
Associate Company : Tretol (Scotland) Ltd., 65, Renfield Street, Glasgow, C.2. Telephone : Douglas 6133 
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from the United Kingdom 
Atomic Hnergy Authority 


endorse the supremacy of 


wh 


VENTILATION 


Time and again, industrialists large and small 
place repeat orders with Colt. And for three good 
reasons. Colt ventilation systems depend in the 
main on internal convection currents—not ex- 
ternal forces—and are therefore little affected 
by the vagaries of the wind. Colt offer an unpar- 
alleled range of ventilators. And most import- 
ant, every Colt recommendation is based on a 
thorough analysis of the building, plant and 
process either from a site survey or drawings. ; ; ide Uy i 
Such thoroughness influences organisations (BELOW) — OF met pas OOLT mica ve atm v ea ‘ORS 
such as the United Kingdom Atomic Energy ! 4 i le. 

Authority. It will impress you, too. Ask your 

secretary to send for a free manual to Dept. M22/3B 

Among the 12,000 major Industrial Organisations using 

Colt equipment are: 


22 contracts: Lever Bros. Port Sunlight Ltd 
9 contracts: Joseph Lucas Ltd. 
29 contracts: National Coal Board 
19 contracts: Philips Electrical Industries Ltd. 
21 contracts: The Plessey Co. Lid. 
20 contracts: Ruston and Hornsby Ltd. 
6 contracts: Smith Clayton Forge Ltd. acotenboictanspake 
25 contracts: Tuylor Woodrow (Building Exports) Ltd. 


COLT VENTILATION LIMITED - SURBITON - SURREY - TELEPHONE: ELMBRIDGE 0161 (10 LINES) 
See our exhibit at the Factory Equipment Exhibition, Earls Court—Stand No. C24 


EXTRACTION 


{ABOVE) ONE OF THE SIX 220’ COLT CONTINUOUS SR VENTILATORS AT CAPENHURST 
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Make this test-—paint an ‘E’ 


Actual photograph of brickwork 


on a porous brick wall! 


with BERGE B, | 


COLOURLESS WATERPROOFER 


...and prove for yourself how EVOSIL silicone based waterproofer repels all 
moisture from brickwork. Also ideal for stone, concrete and asbestos cement 


SILICONE 


A PRODUCT OF BPSev/gG) Dy Ie OF STAFFORL 
CONTENT , dee: BY el ” 


* ROOF WATERPROOFING - CONCRETE ADMIXTURES AND HARDENERS -. PROTECTIVE PAINTS AND 
BITUMINOUS COATINGS - GAP AND JOINT SEALING MASTICS AND GUNS - INDUSTRIAL ADHESIVES 


* SEND FOR LITERATURE €VODE LTD., (BUILDING CHEMICALS DIVISION) STAFFORD. Telephone: 2241-5 


London Office: 82. VICTORIA STREET, S.W Telephone : ABBey 4622-3 
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The grandstand at the Matamata racecourse. 
Architects: Messrs. Jones, Adams, Kingston & Reynolds. 
Contractors: V. Edmonds Ltd. 


R 
UP ove 
DOWN UNDER 


The new grandstand of the Matamata (New Zealand) Racing Club is notable 
for its cantilever timber roof, using laminated beams of radiata pine, con- 
structed by the Lamwood Division of the Fletcher Timber Co. Ltd. at 
Auckland. These beams each measure 46 ft long, 12} in. wide and taper 
from 43 in. to 16 in. deep. Each pair of beams was cut from a block of 
laminated wood weighing over four tons, and containing 5,000 super ft 
of timber. The radiata pine was kiln dried to a specific moisture content, 
which was kept constant by special ‘black heat’ tubes. Aerodux 185 re- 
sorcinol resin glue was used throughout, because of its unequalled durability, 
resistance to all weathers and stability in the event of moisture changes 
occurring in the wood. 


Cleaning the surface of one of the 4-ton laminated 
blocks by means of a floor sander. 


aXe TO dux I 8 > resorcinol resin glue 


Aerodux is a registered trade name 


C l B A (A P R . L.) LI M IT E D Duxford, Cambridge. Telephone: Sawston 2121 


AP433 
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FEBFIX 


PLASTER BONDING 
COMPOUND 


Avoid the slow and costly job of hacking 
to form a key for plasterwork by applying 
one coat of Febfix. Applied by brush or 
spray, Febfix permanently bonds cement 
renderings and plaster finishes to such 
surfaces as smooth concrete, glazed tiles, 
gloss paint, stone and brick work, etc. 


FEBMIX DEHYDRATED 


MORTAR 
PLASTICISER 


For those who prefer a mortar plasticiser 
in powder form we have available our 
Febmix DeHydrated. It has the same 
plasticising action and similar properties 
to that of Febmix Admix, the only differ- 
ence being that one is a powder and the 
other a liquid. It is available in 1 Ib., 5 Ib., 
45 |b., and 200 lb. containers. 


FEBPROOF 


CEMENT WATERPROOFING 
COMPOUND 


At a cost of only 2}d. per square yard for 
each 4” of thickness, cement renderings are 
made absolutely waterproof by the addition 
of Febproof Integral Liquid Waterproofer. 
Having no superior in waterproofing effi- 
ciency, Febproof also has the additional 
properties of improving plasticity and 
workability. 


THE BUILDER 














SUPPLEMENT 


FEB ath for the build 


PLASTERER 


FEBMIX ADMIX 


MORTAR 
PLASTICISER 


Mortar plasticised with Febmix Admix 
spreads easier, “ hangs together better ~ 
and rules off with less droppings—because 
of this, labour output is increased. Material 
cost is also reduced as the use of Febmix 
Admix allows lime to be omitted or the 
cement content to be reduced 


Use Febtone for the permanent colouring 
of cement and rough cast 
finishes etc., the incorporation of only 
3 Ibs. of Febtone per cwt. of cement forms 
attractive pastel shades, imparts a strong 


renderings 


plasticising action and ensures the ob- 
taining of a rainproof rendering. 


Plastering work can continue with safety 
when it is freezing by incorporating Feb- 
speed Plus in the cement mortar. In 
addition to frostproofing, Febspeed Plus 
also has the same strong plasticising action 
as is obtained from the use of our Febmix 
Admix Mortar Plasticiser. Febspeed Plus 
is the only product on the market having 
the dual action of acting as a frostproofer 
and mortar plasticiser 


FROM BUILDERS’ MERCHANTS—EVERY WHERE! 


102 Kensington High Street, London, W.8. 
Phone : WES 0444 


Albany Road, Choriton-cum-Hardy, Manchester, 21 
Phone : CHO 1063 
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If you know what’s best 
for underlining asphalte 
you'll specify 

Black Sheathing Felt 


TALK to any of the country’s most | Mian 
able and experienced asphalters about aaa 
the ideal underlining for hot asphalte. - ire 
They know that it is Black Sheathing 

Felt—and they'll give you reasons as 

well. Good reasons, like B.S.F. being sign: Accent no sap. 
the perfect keying medium, able to mee ne Fen 
resist cracking and creeping, and giving 

complete isolation from the” substruc- 

ture. Experience proves, too, that 

B.S.F. handles pleasantly, lays easily, 

and doesn’t wrinkle, shrink or absorb 

moisture. 

After that . . . it’s up to you to 


3333 
: Ck SHeaTuine FEM 


specify asphalte laid on 


Black Sheathing Felt 


MANUFACTURED BY: 


f 
John Rogers Ltd., Belfast . or your job 
D. Anderson & Son Ltd., Manchester 
Engert & Rolfe Ltd., London 
Robt. McCalmont & Sons Ltd., Belfast 
F. McNeil & Co. Ltd., London 
Permanite Ltd., London 
John Erskine Ltd., Belfast 
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KEEP 
THIS SPACE 
CLEAR! 


























PERMATITE SLIDING WINDOWS 


Designed today for tomorrow's outlook 
Schools, Offices, Flats, Hospitals need windows providing the 
greatest field of vision, maximum light area. Templewood 
Hawksley Permatite Windows give more light for living. Sashes P 
are easily removed for cleaning, do not project and there are no 
hinged casements to block balcony space or hinder passers-by. 
Aluminium alloy frames will not warp or rust. The sashes 
move silently on zinc runners between stainless steel guides 
and are weathertight under all conditions. Templewood Hawksley 
Permatite Windows are based on proven U.S. designs adapted 
for use in the United Kingdom. 
HORIZONTAL SLIDING WINDOWS 
FROM 3° x3’ TO4' x6’ 
PICTURE WINDOWS 
FROM 3’ x 68" TO 4’ x9 
SUPPLIED TO SITE FULLY GLAZED 


For full details and for particulars of purpose-made Curtain Walling in light alloy or stainless stee/, write to: 
TEMPLEWOOD HAWKSLEY LTD., BUILDING DIVISION, 2 BUCKINGHAM AVENUE, SLOUGH BUCKS RK) 
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“I WAS THE VILLAIN ” 
—HOT WATER PIPE HISSES 


‘I work in a block of flats. It is my job to carry hot water up to baths and radiators. But they might have 
called me Luke for all the warmth I used to deliver! I lost most of it on the way! First there was Fred, the 
boilerman, he used to warm his feet on me; then Mrs. Fred the housekeeper, used to drape her smalls over me. 
é' And so I cooled as I climbed. But now that’s all changed. 
I’m decertiy dressed and decently behaved. Rigid sections 
of Fibreglass hold me tight—from boiler to tap. Now 
it’s hot radiators and boiling baths for everyone, every- 

where. All my own work—with Fibreglass of course!” 


“Rigid Sections saved my honour’ —x#or wArer PIPE REVEALS 





\ 


<<) ] 


FIBREGLASS LIMITED - ST. HELENS + LANCASHIRE - ST. HELENS 4224 
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VELODE 


THE LOW-PRICED, HIGH QUALITY 
P.V.A. EMULSION PAINT SPECIALLY 
FORMULATED FOR OUTDOOR USE 








Lillingtons, the makers of speciality products for the building trade for nearly 50 
years, are proud of the great demand for VELODEX—a high quality P.V.A. 
emulsion for exterior surfaces at a really economical price. VELODEX is the result of 
extensive research and gives far better results than dual purpose paints because it has been specially 
formulated for outdoor use. Apply VELODEX to all outside walls—whether brickwork, concrete, renderings 
or asbestos cement sheets—it has exceptional adhesive properties over existing coats of oil paints. It’s simple 
to apply, quick drying, durable, washable and unaffected by alkalis. 
















VELOID—tThe outstanding P.V.A. emulsion paint for interior surfaces, is the perfect partner to 
Velodex. Offered at a price far lower than that of any comparable brand, VELOID is carefully formulated 
to give ease of brushing with widest coverage—allowing two coats to be applied in a morning and giving a 
speedy economical finish of top quality. 


Use VELODEX and VELOID for maximum decorative effect at minimum cost 








20/3 per 4-gal. tin 


VELODEX 38/3 per 1-gal. tin VELOID 32/6 per gallon in 1-gallon tins 


36/- per gallon in 5-gal. pails 50/6 par gation in S-gntton pails 


Write for colour card and booklet V.E.! Write for colour card and booklet P.V.I 


GEORGE LILLINGTON & CO. LTD 


WILLOW LANE, MITCHAM, SURREY For Scotland: 42 HIGH STREET, GREENOCK 
Phone: Mitcham 1066 Phone: Greenock 20175 
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Architects : Messrs. 
Braithwaite & Jackman, 
F.R.I.B.A. Leeds. 
Main Contractors : Fohn 


Atkinson & Son Ltd.,Leeds. 
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Illustration after black and white photograph by The Yorkshire Post 


“TURNALL 


REGD. TRADE MARK 


TRAFFORD TILES 


(Asbestos-Cement) 


for the new 
Leeds United A.F.C. Stand 


Natural grey ““TURNALL” Trafford Tiles (Asbestos-Cement) were used for 
this large football stand at Leeds. The front slope has a cantilever of 60 ft. to 
the steelwork and is over 330 ft. long by approximately 63 ft. deep. 
Specially made cranked sheets were used at the ridge instead of the normal 
ridge cappings. ““TURNALL” Trafford Tiles (Asbestos-Cement) are designed 
to obtain the best advantages of the particular physical properties of 
Asbestos-Cement. 

Introduced nearly 40 years ago, they are in great demand today for many 
types of industrial and domestic buildings. 


A quality product 
TURNERS ASBESTOS CEMENT CO. LTD. 


A MEMBER OF THE TURNER & NEWALL ORGANISATION 


TRAFFORD PARK MANCHESTER 17 


TT7 








Rax Roller Leaf Shutter Doors 

with glazed panels add the advantages 
of full daylight to smooth-as-silk 
operation, complete freedom from 
draughts, better security and many, 
many years of trouble-free service. 


For any opening up to 30 ft. high and 200 ft. wide 
Hand or Power operated. In steel or aluminium 


Send for literature to Dept. | 


GLAZED ROLLER LEAF SHUTTER DOORS 


The only fully suspended shutter doors 


POTTER RAX LIMITED 


WILTON WORKS, SHEPPERTON ROAD, LONDON, N.! 
Telephone Telegrams: 
CANonbury 6455 (4 lines) Encraxgat, Nordo, London 
MANCHESTER: 

New Union Street, 4 Telephone: COLIlyhurst 2018 


Branches at BELFAST, DUBLIN, NEWCASTLE-upon-TYNE 
LIVERPOOL, BRISTOL, PLYMOUTH, EXETER 
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MER 


& SON LIMITED 
EST. 1898 


FABRICATORS IN STEEL 


IRON STAIRCASES STEELWORK  BALUSTRADING 


S.W.FARMER & SON LTD, COURTHILL ROAD, LEWISHAM,LONDON;S E13 
‘PHONE: LEE GREEN 4334-9. 








Remember “Attimore” when placing 
your next order or enquiry for 
Roofing Felt, Dampcourse, Expan- 
sion Jointing, Bitumen Paints, 
Cements and Compounds. Their 
widespread and consistent use 
on an ever-expanding market 
is convincing proof of the 
satisfaction given by 
“Attimore”™ Products. 


Manufactured by 


FELTS & DAMP COURSES LTD. 


ATTIMORE HALL - WELWYN GARDEN CITY - HERTS 
Telephones: Welwyn Garden 3176 2285. LONDON OFFICE; TERmines 5842 (5 lines) 
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Unatap 


One tap instead of two 


giving both hot and cold 
Wash in the running spray 
halves the hot water 


Unatap was designed by our Technical Staff in collaboration with the Building 
Research Station. More about it from Walker, Crosweller & Co. Ltd., in pamphlet UB/4. 


WALKER, CROSWELLER & co. LTO., CHELTENHAM 
Telephone: CHELTENHAM 56317 
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Hot water by EX DYET is simple 


HOT WATER BY ELE 


Install a series of Sadia Water Heaters. It’s a simple and inexpensive arrangement. 
You do away with considerable pipe runs, reduce plumbing to a minimum; 

you need no flues. And there is no fuel storage problem. 

Sadia Water Heaters are clean, efficient and economical. 

Commercial and Industrial premises are amply provided for by Sadia water 
heaters from 14 to 120-gallons capacity. Recommendations for any 

particular installation will be gladly made by our Technical Advisory Service. 
Please use this service at any time to help solve any water heating problem. 


Aidas Electric Ltd., Sadia Works, Rowdell Road, Northolt, Middx. Waxlow 2355 


SPECETALICTS tN HOT WATER BY ELECTRICITY SINCE 1923 


ae ee 





March 20 1959 THE BUILDER 


SUPPLEMENT 7 


theres %o ‘STANDARD’ anowov... 


Photograph by courtesy of 
Priestman Brothers Ltd. 
Architects: Monro & Partners. 
Contractors: J. Lawson & Co., Ltd. 
Purpose-made metal window by 
A. Beanes & Co., Ltd. 





CONTACT B EAN ES 





FOR Punpooe made 








A. BEANES AND COMPANY LIMITED 


BRIDGE WHARF ° BISHOP’S BRIDGE RD * LONDON - W.2 Tel: PADdington 4057-3144 


METAL WINDOW MANUFACTURERS SINCE 1877 
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2,300 HOUSES BUILT WITH 
CLODIN-MORTAR 
FOR THE COUNTY BOROUGH OF DONCASTER 


Photo: H. Tempest, Ltd., Cardiff. 
Copyright: Clodol Industries Ltd 


An aerial view of a section of the Cantley L. J. Tucker, A.R.1.B.A., F.I1.Hsg., Borough Architect's 
neighbourhood unit of the County Borough of and Estates Housing Surveyor 

Doncaster where 1,500 houses have been Built by the Building Contractors of Doncaster 

built with Clodin Admixture. under the Small Builders Scheme 


C L O D l N (MADE IN BRITAIN FROM BRITISH RAW MATERIALS ONLY) 


The densifying mortar-admixture for PLASTICITY, combined with ADEQUATE 
STRENGTH and REAL ECONOMY—but combined with SAFETY! 


Is the product of 


CLODOL INDUSTRIES LIMITED 


37 LOVAINE PLACE + NEWCASTLE-ON-TYNE, 1 


‘Telephone: Newcastle 29941/29942 Telegrams: CLODOL 
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Did you say 


SLIDING 
DOORS? 


the gear’s right here 


Sliding doors solve the problem of space—Coburn 
sliding door gear solves the problem of fitting them 
so that they run smoothly, efficiently, quietly. 
Coburn has been designing and making door gear 
for over 50 years. This unique experience plus 
finest material plus up-to-date production methods 
ensured its high quality and the reputation Coburn 
ironmongery enjoys throughout the building trade. 


See how they run... 
better ...longer... 


U 
SLIDING DOOR GEAR 


COBURN ENGINEERS LIMITED 
Peasmarsh, near Guildford Tel: Guildford 3373 


London Office: 25 Copperfield Street S.E.1. WATerloo 4311 














SUPPLEMENT 


hd 





All part 
of the pian... 























Super SNOWCENM is ideal for these reasons 
e Decoration and protection at the 
lowest possible cost. 
Easy and quick to mix. 
Attractive range of bright colours. 


High degree of opacity and obliteration. 











Super SNOWCENM is ideal for these surfaces 


Concrete, cement/sand renderings, cement 
lime/sand renderings, roughcast and 
pebbledash, stock bricks, concrete 

blocks and concrete bricks, clinker and 
other lightweight concrete blocks, asbestos 
cement sheets and most wall and fibre boards. 





“GRY 11 4: SNOWCEM 


WATERPROOF CEMENT PAINT 








Write for leaflet and shade card to: 


THE CEMENT MARKETING COMPANY LIMITED, PORTLAND HOUSE, TOTHILL STREET, LONDON, $.W.1. 
G. & T. EARLE LTD., HULL. THE SOUTH WALES PORTLAND CEMENT & LIME CO. LTD., PENARTH, GLAM. 
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“Crestaline” flooring made from ‘Corvic’ by Jas. Williamson 
& Son Ltd., for Fitton Hill School at Oldham. 


When you make flooring from p.v.c. 


make it from I.C.1.‘Corvic’ 


Cy REASON why so many users of p.v.c. the ‘Crestaline’ floors were made from and ‘Corvic’ floors can be found in 
polymers choose to work with ‘Corvic’ ‘Corvic’ by Jas. Williamson and Son, Ltd., important buildings throughout the 

is the I.C.1. research and technical service Lancaster. The school was designed by the country. 

available to them. That service is available Oldham Education Committee Architect’s 

to all users and potential users of ‘Corvic’. department: flooring contractors were a (6) RW [ ‘oS 9 

If you use p.v.c., I.C.1. will be glad to Lees Heginbotham and Sons, Oldham. -s AN ‘ 2 

help you. This use of ‘Corvic’ is one which has ap- 


: i ‘ ‘Corvic’ is the registered trade mark for 
In the new Fitton Lill School at Oldham pealed to many architects and contractors, 


the p.v.c. polymers manufactured by I.C.1. 


IMPERIAL CHEMICAL INDUSTRIES LIMITED 
PC31 


LONOON S.W.1 
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APPEARANCE IS ONLY HALF THE STORY 


@ G.E.C. lighting with Lumenated ceilings 
combine to provide even light distribution 
without glare. 


G.E.C. high efficiency control gear and 
Osram guaranteed fluorescent tubes are the 
essential components for every Lumenated 
ceiling. 

Before planning your next installation con- 
sult the G.E.C. Illuminating Engineering 
Division at your nearest branch. 


The Reality of a Complete Lighting Service 


fas 
t 
f 
t 
f 


oe Le 


| | 


THE GENERAL ELECTRIC CO, LTD * MAGNET HOUSE « KINGSWAY * LONDON ° W.C.2 





ROBERTS ADLARD ££ 


ESTABLISHED 1803 


ROOFING 


SLATING* TILING*e ALUMINIUM 


SHINGLING* ASBESTOS SHEETING 
STRIPPING & RE-COVERING 


INSULATION 


THERMAL & FIRE-RESISTANT 
LININGS 


SUSPENDED & ACOUSTIC 
CEILINGS 


WALL & FLOOR TILING 
BUILDING MATERIALS 





INSULATION AND UNDERLINING DEPARTMENT 


52 ST. STEPHEN'S HOUSE, WESTMINSTER, S.W.1 
Telephone: Whitehall 5232 and 7511 


CROYDON : MAIDSTONE: WATFORD: GUILDFORD - CHELMSFORD: NEW MILTON: ROCHESTER 
TONBRIDGE - LYMINGTON ° ELTHAM, S.E.9 - WEST KENSINGTON, W.14 - WESTMINSTER, S.W.1 


HEAD OFFICE: TWEEDY ROAD: BROMLEY: KENT 
TELEPHONE: RAVENSBOURNE 3421-5 





7: 
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class Standard Joinery 
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THE MIDLAND WOODWORKING CO LTD MELTON MOWBRAY 


in 


Specialists 


SUPPLEMENT 
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A WEALTH OF MEANING 


*Plasmor’ is a mortar plasticiser. 
Certainly; but it is a word with 
a wealth of meaning. Because 
‘Plasmor’ is made by Lillington’s, 
the first name for quality products 


over the last fifty years. 
































That is why, when Architects and Contractors 
select a mortar plasticiser, they call for ‘Plasmor’ 


* Cuts costs 

* Eliminates lime 

% Makes mortar spread like butter 

% Reduces shrinkage cracks 

%* Gives better bonding 

%* Speeds output 

% Ensures perfection at an economical price 
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Write for Booklet M 


Plasmor} “=~... 


GEORGE LILLINGTON & CO. LTD 


Willow Lane, Mi urrey elephone: Mitcham 1066 
For Scotland: 42 High Street, Greenock 
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Two really powerful diesel dumpers ! 


Barford 75 &150 


\\, The tough rugged 
two at 50’ ge 


The Barford 150 has a high speed air-cooled diesel 
engine; heavy duty constant-mesh gearbox and 
automotive type clutch; heavy-duty hypoid 
driving axle with 4-star differential, low 
centre of gravity, but yet having good 
ground clearance; 14” float on the 
steering axle. 
Reinforced }” plate hopper 
with positive tipping action 
designed for carrying wet 
concrete and also earth- 


moving. 


The sturdy 
| ton'75' 


The dumper built for the builder. 
Very easy to operate, the ‘75’ will 
carry a full capacity load of all types 
of materials usually used on building 
sites. 


Petter PC 1 High Speed Diesel. 


3 forward and 1 reverse speed. 


Turning radius 9’ 6": all steel 
heavy duty hopper. 


Barford Dumpers have all round 
visibility, controls conveniently 
placed, and ample leg room. 


Every Barford ‘75’ and ‘150° is backed by the Barford ‘Keep things moving’ spares and service organisation 
BARFORD (AGRICULTURAL) LTD - BELTON - GRANTHAM - LINCOLNSHIRE 
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“QUIKLOCK” 


Burton's aojustasce 
STEEL TRESTLES 


Exceptionally strong Double Folding Trestle, 
suitable for Bricklayers, Plasterers, Decorators, 


Works Maintenance, etc. 


Simple to set up by one man, no erection 


problems. 


When Trestle is in use the feet lock at right 
angles, and for storage and transport can be folded 


and locked at 180 degrees, in other words 


BURTON'’S Trestles lock in every 90 degree 


position. 


Standard width take 4—9” Boards. 


Height from Floor to Board level Approx. Wt.| 
in 3” adjustments. each in Ibs. 


1’ 9” Rising to ? 4l 

2 * « ag 54 
3 4 6’ a ~S eS 70 
4 


6’ 3” ”» ‘0’ 100 


LONDON & MIDLAND STEEL SCAFFOLDING CO. LTD 


ST. LUKE’S WORKS, OLD HILL, STAFFORDSHIRE 


Telephone: Cradley Heath 69181, 5 lines P.B.X. 


Telegrams: Dubelgrip, Cradley Heath 
LONDON OFFICES: 6 LYGON PLACE, S.W.1 


Telephone: Sloane 7291-3 Telegrams: Dubelgrip, Sowest, London 
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FLUSH DOORS 
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WRITE FOR CATALOGUE 


Please send me your free catalogue 
including Kitchen Units 


Name 
Address 

County 
State Business 


(Please use block capitals) B.43 


THE BUILDER 
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For all 
standard joinery 


Austins are renowned for producing high quality Standard 
Joinery of sound workmanship, at economical prices. 
Moreover, Austins maintain a delivery service second to 
none — with doors, windows, Kitchen Units and all 
standard joinery in stock ready for immediate delivery. 


of FAST HAM- 


The biggest name in joinery 


| AUSTINS OF EAST HAM LTD 


| LONDON, E.6 GRANGEWOOD 3444-9 
! THE PARENT COMPANY OF 


THE AUSTIN HALL GROUP OF COMPANIES 








L7305B 
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A new approach 
to the design and installation 


of Venetian Blinds 


For far too long the many good points of venetian blinds have been 
overshadowed by unreliability and difficulties of installation. 
The Crittall Solomatic has been designed to solve these problems. 


Its outstanding points are these: 


1 There are no cords to dangle, tangle or wear — one single 
control (single strap, double strap or gear) tilts the slats 
as well as raising or lowering the blind. 


2 Uneven lowering is made impossible. 





3 dq double-c ross web ladder tape prevents flutter. 


Every Solomatic blind is made to measure so that it belongs to the 
window —is not just a patchwork addition to it. Crittall are fully 
equipped to provide a complete planning and installation service 
for an entire building — new or old. Write for leaflet. 


CRITTALL _Solomatic VENETIAN BLINDS 


— made to measure and made to last 


+ 43 THE CRITTALL MANUFACTURING CO LTD + BRAINTREE + ESSEX ~~ Branches and Depots throughout the country 
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“ROB ROY” 


CONCRETE MIXERS 
je Veter Yruicher Mixing 


@ The ‘DYNAMIX’ the only 43 MIXER 
that has AUTOMATIC gree ‘ROB ROY’ DEPOTS 
rom THROUGHOUT THE 
@ The Fast Towing ‘DYNAMIX’ — “ UNITED KINGDOM 
@ The 5 34 Portable MIXER from £142 GATESHEAD pea nel 
@ The Fast Towing 5 34 lay we ia LEEDS Leeds 32861 
rom BRADFORD Bradford 37603 
@ The 75 Portable MIXER from £169 


BIRMINGHAM Acocks Green | 152 
HASLEMERE Haslemere 1694 
PARTS SALES AND SERVICE : COLEFORD = Coleford 2271 

f CARDIFF i ur 83 
6 MONTHS GUARANTEE ernie 


EDINBURGH Waverley 4204 
HIRE PURCHASE TERMS ; GLASGOW _ Govan 261! 
AVAILABLE OR HIRE WITH WaeF VOWS 6/2 


ABERDEEN Aberdeen 43332 
OPTION TO BUY BELFAST Belfast 46551 


ALSO IN THE LONDON AREA 





FAST TOWING ‘DYNAMIX’ 











JAMES F. LOW & CO. LTD * MONIFIETH - DUNDEE - SCOTLAND 


ROB ROY 


Phone Monifieth | 
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Sealocrete Quality Products = 





USEO ALL OVER THE WORLD 


MECHANKEY KEYING LIQUID affords a key for rendering onto smooth 
concrete surfaces, brickwork or even glazed bricks or tiles without 
the laborious procedure of hacking. 


MECHANKEY PLASTER GRADE for keying Gypsum Plaster direct on 
to building surfaces without the use of a stipple or backing coat. 


SEALOCRETE PRODUCTS LIMITED 


ATLANTIC WORKS * HYTHE ROAD - LONDON N.W.10 
TEL: LADBROKE 0015/P.B.E. GRAMS & CABLES: SEALOCRETE, WESPHONE, LONDON 
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Timber 
Connectors 


p------------6 TECO” Double-Bevelled a 


Wedge Fit SPLIT RINGS 


The improved Split-ring with double 

bevelled inside and outside faces, 

makes it easy to insert in pre-cut 

wedge shaped grooves without 

damage to timber and avoids the 

use of a ring spreader or excessive 

hammering. Available in 2}” and 4” 

2 —— ad internal diameters. Special grooving 

1953. Table 1. tools also available. Suitable for all 

J e types of timber in light, medium and 
(Pat. No. 593945) heavy structures. 


‘6 TECO 4 Heavy-Duty 
==N SHEAR PLATES 


Inserted in pre-cut daps made by 
special dapping tools which are 
available for the purpose. ‘ TECO’ 
23” diameter SHEAR PLATES 
provide heavy shear load capacity 
Manufactured to for use in large structures for con- 
B.S.S. 1579: nections between timber and steel, 
1953, Table 2. timber and concrete, or used back 
to back in demountable structures. 


| i 
| i 
| i 


‘6 BULLDOG , Round 
Toothed-Plae CONNECTORS 


Available in five diameters—self- 

embedding—for light and medium 

structures. Made in two types— 

double-sided for timber-to-timber 

connections, single-sided as a shear Manufactured to 
plate for connections between timber B.S.S. 1579: 
and steel, or used back to back in 1953, Table 3. 
demountable structures. 


eee 


| i 
| a 


‘ TRIP-L-GRIP ’ 
FRAMING ANCHORS 


For stronger nailed joints in 
timber framing. Eliminate toe- 
nailing and notching. Simplify 
fabrication. Easy to place. Fixed 
by nailing only. For many applica- 
tions in timber framing such as 
joist trimming and hanging, stud- 
ding, fixing purlins and joists to 
trusses and laminated beams, ceiling (Pat. No. 682101) 
grounds, etc. For use with 2” by 2” 
and larger timbers. 


The above products are backed by over 20 years’ specialist 

experience. Full technical data is contained in our “‘ DESIGN 

MANUAL FOR TIMBER CONNECTOR CONSTRUC- 

TION” obtainable FREE on applications TYPICAL 

ROOF TRUSS DESIGN SHEETS and expert consultant 
Service. 


AVAILABLE FROM : 


A range of brushes 
for every task. 

Write direct for illus- 
trated Coloured 
Catalogue stating 
which types of 
brushes are required. 
































MADE BY SKILLED OPERATIVES AT THE 


qi BRITON BRUSH CO. LTD., Wymondham, NORFOLK =| MACANDREWS & FORBES 


Brush manufacturers for over 200 years LIMITED 


2 CAXTON STREET-LONDON:SW.! 
London Offices & Showrooms: 10 Bloomsbury Way, W.C.| TEL: ABBEY 4451-3 





March 20 1959 SUPPLEMENT 33 


GREATER 





atlesscost 








ARC OF SWING 180° 
Angle Digging 


With the Shawnee “‘ Warrior”’’ Digger you get powerful digging 
action to a depth of 11 ft. 3 ins....180° angle digging... high 
loading to 8 ft. 10hins....and a long 17 ft. reach. All working 


parts are bushed to reduce wear. 

It is a versatile, speedy, easy-to-operate and a more economical "\W’5 A be a { O rR’ 
machine—it is a machine with the highest power-to-weight ratio 

built today and Contractors will be well advised to write for 


fuller details. Illustrated literature is available on request . . . and D | G G - Fe 
don’t forget, greater power means a faster job. 








DIGGING 
DEPTH 
11 ft. Sins. 


LOADING 


HEIGHT 
8 ft. 10} ins. 17 ft. R-E-A-C-H 








STEEL FABRICATORS (CARDIFF) LTD., ROATH, CARDIFF. Telephone: 44436 
Export enquiries to: STEEL FABRICATORS (OVERSEAS) LTD., | BAKER ST., LONOON W.1 
Telephone : WELbeck 0751/2 Telegrams : Steeloader, Wesdo, London 


mw w.ine 
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ANKARBOARD innit] 
ACOUSTIC 
board and tiles for 
SOUND construction 


CUB phe Net ed es * 
Deane obi ee 


Seatee 
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4 * 
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ce he 














pecan teins 
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By courtesy of B.O.A.C. 





ANKARBOARD has been chosen by many important 
companies because it provides the correct amount of sound 
absorption—so necessary in present day functional building. 
The pleasing effect of tiles or perforated boards offers limitless 
opportunity—in office, home, shop or factory—to interior 
decorators. ANKARBOARD can be supplied treated to 
Class 1 for spread of flame B.S.S. 476/53. 


Cease 
eSenwrte 


Mae eear. 


. 
- 
. 
. 
* 
- 


* 
[ 
- 
* 
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Acoustic Boards }” or }” thick, are available in 12” or 16” widths 
and in lengths up to approx. 18’. Grooved and ship-lapped for easy 
fixing. (Also available unperforated as insulation “longboards’’). 


*? 
eee eee wee ee 
ee eee ee ee ed 
eee OH ET hee 

* pee 





Acoustic Tites }” or }” thick in sizes 12” x 12”, 16” x 16", 24” x 24”, 
12” x 24”, 16” x 32” and 32” x 32”. Tiles are bevelled on all four edges. 





Pertorations tor Boards and Tiles 4 m.m. holes at 15 m.m. 
centres. Depth of holes is arranged for maximum acoustic effect while 
corner holes are bored to half thickness, thus ensuring good grip when 
tiles are screwed or nailed to fixing grounds. 

















Feros 


MANUFACTURED BY 
SVENSKA CELLULOSA AKTIEBOLAGET 
SUNDSVALL + SWEDEN 


eeeaee 





BOARD & PLYWOOD 

SUNDSVALL-SWECEN For further particulars apply to the Sole Selling Agents for U.K. and Bire:— 
MARTIN OLSSON AND SONS LTD 
MELBOURNE HOUSE + ALDWYCH * LONDON W.C.2 
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PHILIPS 


George Wimpey & Co. Ltd., 


Brmnebom helps to build for the future 


The Philips Lighting Design Service offers comprehensive expert advice 
from a team of experienced lighting engineers and a qualified architect who 
has made a special study of light in relation to colour — all this, without 
charge or obligation. The service has, since its inception, been responsible 
for many of the most imaginative lighting schemes devised in recent 

years. You can avail yourself of it simply by asking your electrical 
contractor or getting in touch with Philips direct. 


PHILIPS 


& PHILIPS ELECTRICAL LTD LIGHTING DIVISION 


CENTURY HOUSE + SHAFTESBURY AVENUE + LONDON w.¢.2 
(13040) 
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Marks & Spencer’s new store, 
Princes Street, Edinburgh. 
Architects: 

Monro & Partners, Glasgow. 

General Contractors: 

Bovis Ltd. London. 

Plastering Contractors: 

Peter Walker & Son (Edinburgh) Ltd. 





HEAT & 
SOUND Beeces 
INSULATION a 

EXHIBITION waaks aseencee 


EARLS COURT “Bg —_"— 
APRIL 7—17, 1959 , 











EE OUR EXHIBIT 


AT EDINBURGH 


The essential 2-hour fire-resistance 


rating for this important building 


was achieved by using 


GYPROC BEAM AND COLUMN ENCASEMENT 


Fire resistance rating for steel 
. and beams ranging from } to 4 hours 
calenae ee GYPROC PRODUCTS LIMITED 
Head Office: Singlewell Road, Gravesend, Kent. Gravesend 4251/4 
Glasgow Office: Gyproc Wharf, Shieldhall, Glasgow, S.W.1. Govan 2141/3 
Midland Office: 11 Musters Road, West Bridgford, Nottingham. Nottingham 82101 
Gyplite in suitable thickness. London Office: Bath House, 82 Piccadilly, London, W.1. Grosvenor 4617/9 GBCc.2 


can easily be obtained with protective 
encasement of Gyproc Plasterboard 
plastered with either Paristone or 





March 20 19 
59 
THE BUILDER 
SUPPLEMENT 
37 


AEE OE LINE SP MNEEEBE SEA EE 
IF YOU REALLY WA 
HA 
RD WEARING CONCRETE FLOORS 


treat them with 


(RN 
OROSAL! 


ONES 
% S$ 


pais) at SURFACE DRESSING 
pply ° Extremely low cost 


A. A. B 
- BYRD and 
(Dept. B eae 
Pp ), 210 TERMINAL HOUSE, niet pk Boned al 
ENS, S.W.1 


Telephone: SL Lond 
: SLOane 5236 (2 
lines) 
Telegrams : B 
: Byrdicom, W 
» Wesphone, on 














W 
RUBBER PAIL ° 


s up to the 


is _RubbaTex Pail stand 
Never dinges OF 


cructible, th 
t losing its shape- 
ectant. 


tment withou 


yirtu ALLY indes 
Jean and is unaffe 


roughest of trea 


Resistant t 

polished surfa 

mortar, plaster ° 

Made in 2, 3 and 4g 
Price in Blac 


allon capacity- 


k from 12/6, coloured extra. 


S$.4 J.H.SWINNERTON LTD 


DER 
BY WORKS: BURY: LANCS 
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with a Warry hoist 


Warry offer all these advantages:— 
* 5, 10, 15 and 20 cwre. capacities. 
%* Lifes of 19 to 150 fr. 


* Fully mobile. Wheeling to working 
in 10 seconds. No maintenance. 


* Diesel, Petrol or electric drives. 
%* Unrivalled after-sales service. 


*% From £235 ex works. 
Delivery : 7 days. 


SEND NOW FOR FULL CATALOGUE 


ENGINEERING LTD 


BRAMLEY, Nr. BASINGSTOKE, HANTS. Phone: Bramley Green 289 and 290 





Correctly Designed TUBECLAMP 
‘““WELDED’’ ROOF TRUSSES 


Maximum Truss centres 
55’ 0’. 
: : Pitch 22-30 degrees. 
Specification Designed to carry Asbestos 


or Galvanised Sheeting. 
TRUSS SPAN PRICE (ex works) 
| | 18’ 6” a. & 
| ets . 
(London) Ltd. tr. (5 . 


£14.15. 
CRAY AVENUE, ST. MARY CRAY, 


a. 3 
ORPINGTON, KENT. £27 . 15. 
Telephone: Orpington 31311 (10 lines) 
Also at Weirside Works, Lower Bristol Rd. Bath. Telephone: Bath 7868! £36. 10. 


COMPRESSION JOINT én | 10 


For Truss spans exceeding 50° 0” or for variable 
* Simple—only 2 parts pitch, centres of trusses or heavier loading prices 
*  Esonomical—to buy and install will be quoted on request. Stanchions, sheeting 
Time-saver—just insert the tube and tighten the nut rails and purlins also available. 
Universal—for copper, iron or lead 
Durable—no perishable parts 
No Caulking—- jointing compound needed 


BURN BROS. (LONDON) LTD. now introduce their new 
Compression Coupling which can only be used in conjunction 
with a newly designed boss. This unit then provides a quicker, (STRUCTURAL DIVISION) 
sounder and more economical method for joining copper 


é 6, LYGON PLACE 
waste pipes to the main stack. Please write for further details LONDON - S.W.! 


Tel.: SLOane 1698 
Drainage and Sanitary Engineers, 
Manufacturers of Drain Testing Appliances 


LIMITED; 
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CASE RECORDS FROM THORNS’ FILES . 


Jobs like this 


" @Public Pit Pavilion 64 x 11’ x 8 x 7’ plus 5’ canopy. 


THORNS 


THORNS also have three standard systems of prefabrication, 
capable of meeting almost all requirements. 


THORNS are prepared to supply only, supply and erect, or carry 
out the complete works. 

Catalogue of designs and prices on request. 

Ask THORNS to quote for your own job. 


SUPPLEMENT 3”? 


@ M -mbers Pavilion 64 x 25’ 
x 11’ 6” plus 5’ canopy. 


Photographs by courtesy of 
Empire (Catering) Co. Lid., 

| James House, 46-48 James 
Street, London, W.1. 


@ Grand Stand Pavilion 40’ x 15’ x 9 6" x & plus 10° canopy 


PAVILIONS AT 
GOODWOOD MOTOR RACING TRACK 


Having received an outline of what was required, 
Thorns designed three special buildings, as illustrated 
here. These were approved, and the order was placed 
on March 3rd. The essential thing was to get at 
least two of them in use for the Easter meeting on 
April 7th.hisT left little time for producing two 
completely non-standard buildings, erecting and 
decorating them, but Thorns rose to the occasion 
and they were both in use at the Easter meeting. 
The third one was completed in time for Whitsun. 
Generally speaking, it is quicker and more econ- 
omical to use one of Thorns standard systems of 
construction, but Thorns are equally capable of 
designing and producing buildings to a customer’s 
special requirement. 


J. THORN & SONS, LTD. (Dept. 166), BRAMPTON ROAD, BEXLEYHEATH, KENT. 





BD/369 
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before specifying insulating materials 


Especially for floor and roof screeds 
plasters - loose fill 


Write for details to 
The Association of Vermiculite Exfoliators 
51-55 Strand, London, WC2 Tel: TRAfalgar 7888 


TRESTLES, PROPS, STRUTS, ETC. 


RABRo SCAFFOLDING 


BUILDERS’ UNITS 





N1-2 
N° 3-9 
Mi&2 

3&4 


HIRE PURCHASE TERMS AVAILABLE ON REQUEST 


BUNGALOWS 


HOUSES 


MAINTENANCE 














Designed to meet the need of general 
Repair work and House Building OR 
in quantities to suit particular require- 


ments. THE MANUFACTURERS 


J. W. RAYLOR & CO. (ENGINEERS) LTD. 
WRITE FOR DETAILS TO 59, Beavers Lane Hounslow Middlesex. Tel. HOUnslow 8091/2 
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Where 
CONCRETE FLOOR DUST 


cannot be tolerated 
the specification is 


penrecr Base} WATGO 


for Decorilion yo CONCRETE HARDENER 








Permaacnt 
after ONE 
treatment 





org 


A decorative scheme may be 
made or marred by the material 
behind it. It is no coincidence 
that, at a time when so much attention is 
paid to interior decoration, the demand for 


the premier plaster should be greater than 
ever before. 


7 a | 
At any time during the life of a concrete 


or granolithic floor, after it has dried out, 
(Anhydrous Watco Concrete Hardener will seal it and 
e LAS T = & make it completely and permanently 
non-dusting, tougher,andhighly resistant 

to oil, grease, dilute acids and alkalis, 


used neat in accordance with the manufac- with one treatment only. Re-treatment is 


turers’ recommendations, combines all the , ; 

: a not only unnecessary but impossible. 
attributes necessary to ensure a satisfactory | ; 
base for decoration. It produces a smooth Watco Concrete Hardener is non-chemical 
jointlens surface over any aren, (i tugle 4 | and fulfils exacting conditions in the fields 
ax aiden. cat ae ‘aor eae dry has a of electronics and automation. 

> 
natural affinity for all oil-bound and water- 
bound decorative media and adhesives. It Other WATCO prod ucts 


is very economical. | WATCO CONCRETE FLOOR PAINT 
WATCO WOOD FLOOR PRESERVER 
Over 24 Million Tons WATCO TERRAZZO DRESSING - TILEX 


used since 1891 The new Watco Booklet 
Regularly stocked by all good Builders’ ™ FACTORY FLOOR FACTS 4 


Merchants. Literature on request. Full f a pe 
‘ é hie : will be sent free on application 
technical service, on site if desired. fi pp 


WATCO (SALES) LTD. (Dept. G25) 


THE GYPSUM MINES LTD. Se eae oe 


56 BUCKINGHAM GATE, LONDON, S.W.1! 
MOUNTFIELD - ROBERTSBRIDGE - SUSSEX Phone: ViCtoria 0623 
Phone : Robertsbridge 80 And at Kingston-on-Soar, Nottingham 7 —_ ee 
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LAINGSPAN 








VA NN Zed eZ 


A NEW SYSTEM 
WHICH CUTS SCHOOL 


CONSTRUCTION TIME 


a FN 


LAINGSPAN is a new, complete system of construction for the 
frame and external cladding of schools, and is equally suitable 
for hospitals, office blocks and similar buildings. 


LAINGSPAN is based on the use of precast and prestressed 
modular components of high grade concrete, designed for 
easy handling and rapid assembly and erection on site. 


LAINGSPAN Offers substantial savings in overall construction 
time, and reduction in building costs. 


LAINGSPAN combines the economic advantages of standard- 
ised prefabrication with scope for architectural initiative, 
through the flexibility of the modular components and the 
wide choice of cladding materials available. 





LAINGSPAN 


A booklet about Laingspan is available on request to 
John Laing and Son Limited London NW7 
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Efficient 


operation through 


seventy-five feet 


of suction hose 


Fine performance under difficult conditions 

A Johnson Model 3 LD pump was worst conditions and they have built an Connections are all externally screwed 3° 
called upon to pump silt from a international reputation for reliability and B.S.P. Johnson mud pumps can handle viscous 

sewer running under a canal. The layout versatility. All models are self - priming and abrasive fluids. They are thoroughly 

called for seventy-five feet of suction hose, and have non - clogging ball-valves. They weatherproof and have sponge rubber tyres 

but the pump’s performance proved more have a straight-through water flow, and for added mobility. We shall be 


than adequate. Johnson pumps have been an air-balancing chamber absorbs any harm- to send further details and our leaflet 
designed for continuous operation under the ful surging in the delivery pipe line. Hose B/CP13 


| JOHNSON | MUD PUMPS 


Sole UK. Disiribuors — C, H. JOHNSON (MACHINERY) LIMITED « STOCKPORT : CHESHIRE 
making machinery Telephone: Stockport 2642/5 Telex 66-297. Telegrams: ‘Machinery’ Stockport 

& Johnson-Piener LONDON SALES & SERVICE DEPOT: 38/44 Lower Richmond Road, London, S.W.14. Telephone: Prospect 7671 
Tower Cranes. SCOTTISH SALES & SERVICE DEPOT: 55 Arrowsmith Avenue, Glasgow, W.3. Telephone: Scotstoun 6933 

















ANEW BLIND RIVET 


aS  ccamseon, WHICH IS WATERTIGHT 


Incorporating all the existing advantages of the 
well-known ‘ Pop ’’ Rivet, the “* Imex "’ Rivet offers 
tremendous new advantages in assemblies where a gas- 
or water-tight joint is essential. 

The ‘* Imex ’’ Rivet is now available in a limited 
range of sizes, including 4”, 4” and %&” dia. It can be 
supplied on two alternative mandrels which only break 
after the rivet is fully set. The short break mandrel 
fractures immediately under the head, which is thus 
retained within the set rivet. The long break mandrel 
fractures outside the rivet and its protruding part can 
be subsequently trimmed to’give an entirely flush finish 
and a solid steel core to the rivet. 


Write us now for more detailed information. 


spa! ry 


ft The trade aah “IMEX”” is registered in respect of rivets in the United 
nadia and ety eter Sue te Se ee aE ON Tucker 
Ey: Co. Ltd. 
TUCKER EYELET Co. Ltd 
R BIRMINGHAM 22.B 


Roa 
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The use of mechanical auger piles, coupled with our 
experience in design and construction, provides a suitable 
foundation at a cost which is generally comparable with 
satisfactory traditional foundations in shrinkable clay. 


= EN oe 








The technical resources of a modern research laboratory and the wide experience of the Cementation Company as specialist 
contractors is available for the design and construction of all forms of foundation and underpinning work. 
Please write for brochure. 


THE CEMENTATION COMPANY LIMITED 
HEAD OFFICE: 20 ALBERT EMBANKMENT, LONDON, S.E.11 PHONE : RELIANCE 7654 


BENTLEY WORKS DONCASTER ° PHONE: DONCASTER 54175-S4136 
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Open door on the English scene 


be} 


A product of the re- 
quirements of the day, 
the TUDOR house at 
the same time shows a 
true sense of archi- 
tectural design with 
its feelings for sym- 
metry and the very 
typical ornamented 
chimneys 
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Here is a door worthy of the true English style, solid 
and dignified yet with just that right amount of 
ornament to set off the simple lines. The workmanship 
and timber too carry through the MAGNET belief in 
good English quality in craftsmanship. All MAGNET 


doors have this same quality and can be obtained 
readily at very moderate prices. 


Wlustrated Brochure, current lists and the 


MAGNET Walichart sent FREE on request. 
For AGN E Whitley Street - Bingley - YORKSHIRE 
Phone: Bingley 4401 (5 lines) Telex 51-132 
standardised 


London Road - Grays - ESSEX 
joinery guieht testy 


Phone: Grays Thurrock 2077 (5 lines) Telex 22764 


Love Lane - Aston - Birmingham - WARWICKSHIRE 
Phone: Aston Cross 3291 (3 lines) Telex 33-256 
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interior Design 


BRABY ‘ Bar-Form’ Aluminium Partitions are outstanding features 
in any setting . . . outstanding in design, outstanding in appearance. 

Constructed of extruded aluminium alloy sections with double dado 
panels of sheet steel or aluminium, insulated with slag wool. The 





components are designed for rapid assembly and dismantling so that 
additions and alterations are made easily and rapidly. 


Metal Windows 
Structural Steelwork 
Pressed Steel Stairs 
OTHER BRABY PRODUCTS INCLUDE Dovetail Steel Sheets 
Copper and Zinc Roofing 
Ducting 
Tanks, Cisterns and Cylinders 


FREDERICK BRABY & COMPANY LIMITED 
ECLIPSE WORKS, PETERSHILL ROAD, GLASGOW, N. TELerHonr : SPRINGBURN S151 


OTHER FACTORIES AT: London Works, Thames Road, Crayford, Kent. TELEPHONE : Crayford 26262 
j Havelock Works, Aintree, Liverpool, 10. TELEPHONE: Aintree 1721 
l Ashton Gate Works, Bristol, 3. TELEPHONE: Bristol 64041. And Falkirk 


OTHER OFFICES: 352-364 Euston Road, London, N.W.1 (Head Office). TELEPHONE : EUSton 3456 
110 Cannon Street, London, E.C.4 (Export). TELEPHONE: MANsion House 6034 
Queen's Buildings, io Royal Avenue, Belfast. TELEPHONE: 26509 
Palace Street, Plymouth. TELEPHONE : 62261 








Postage 
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The Builder 
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Reader’s Name 


Address 





Be sure to fill in the page number of the goods, materials or services about which you would 


like further details. 


We will then ensure that your request is sent to the advertiser concerned. 





AR WOOD WOOL SLABS and CHANNEL 


Full Technical REINFORCED ROOFING SLABS. 
Advisory Service 


. Now available at competitive prices throughout the country, Neolith 
at your Disposal is a high quality product with sharp corners and edges, of even thickness 
sf and texture, maximum tensile and structural strength. 





I 
j 
1 
1 
1 
u 





Enquiries and orders to: 


ee oe LIiIMirrED 


NATIONAL PROVINCIAL BANK CHAMBERS 


157 ELSWICK ROAD, NEWCASTLE UPON TYNE 4. 
Tel: Newcastle 34281/2 Telegrams: Neolith, Newcastle upon Tyne. 








system 
from Scandinavia 


It is based upon a wide range of prefabricated interlocking 
sections which may be quickly assembled to provide an 
exceptionally well planned kitchen complete from floor to 
ceiling. 


SUPPLEMENT 


NORDIA units are brilliantly designed for functional 
efficiency and they are aesthetically pleasing. 
NORDIA saves time and labour: interlocking sections 
can be assembled in minutes and are supplied 
primed and ready for painting. 

NORDIA units are soundly made in high-grade selec- 
ted timbers and all other materials used are also of 
first-class quality. 

NORDIA SAVES STORAGE SPACE — CUTS 
TRANSPORT COSTS. All sections pack flat, taking 
up the minimum space on site and in transit. 
This cuts freight and handling charges. 

FREE PHOTO PLANNING SERVICE FOR ARCHITECTS 
Our designers are prepared to advise ct the design 
stage on any new project and their experience in 
converting structures is always available to all. On 
receiving details of your particalar requirements, a 
scale model will be assembled embodying the units 
we suggest for your purpose, and showing how they 
should be placed to the best advantage. Photographs 
of this model will then be sent for your approval. 


th full particulars 
LONDON, W.)- 
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When you order windows, external door frames, 
internal door frames or kitchen units, make sure you buy 
Rippers — the finest standard joinery obtainable. 


Ri PPERS Over sixty years’ experience is behind Rippers quality — 
STANDARD $§$‘the best in the business’ 
WINDOWS 


Write today for our free Catalogue: it describes over three 
hundred designs from which endless window combinations 
can be arranged, and includes descriptions of all our products. 


Apply for your free catalogue to Dept. B.20/3 


























































































































CASTLE HEDINGHAM, HALSTEAD, ESSEX 

Texernons: 191 HEDINGHAM (4 lines). Trrzcrams: RIPPERS, CASTLE, HEDINGHAM 
LONDON OFFICE: 7 

e SOUTHAMPTON PLACE, LONDON. W C.1. Trcezrnone: CHANCERY 8306/7 


“you'll be glad you chose WOOD windows” 
RIPPER RIPPERS. LIMITED 
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... preferably before—protect with ““PLASPHALT.” A fibre- 


reinforced plastic bitumen emulsion, applied cold 


by trowel or float, ““PLASPHALT ” will give 


complete protection from damp. 


It is ideal for dealing with low pitched roofs. 


te thee avgwor! 


Complete information concerning 
“PLASPHALT” is contained in this 
comprehensive booklet, 

available on request. 


DUSSEK BITUMEN & 
TAROLEUM LTD. 
EMPRESS WHARF, 
BROMLEY-BY-BOW, 
LONDON, E.3. 

Tel: Advance 4127. 


And at Loushers Lane, Warrington 
Telephone 32616. 
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iMBERIT 


RANGE OF HARDBOARDS 


1 $7 TOCK 


SIZES 6, 8, 9, 10 & 12 ft. x 4 ft. 
TIMBERIT 6, 8, 9, 10 & 12 ft. x 4 ft. 


STANDARD HARDBOARD 6, 8,9, 10 & I2 ft. x 4 ft. 
Suitable for high-class panelling where 9 ft. x 4 ft. 


the smooth glossy finish of TIMBERIT 
is of particular value. 





9 ft. x 4 ft. 
9 ft. x 4 ft. 








TIMBERIT SIZES 6, 8, 10 & 12 ft. x 4 fe. 
OIL-TEMPERED HARDBOARD 6, 8, 10 & 12 ft. x 4 ft. 


: 9 ft. x 4 ft. 
The Oil-Tempered Hardboard with 


the smoothest surface. Suitable for 9 ft. x 4 ft. 
Panelling, Flooring, Exterior Signs and 9 ft. x 4 ft. 
Cladding, Concrete Form Lining, etc. 9 ft. x 4 ft. 








TIMBERIT ARMOURBOARD 9 ft. 


A Heavy duty board having all the 9 ft. 
qualities of Oil-Tempered Hardboard 


9 ft. 
plus greater density and strength. 








SAMPLES, LITERATURE AND PRICES ON REQUEST 


C. F. ANDERSON & SON LTD 


HARRIS WHARF, GRAHAM STREET, LONDON, N.I — CANonbury 1212 
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THE BUILDERS’ GHOICE 
for damp proofing 
over-site concrete 


It takes less than two hours per coat to cover the floor area of 
an average house with AQUASEAL. That is why more and more 
builders are using AQUASEAL to provide a damp-proof membrane 
between the over-site concrete forming the solid floor of a 
building and the screed on which the floor covering is finally laid. 


AQUASEAL requires no heating or mixing. It is easily applied 
with a brush o1 broom straight from the drum. It dries 
in a few hours as a jointless waterproof membrane giving 
protection against the risk of damage to flooring by rising 
damp. Write for full specification. 


AQUASEAL No 5 (Black) 
10 gallon drums -_ 11/- per gallon 
Sgallondrums - _ 12/- per gallon 
1 gallon drums - _ 14/- per gallon 


OBTAINABLE FROM BUILDERS’ MERCHANTS AND IRONMONGERS 





-e2-+--~--- = CONCRETE OR CEMENT SAND SCREED 


$  yeewececs — AQUASEAL Mo. 5 DAMP-PROOF MEMBRANE 
PREFORMED SHEET ROLL OPC ' : OVER-SITE CONCRETE 


—-  = 


WATERPROOFS AND 
PROTECTS ROOFS 
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& BERRY WIGGINS & CO. LTD., FIELD HOUSE, BREAMS BUILDINGS, LONDON E.C.4. TELEPHONE: CHANCERY 4499 
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Say ce The Clark-Eaton 
, ee —_—o ‘BLACKFRIARS’ SYSTEM 
oo os inn so a os > 3 


¥ offers unlimited scope 
& > eg ) 


to the designer 


The photographs illustrate an ideal application 

=—_ ' of the ‘Blackfriars’ System for a motorcar showroom 
entrance. Special retractable springs enable 
entrance doors and sidelights to be folded back to 
provide a completely free entrance. 


ii ccdinninahi caine 
mil 
ie 


Please ask for literature and 
design sheets or come and see 
the numerous installations in 
our showrooms. 


Harvey Hudson Ltd., South Woodford, E.18. 


Architect: V. Fletcher Russell; F.R.I.B.A. JAM ES CLARK & EATON LTD 
Shopfitters : Stewart Fraser Ltd. e 


SCORESBY HOUSE, GLASSHILL STREET, BLACKFRIARS, LONDON, S.E.I 
Telephone: WATerloo 80/0 (20 lines) 
CANTERBURY, BOURNEMOUTH, EASTBOURNE, READING, OXFORD (H. Hunter & Co.) 
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Roll out the carpet for 


The roof consists of four panels of hyperbolic paraboloid shells, each 


hyperbolic paraboloid! 57 ft. 5 in. square, supported independently by a concrete column at the mid- 


point of each side and weatherproofed with Ruberoid Built-Up Roofing 
Much architectural interest is being focused on the unusual 
roof designed by Architect Mr. Robert Townsend, F.R.1.B.A, for 
he Wilton Royal Carpet Factory Limited, using a Ruberoid 
Built-Up Roof with a mineral surfaced Capsheet. First roof of its 
kind to be erected in this country, first and only roof ever to be RUBE R OID 
built in timber on the multiple hyperbolic parabola principle, and od —o 
a great triumph for its adventurous designer, for using a 


basically simple geometrical principle to such good effect. 


UBEROTD COMPANY LIMITED 346 COMMONWEALTH HOUSE 1-19 NEW OXFORD STREFT. LONDON Wea 
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GARAGE AT HATFIELD FOR LONDON TRANSPORT EXECUTIVE 


Designed by Mr. Thomas Bilbow, F.R.IB.A., Architect to London INustrated in this issue 
Transport. Mr. A. A. M. Durrant, CBE, MI Mech.E., MIns.T. 
Chief Mechanical Engineer (Road Services) London Transport 


CEAAMIC- WALL TILING 


and 


‘HEATHER BROWN’ QUARRY 
TILING TO FLOORS 


WALTER TAYLOR 


(BELMONT) LIMITED 
GLAZED WALL »° FLOOR TILING CONTRACTORS 


Office and Works: STATION ROAD, BELMONT, SURREY 








Tele.: VIGILANT 0037/8 











Specialist Joinery 


for Garages at 


HATFIELD 


and 


STEVENAGE 


Designed by Thomas Bilbow Esq, F.RIBA 


-HATFIELD GARAGE. — Iilustr sane: to Lenin Teanpers Lemmas 


R. CATTLE LIMITED 


Est. 1874. ELG 5411/4 


1-5 Everitt Rd., Chase Rd., North Acton, N.W.10 
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GARAGE AT HATFIELD 
FOR LONDON TRANSPORT EXECUTIVE 


DESCRIBED IN THIS ISSUE. 


Designed by Thomas Bilbow Esq. FRIBA Architect to London Transport, A, A. M. Durrant Esq. 


CBE. MI Mech E. M INST T. Chief Mechanical Engineer (Road Services) London Transport. 


C. MISKIN & SONS LTD. 


———— ESTABLISHED 1790 ———— 


BUILDING CONTRACTORS 


LONDON anv St. ALBANS 
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FOR 


12 Storey Office Block incorporating 
Public House and 2 storey car park. 
Main Contractors, Tersons Ltd. 
Arch., R. H. Gallannaugh, A.R.1.B.A. B U L K 
Cons. Eng., Messrs. Bylander, 
Waddell & Partners. 


STORAGE 


Proved on hundreds of sites, A N D 
the Portasilo is the most highly H A N D L I N G 


developed, portable equipment in the world 
for handling cement in bulk. The unique Pullwey Mechanical O C E M E N T 


Cement Man provides complete automatic weighing of the cement, 


. : . P . Covered by patents or 
without which the full saving of using cement in bulk cannot be : : 
patent applications in Great Britain and the 


Principal Countries of the world 


achieved. The use of the Portasilo readily effects a saving 


of 20/- and over per ton of cement used. 


SILOS AVAILABLE FOR HIRE 


iis 


PORTASILO LIMITED 


Contractors Plant Division: CORONATION ROAD - PARK ROYAL - LONDON ~« N.W.I0 Tel. Elgar 3726 


HEAD OFFICE: YORK AWD AT BIRMINGHAM ~ MANCHESTER - GLASGOW ° BRISTOL BELFAST DUBLIN 
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Felix C. Holt Esq., A.R.1.B.A. Liverpool. 
Main Contractor: Tyson’s (Contractors) Ltd., Liverpool. 


The natural Portland Stone facing 
of Liverpool’s 
Corn Exchange Building 
is another fine example 
of stonemasonry by 


WILLIAM 


THORNTON 


AND SONS LIMITED - LIVERPOOL, 8 


(Stonemasons for over 100 years) 
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HEATING, VENTILATION & 
HOT & COLD WATER 
SERVICES ror tue 


CORN EXCHANGE 


DESIGNED BY 
ERNEST GRIFFITHS & SON 


M.1. MECH. E. 


THE KINDERS, BROMBOROUGH 


WIRRAL 


March 20 1959 





Calorifer <id Pump Room 


wstauues 6Y G. SEWARD & CO. LTD., es. 175 


& INSTALLATION OF 3, FENWICK STREET LIVERPOOL 


STEAM, GAS & COMPRESSED Alf. ALSO 
OIL, STOKER & GAS FIRING 
KITCHEN, DUST & FUME REMOVAL 


SYSTEMS. CHESTER & PRESTON 














CORN EXCHANGE BUILDING 
LIVERPOOL 


JOHN STUBBS 


(MARBLE & QUARZITE) 
LTD. 
were entrusted with 
the installation of : 


Granite and Greenstone Plinths, 
External Marble, Interior Marble 
Facings,Tiling, Walls and Floors 


for the 


CORN EXCHANGE, LIVERPOOL 


Architect : H. Hinchcliffe Davies, A.R.1.B.A. 
(Harold E. Davies & Son) 


(illustrated in this issue) 


i i i i i i 


TO THE DESIGN OF 
MESSRS. HAROLD E. DAVIES & SON 


soeouueswnewneaeswsessess 
sss swoeeoworereeeeeeee. 
} 


FLUTED FAIENCE FACING 
TO SPANDRILLS 


Tee so oC C00 000000007 TU 


SUPPLIED AND FIXED BY 


SHAWS GLAZED BRICK CO 
LTD 


DARWEN 





MERSEY WORKS, SMITHDOWN 
LANE, LIVERPOOL, 7 


Tel. : ROYal 4951/2 
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CHANTRY HOUSE, WEMBLEY 


(illustrated in this issue) 


ne 


Senior Architect for the Ministry of Works: E. H. BANKS, FRIBA., FRSA. 


MAIN CONTRACTORS 
Jj. M. HILL & SONS LTD. 


HEATHER PARK DRIVE, WEMBLEY, MIDDLESEX 


Telephone: WEMbley 7781/4 
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underground tank in concrete 





waterproofed with 





*‘Pudilo’ brand waterproofer 





for Vauxhall Motors Ltd. 


Chartered Structural Consulting 
Engineers, 

G. A. Dodd & Partners, 

17-18 Railway Approach, 
London Bridge, S.E.1. 


Contractors, 


Building Contractors (Luton) Ltd., 
37 Church Street, Luton, Beds 





The tank is a monolith of reinforced waterproofed concrete having a dividing 
wall to form 2 sections. 

The larger section contains water to a depth of 9 ft, the smaller section houses 
an electrically powered motor and pump. 

Complete protection against seepage of water into the Pump chamber, also 
against the loss of water which would drain away quickly into the chalk 


sub-soil, was assured by the inclusion of 4 Ibs of ‘*PUDLO’ Brand Waterproofer 
to each 100 Ibs of cement in the 3:14:1 mix. 


Fully descriptive booklet sent on request. 


CEMENT WATERPROOFING POWDER 


OTHER ‘PUDLO’ PRODUCTS INCLUDE :— 

WATERPROOF CEMENT PAINTS, CEMENT PAINT PRIMER, 

EXTERNAL WATER REPELLENT, CEMENT BONDER, PLASTER BONDER, 
MORTAR PLASTICISER, FROST PROTECTOR/RAPID HARDENER, 
LIQUID CEMENT ADDITIVE, CEMENT HARDENER/DUST-PROOFER, 
FEUSOL FIRE CEMENT. 


The word ‘PUDLO" is the registered Trade Brand of Kerner-Greenvo0d & Co Ltd. by whom all articles bearing that brand are manufactured. 
Sole Proprietors and Manwfacturers 


KERNER-GREENWOOD & CO LTD - KING’S LYNN - NORFOLK 





H.P. 5220 








PUBLISHED FROM ‘THE BUILDER’ 
House, Catherine-street, Aldwych, 
London, WC2. Telephones: Temple 
Bar 6251-2-3-4. Annual subscription: 
£4; for six months £2. Single copies 
(including back numbers up to 12 
months old) Is. 6d. (post jaid 2s.). 
Back issues more than 12 months old 
2s. 6d. (post paid 3s.). Indices are 
produced in July and January each 
year; copies free on application. 


VEWS SUMMARY 
MR. D.W. OLIVER, ARIBA, of Bath, 


has won three of the 30 awards in the 
architectural competition sponsored 
by Ideal Home and the RIBA for 
designs of small houses. p. 537 
THE RIBA’S decision to raise the 
standard of entry to the profession 
is expected to result in a decrease of 
nearly half in the annual intake of 
architectural students. p. 554 
THE RIBA is to hold a symposium on 
May 22 dealing with replanning and 
renewal of ‘ The Living Town. 
p. 557 
A TEST TRACK for a British mono- 
rail is to be built at Basildon. p. 558 
FIVE NEW AREAS are added to the 
list of places where, on account of 
unemployment, Government help is 
available for industry. p. 559 
‘VERY SUBSTANTIAL’ increases in 
the value of new orders for houses, 
both for public authorities and pri- 
vate developers are reported by the 
Ministry of Works, p. 563 
PRINCIPAL CONTENTS 
ILLUSTRATIONS 
DEVELOPMENT OF THE ZOOLOGICAI 
GARDENS. REGENTS PARK, LONDON 
By Sir Hugh Casson and F. A. P. Stenac 
GARAGE AT HATFIELD FOR LONDON 
TRANSPORT. By Thomas Bilbow 
OFFICES AT WEMBLEY. MIDDLESEX 
By Ministry of Works 


THE CORN EXCHANGE 
By H. Hinchcliffe Davies 


ARTICLES 








PAGI 


LIVERPOOL 


Competition News 

Iwo Notable Retirements: Sir 
Killick and Mr. Stanley Hearder 

Correspondence 

Hotel Planning Trends: 2.—The typical Floo 
Plan and Guest Room Arrangement 

RIBA: Council’s Decision on Raising the 
Standard of Entry 

RIBA: Notes from Council Minutes 

Historic Buildings: Further Grants 

Architects Registration Counc 

Town Planning Decisions 

Piccadilly Circus Redevelopment 

In Parliament 

Prestressed Concrete: Using its Advantages 

Everyday Things—LXXIl By Arthur W 
Kenyon, CBE 

The Industry and Research: National Presi- 
dent's Views 

New Orders in the Construction Industry 

Construction in the Fourth Quarter of 1958 

Building Materials: Index of Basic Prices 


Alexander 
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TOWARDS ARCHITECTURE 

HEN a critic of Mr. Raymond Mortimer’s distinction can write, as he 

has just done in a national Sunday newspaper, that * there is no modern 
building in London to which one can proudly lead a foreign visitor . . . the 
merely good is not, or ought not to be, a source of pride,’ it is time that the 
architectural profession at large sat up and began to wonder what it should 
do about it. It may have its chance if it follows up a decision (first fruit 
of the Oxford conference of last April on architectural education) that, with 
effect from September, 1961, the minimum standard for the probationership of 
the RIBA shall be the General Certificate of Education in five subjects from a 
prescribed list (including the English language and mathematics or a science 
subject) at least two of the subjects being at‘ A’ level. The RIBA Council’s 
announcement, printed on another page, shows that this requirement, which is 
to be suitably adjusted for Scottish and for Commonwealth candidates, will not 


affect entrance requirements of any particular University schools 

This decision is a good one, so far as it goes. 
that the wand to be waved has any high-powered quality of magic about it; 
most educationists would probably agree with our view that the new require- 
ments are on a virtual par with the old Matriculation standard which called 


It ought not to be thought 


for the whole examination to be passed at one sitting. But at least future 
insistence on two ‘A’ level subjects will ensure a longer period of full-time 
general education and, not less important, be proof that candidates have shown 
some degree of perseverance and concentration. 

What is now important is that the RIBA Council should come to wise 
decisions as to the future professional training of its probationers and students. 
Opportunity for fine architecture in any country depends for fulfilment not 
only on there being a sufficiency of great architects available; even more 
it requires a climate of opinion in that country favourable to architects and 
encouraging to informed development and experiment. Sadly, that climate 
hardly exists in Great Britain today, and it may well be that the immediate 
task in front of the RIBA and its Board of Architectural Education is to set 
about producing a genus of architects which, as a profession, can win a much 
higher reputation in the general public’s mind as good designers and 
co-ordinators of the building process than at present enjoyed. In such a task the 
wisdom of trying to produce architects by means of a five-year course of full- 
time study must be questioned, the more especially as the higher educational 
standards to be required of the probationer may well lead to the closing of the 
architectural departments of many technical colleges and the concentration of 
student intake in schools attached to Universities. 

Earlier in this article it was suggested that the architectural profession at 
large could do something to make its views felt on what is perhaps the most 
serious of the many problems confronting architecture. The Allied Societies 
(whose members probably suffer more than does the London practitioner from 
the effects of public lack of confidence in the profession) must continue their 
pressure to see that practical as well as theoretic considerations be given their 
due weight in the councils of the RIBA and the Beard, and not least to hold a 
brief for the specially gifted candidate whose talents cannot be measured by 
rule-of-thumb standards and whose acceptance to architectural training, under 
independent surveillance, must be safeguarded. 
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Notes of the Week 


Partnership with the Disqualified 


Ko THE PAST SIX MONTHS the question 
of what principles should guide it in 
dealing with architects disqualified for 
‘disgraceful conduct’ has been under 
consideration by the Architects Registra- 
tion Council. Last October the Council 
resolved that architects on the Register 
should (a) neither enter into partnership 
nor (b) take employment with architects 
who had been disqualified by reason of 
disgraceful conduct or for having been 
convicted of a criminal offence, and 
instructed the Professional Purposes Com- 
mittee to prepare a draft Article for con- 
sideration. 

_The committee reported to the Council 
at its meeting on March 11, when the 
effect of such an Article was considered 
on an architect already in partnership 
with another who subsequently incurred 
disqualification, and also on other archi- 
tects who might seek salaried employ- 
ment with the firm, 

* . * 


THE COUNCIL 
properly as 
incorporation of such an Article in the 
Code would bear hardly on an innocent 
partner or partners, and has accepted the 


has now decided, very 
many will think, that the 


committee’s recommendation that, as 
from January 1 next, ‘an architect must 
not enter into partnership, in the practice 
of architecture, with any person who is 
disqualified from registration by reason of 
the fact that his name has been removed 
from the Register under Sect. 7 of the 
Architects (Registration) Act, 1931.’ The 
decision does raise, of course, the ques- 
tion whether deeds of partnership 
between architects should make provision 
for dissolution should a partner be dis- 
qualified under the section, but this is a 
matter of private rather than _ public 
moment. 


4A Annual Reception 


Ir HAS always been the tradition of the 
Architectural Association to invite all 
members to the annual reception and 
only make a charge for members’ guests. 
This year the Council is faced with 
making strict all-round economies to meet 
continually rising costs, including a reduc- 
tion in the cost of the reception which, 
normally, is financed from the general 
fund from members’ subscriptions. It is 
felt that when economies are being made 
then those who come to the reception 
should make a greater contribution than 
those who do not. The President has 
accordingly written to members informing 
them that, with great regret, the council 
has found it necessary this year to charge 
all members £1 in addition to the £1 
usually charged for members’ guests. 
This additional charge will not completely 
cover the cost, but will greatly assist in 
balancing the budget. Mr. Clarke Hall 
adds that he sincerely hopes that mem- 
bers will continue to give this important 
annual event the support they have shown 
in the past. The reception takes place 
on Thursday, April 16, at 8.30 p.m. 
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WESTMINSTER SKYSCRAPER.—A perspective of the new £5m. building to be erected 
on Millbank, close to the Tate Gallery, by the Legal & General Assurance Society to house 


part of the headquarters of the Vickers group of companies. 


There are three main blocks 


in the development : a 3l-storey tower block some 370 ft. high, which will be the tallest 


office building in Britain ; 
block. 
The architects are Messrs. 


an 8-storey 


*Y '-shaped block and an II-storey residential 
The scheme has been accepted by the RFAC and all the authorities concerned 
Ronald Ward & Partners ; 
Franklin & Andrews, Mr. M. H. Thackray being the partner in charge ; 
engineer is Mr. G. W. Kirkland, of Messrs. Travers Morgan & Partners. 


the quantity surveyors Messrs 
and the consulting 
The main 


contractors are John Mowlem & Co., Ltd. 


materials and components taking advan- 
tage of the huge potential market for their 
products that South America offers today? 
Mr. H. J. Venning, FRICS, ARIBA, who 
recently visited the Argentine, Brazil, 
Venezuela and the British islands in the 
Caribbean, thinks not. The best opportu- 
nities, he believes, lie in Brazil and Vene- 
zuela, both countries of considerable 
wealth and with great natural resources, 
where an enormous amount of new build- 
ing is taking place in the large cities. 

In Brazil, Mr. Venning was impressed 
with the amount of work being done in 
Sao Paulo and Bahia, much of it in the 
form of skyscrapers. A great deal of 
building is also under way in Brasilia. In 
Venezuela the old city of Caracas is virtu- 
ally being swept away to make way for 
the new, where skyscrapers and other 
buildings are going up on every side. 
There was less activity in the Argentine, 
which, with its dependence on agriculture, 
did not appear to Mr. Venning to possess 
the wealth for building on a comparable 





scale to its richer neighbours. 

In none of these countries was there 
any sign of British participation in the 
building programme, but Mr. Venning 
thinks that there should be opportunities 
for curtain walling components, windows, 
doors, glass, sanitary fittings and possibly 
steel for reinforcing work, if this can com- 
pete in price with that of other countries. 
It was interesting to note that, while not 
absent, American influence nowhere 
appeared to be overwhelming. In the 
British Caribbean islands British contrac- 
tors bearing well-known names were much 
in evidence. 

Altogether Mr. Venning has brought 
back a heartening report of the opportu- 
nities that exist for furthering British 
trade in South America, and it is to be 
hoped that the manufacturers to whom 
his remarks apply will not be slow to 
follow his lead. Mr. Venning warns that 
‘considerable = currency fluctuations ° 
occur in S, America, and exporters should 
safeguard themselves against this risk, 
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COMPETITION NEWS 
RIBA—‘ Ideal Home’ Small House 
Design Award 


HE assessors in the competition 
organised by the Royal Institute of 
British Architects and Jdeal Home maga- 
zine (Messrs. Clifford Culpin, OBE, 
FRIBA, MTPI; Eric Ambrose, BA(Arch), 
FRIBA; and Peter Dunham, FRIBA) 
have now made their award. There were 
1,523 entries—a record for an architec- 
tural competition in the United Kingdom 
—and from these 30 designs have been 
selected. These designs, which are not 
placed in any order of merit, will be 
issued in a special publication later this 
year. Members of the public and builders 
will then be able to buy the plans for any 
of these houses from /deal Home. 
Among the 30 selected designs, each of 
which wins £75 plus a £10 royalty on every 
set of plans sold, are 13 bungalows and 
single-storey dwellings. Two of the designs 
are for semi-detached houses and five for ter- 
race-houses; there are two which could be 
either detached or semi-detached, and another 
two which could be built as detached, semi- 
detached or terrace houses. In three of the 
designs, provision is specially made for addi- 
tional rooms to be added later. Estimated 
costs of building these houses range from 
£1,900 to the maximum of £4,500 imposed 
by the rules of the competition. 


LIST OF AWARDS 
3 WINNING DESIGNS 

David W. Oliver (A), 19 Lansdown-crescent, 

Bath 
2 WINNING DESIGNS 

Michael Meacher (A), 12 Upper Marlborough- 
road, St. Albans. 

Ronald F. Smith (A), 28 Victoria-road, Pelsall, 
Walsall. 

1 WINNING DESIGN 

J. M. Austin-Smith (F), 29 Sackville-street, 
WI (in association with Mrs. I. L. E. Austin- 
Smith (F), P. J. Lord (A), and W. H. G. Salmon 
(A)); 

G. Grenfell Baines (A), 12-24 Guildhall-street, 
Preston (in association with T, Hargreaves (A), 
J. Wilkinson (A) and J. K. Ingham (A)); 

Peter J. Bell (A), The Flat, High Hall, 
Wickham Bishops, Essex ; 

Frederick Barber (F), 173 High-street, Dork- 
ing (in association with K. D. Bundy (A) and 
B. Greenfield (A) ); 

A. Francis Bennett (A), 35 Queens Gate-mews, 
SW7 (in association with R. N. Abadie (A)); 

Keith Bottomley (A), 5 Bow Wood Drive, 
Sandbeds, Keighley ; 

K. P. Campbell (A), 32 
Conches, Geneva, Switzerland ; 

Brian G. Cobb (A), 26 Clinton-street, Cam- 
bridge, Mass., USA; 

Geoffrey A. Collins (A), 
NWII; 

Alan R. Deaves (A), 59 Gt. Ormond-street, 
WCl; 

James R. Findlay (A), 44 High-street, Llandaff, 
Cardiff ; 

J. Desmond Heuval (A), Glebe End, Palmer 
School-road, Wokingham ; 

G. A. Marsh (A), 14 Marlowe Court, 
Common, Surrey ; 

J, Richard Nichol (A), 3 Ashley-close, Welwyn 
Garden City (in association with A. M. 
Edwards (A) ); 

J. E. Parsons (A), 33 Cliveden-road, Wimble- 
don, SW19; 

J. R. C. Rowell (A), 4 Station-road, Prestwick, 
Ayr (in association with John Anderson (A)); 

Mervyn T. Seal (A), 3 Wenlock-road, Shrews- 
bury ; 

Denis Sergeant (A), 37 Linden-mansions, N6; 

A. W.. Strutt (A). 74 Churchdown-road, 
Bromley, Kent; 


Chemin Naville, 


10 Reynolds-close, 


Ham 


Stuart R. Sutcliffe (A), 129 The Birches, Three 
Bridges, Crawley ; 

H. P. Trenton (A), 32 Greenhill, High-street, 
NW3; 

James Watson (A), 17 Glenesk-crescent, Esk- 
bank, Midlothian ; 

K. G. West (A), 
Bay. 


102 Douglas-road, Herne 


Wolverhampton Civic Centre 


WOLVERHAMPTON CORPORATION will con 
sider on Monday next a recommendation 
that it approve in principle a proposal to 
erect a new Civic Centre on a 10-acre site 
at a cost, exclusive of land, estimated at 
about £750,000. The corporation is also 
recommended that designs should be ob- 
tained by means of an architectural com- 
petition for which premiums of £2,000, 
£1,000 and £500 would be offered. 

The corporation has previously held an 
architectural competition for municipal 
assembly halls; this was in 1934 when the 
winners were Messrs, E. D. Lyons and 
L. Israel, whose designs were illustrated in 
The Builder of October 26 of that year. 


COMPETITIONS OPEN 


*The date in italics refers to the issue of 
The Builder in which fuller details appeared. 


CHURCHILL COLLEGE, CAMBRIDGE.—Competi- 
tion, in two stages, for the design of College 
Buildings on a site at Madingley-road, Cam- 
bridge. Assessors are Sir John Cockcroft, Mr 
Noel Annan (Trustees), Mr. Basil Spence. 
PRIBA, Sir William Holford, FRIBA, and 
Sir Leslie Martin, FRIBA Stage I (for 
which 20 architects have been chosen) will 
be for outline sketches to a scale of 4nd 
Designs in this stage will be returnable 
by April 13 next. Four firms in the final stage 
will be awarded a sum of £500 as premium 
and the design finally selected from these four 
will be regarded as the winning design, and the 
Trustees propose to appoint the designer as the 
architect for the work. Closing date for Stage | 
is April 13 and for Stage 2 June 29. Designs 
to the Secretary, Churchill College Trust, 
200a City Wall House, Chiswell-street, EC1. 
February 6. 


Lonpon HiGHway DeveLOPpMENT.—Two-stage 
competition, arranged by Roads Campaign 
Council, for designs as individual or joint entries 
from architects, engineers, surveyors, town plan 
ners, landscape architects and others, for 
a long-term plan of highway development in the 
London area. Assessors are Sir William Holford, 
FRIBA, Prof. W. Fisher Cassie, MInstCE, and 
Mr. C. D. Buchanan, ARIBA Mr. Conrad 
Andren will act as professional advisor. Not 
more than six entries will be selected at the first 
stage and assessors will not know until final 
awards are made the identity of second stage 


*—Half a million in prizes, and 
only critics who've never seen a 
drawing-board allowed to enter! ' 
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each of whom will be awarded 
The authors of the designs placed first 
second and third will be awarded additional 
sums of £1,750, £750 and £250 respectively 
Conditions obtainable, on deposit of £2, from 
the Professional Advisor, c/o * New Ways for 
London Competition ’ Roads Campaign Council 
1S Dartmouth-street, SW1i, by April 30 (pre 
liminary stage) and October 30 = (final) 
November 28 


competitor Ss, 
£250 


CERAMIC SANITARY WARE Competition 
organised by Associated Builders Merchants 
Ltd. for architects and industrial designers to 
submit designs for various items of sanitary 
ware. Assessors are Mr M. Goslett, Mr 
C. J. B. Pratt, Mr. P. A. Newnham, ARIBA 
and Mr. F. B. Pooley, FRIBA. The authors 
of the three best sets of designs will have the 
opportunity of collaborating with a manufac 
turer to be nominated by ABM Ltd., to pro 
duce full-size prototypes of the items they have 
designed The final award will be made on 
the basis of the developed prototypes. Pre 
miums offered: £1,000, £350 and £250 for 
designs placed first, second and third respec 
tively. Final date for submission of drawings 
is May 2. Conditions from Associated 
Builders Merchants, Limited, at Broken Wharf 
Upper Thames-street, EC4 Applications by 
March 9. November 2] 


NATIONAL GALLERY EXTENSION.—Competition 
for the design of conjectural extension of the 
National Gallery on the ‘Hampton’ site to the 
west of the Gallery Open to architects on 
ARCUK Register, and architects who are mem 
bers of Allied Societies of the RIBA within the 
Commonwealth and RIBA students. First prize 
is £2,500, with a further £2,500 for distribution 
as the assessors advise. The assessors are Sir 
William Holford, Mr. W. A. Allen and Mr 
Peter Chamberlin. The closing date for designs 
is May 8 (last day for applications April 6); and 
conditions from ‘ National Gallery Competi 
tion,” The Sunday Times, Kemsiey House. 
WC1. January 23. 


ELEVATED Mororway.—Competition organ 
ised by the Prestressed Concrete Development 
Group, open to individuals or groups of indi 
viduals for designs for lengths of elevated road 
Two premiums of £500 are offered, to be 
awarded at the discretion of the assessors who 
are—Mr. H. C. Adams, Ministry of Transport 
Mr. C. P. Andrew, Traffic Engineer, University 
College, London: Mr. A. G. Jury, City Archi 
tect, Glasgow; Col. G. W. Kirkland, president 
of the Group: Sir Herbert Manzoni, City 
Engineer, Birmingham. Closing date June 
30 next. Details from the Prestressed Con 
crete Development Group, Terminal House 
Grosvenor-gardens. SWI. January 23 


ALUMINIUM STREET LIGHTING COLUMNS 
Competition organised by the Aluminium 
Development Association for lighting specialists, 
architects, industrial designers, engineers and 
other individuals and groups in open competi- 
tion to submit designs for aluminium street light 
ing columns. Assessors are The Hon. Lionel 
Brett, FRIBA, Prof. Sir Alfred Pugsiey, FRS, 
and Sir Gordon Russell, RDI. Prizes of £250 
£100 and £50, with a student's prize of £75, are 
offered. Conditions and specification from the 
Secretary, the Aluminium Development Associa 
tion, 33 Grosvenor-st., WI, to whom designs 
must be returned by mid-day on July 1 next 
March 13. 


RICS Gold Medal and Prize, 1956 


PAPERS SUBMITTED for the Chartered 
Surveyors Gold Medal and Prize, 1959, 
must be received at the RICS, 12 Great 
George-street, Parliament Square, SWI, 
by not later than Thursday, April 30. 

The competition is open to any person 
normally resident in the British Common- 
wealth or the Republic of Ireland. The 
subjects on which papers may be sub- 
mitted are: —({1) ‘The Place of Agricul- 
ture in Land Economy ’; (2) ‘ The Realisa- 
tion of Positive Town Planning’; (3) 
‘The Costs of Building’ and (4) ‘ The 
Influence of Legislation upon Land 
Development.’ 





DEVELOPMENT 


of the Zoological Gardens, 
Regents Park, London 


Architects: 
Sir HUGH CASSON, MA, RDI, FRIBA 


in association with 


F. A. P. STENGELHOFEN, LRIBA 


Architect to the Zoological Society 


Landscape Consultant 
PETER SHEPHEARD, ARIBA, AMTFI, FILA 


HIS *‘csquisse* plan has been accepted by the Council 

of the Society after long and detailed discussion with 
the public authorities concerned. As now submitted, the 
plan is considered practicable and its first phase is well 
under way. Preparations for the second and third phases, 
both architectural and financial, have been started. 

The Zoo is cut into three by the Outer Circle and the 
Regent’s Canal. The present placing of bridges and en- 
trances does not help to provide a natural flow of traffic, 
so that serious congestion occurs on crowded days at 
certain points. To the road the Zoo in general presents 
railings and the backs of buildings, and on the Park side its 
boundary is unsympathetic to the soft landscape of the 
Park. A very large and valuable collection of animals is 
contained in a comparatively small area. 

The object of the new plan is to correct these defects. 

An informal layout has been adopted which gives oppor- 
tunities for contrasting enclosure and open space, for pro- 
viding constantly changing views in the grouping, bulk and 
silhouette of buildings and which permits development to be 
carried on in stages and by different architectural hands. 

No proposals are made in the present plan as to the 
architectural appearance of the new buildings or to the 
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The model from the south 


detailed design of steps and paving. This will be the res- 
ponsibility of the architects who will be appointed to 
execute the work. 

The present southern boundary of the Zoo consists of a 
high railing which runs more or less straight across the 
Park and forms a harsh, unsympathetic line. Discussions 
are now in progress with the Ministry of Works and the 
Crown Estate Commissioners, both of whom are con- 
cerned, about the changes necessary to landscape the area 
in which Park and Zoo meet, so that Zoo and Park may 
appear as one. This conception is illustrated on the plan 
and model where, although the actual boundary of the 
Zoo—shown by a white dotted line—remains as at present, 
the natural features are shown as continuous on both sides 
of the border. Wherever possible it is intended to replace 
the iron railings by ditches or by obstacles in the water 
itself, so that members of the public will have a view into 
the Zoo from the Park, and vice versa. 

Behind this boundary the scheme involves the creation 
of a number of different areas within the Zoo, each with a 
distinct character. Some of these areas exist already and 
have a character which only needs developing; for example, 
the area between the Mappin Terraces, the Reptile House 
and the Mappin Restaurant. Other areas are entirely new. 

The buildings north of the canal are kept small in scale 
and the main effort is devoted to the improvement of the 
canal banks, which could be made outstandingly attractive. 
The North Gate is moved to a more central position near a 
new bridge, which is flanked by a new aviary and a * pit” 
or * quarry’. A new Children’s Zoo is sited in the north 
west corner, and its small scale buildings are grouped 
around a series of connected courtyards. to give a sense of 
intimacy and protection. It is hoped to erect an * animal 
bridge ° spanning the canal and connecting the paddocks 
on the north and south sides. 

The robust Giraffe House in the Middle Gardens which 
was built by Decimus Burton is to be kept and its character 
reinforced by additions. A series of new buildings and 
enclosures is planned for small mammals. 

The administration and educational centre will include 
a new meeting room and offices, an exhibition foyer to the 
cinema, a television centre and a lecture theatre. 

In the main gardens the main entrance from the Outer 
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Development of the 


Zoological Gardens, London 


i" FLAN AND THE MODEL 
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Circle is to be moved, and the new one will 
open on to a * pausing space’ from which 
the visitor can see down a broad piazza to 
the Park. 

The Decimus Burton terrace and steps, 
which already form a viewing platform 
from which one can see most of the Zoo, 
are used as the start of one end of a system 
of walkways. The elevated route connects 
up a number of the major animal houses. 

The walkways penetrate the houses and 
give views of the animals from a high level. 

The area between the Mappin Terraces 
and the Outer Circle is devoted to the 
Hospital, Laboratories, the Works, the 
Supplies Department and the Incinerator A sketch showing how it is planned to link the Zoo with Regent's Park. 
Yard. These buildings constitute the first This view is from the park looking north into the Zoo and will replace the 
phase of the plan. present vista of railings and the backs of buildings 

The first phase is well on the way to 
completion. The new Hospital has been 
built: the new Works Department and 
Incinerator Yard are nearing completion ; 
and work will start shortly on the new 
Supplies building and Garages behind the 
Mappin Terraces. ; 

The second phase, which will begin later 
this year and which will overlap Phase I, 
will be the demolition of the old Works 
Yard and Garage area in the Middle 
Gardens and the construction there of 
paddocks and shelters which will extend on 
to the south bank of the canal, and to 
which the stock from the Antelope House 
will then be transferred. 

The third phase will start in 1960. The 
present Antelope House will be demolished 
and the site used for an Elephant House. 

This is as far as it has been possible to 
plan in detail at present. Thereafter some 
portion of the grounds will be set aside each 
year for rebuilding in accordance with the 
Master Plan, which will take not less than 
ten years to achieve. 


A number of elevated walkways will join up the main gates and some of the 
more popular animal houses. This sketch shows the Broadwalk from ground 
level. The walks will also provide some weather protection 





GARAGE at Hatfield 
for London Transport 


Designed by : 
THOMAS BILBOW, FRIBA, 


Architect to London Transport 


A. A.M. DURRANT, CBE, MiMechE, MinstT, 


Chief Mechanical Engineer (Road Services) 


General Contractor 


C. MISKIN & Sons, Ltd 


GROUND FLOOR AND SITE PLAN 
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The garage seen from the 
St. Albans-road with the 
entrance to the public 
inquiry vestibule of the 
administration block in 
the foreground 


HIS is the first garage to be built by London Transport 
to a new design specially evolved for use in country 
areas. 

The new garage is in St. Albans-road, almost opposite 
the old garage, which had become too small to deal with 
the expanded services needed to cater for the New Town 
at Hatfield and the growing Welwyn Garden City. 

The design, which is intended for use anywhere in the 
country area, and particularly where a garage is needed 
in one of the New Towns, provides for a covered parking 
area flanked by workshops and stores, with administrative 
offices and a public inquiry office housed in a separate 
single-storey building. This building will normally have 
a frontage on the main road, but can be sited at any angle 
according to the space available. At Hatfield it presents 
one end to St. Albans-road. 

The covered bus park provides a clear floor space 
185 ft. x 98 ft., sufficient to take 49 buses, and the design 
provides for a further 16 vehicles to park in the open, thus 


KEY 
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Traffic office 
Ticket store 
Charge depot 
inspector 
Chief inspector 
Public inquiry 
vestibule 
Transformer 





THE BUILDER March 20 1959 


giving the garage a total capacity of 65 buses. A garage 
of this capacity has been demonstrated to be the smallest 
that can use flow-line servicing and washing methods 
while affording sufficient room for vehicles to manoeuvre. 

This main parking area is spanned by tubular steel 
trusses, 98 ft. in length, with no central supports to impede 
vehicle movement. Above a low brick wall, the building 
is Clad with vertical asbestos sheeting. The roof is covered 
with a 5-degree pitch asbestos-cement trough construction. 
Natural lighting is provided by vertical glazing at high 


level round the building augmented by a long central roof 


light. The buildings flanking the main covered parking 
area are in straw coloured bricks, and the leaves of the 
main doors of the garage are painted alternately in red 
and turquoise. 

London Transport’s standard equipment for automatic 
refuelling, lubricating, and vacuum cleaning is provided, 
as well as an * Essex” bus-washing machine and * Eco’ 
roof washer. The fuelling points are supplied with diesel 
oil from three 5,000 gallon overground tanks in the open 
alongside the parking area wall. The usual compressed 
air ring main is provided. 

The pit area at one end of the building is enclosed on 
two sides by the outer walls and on a third by a glazed 
screen 17 ft. 6 in. in height. The fourth side is open to 
the main parking area. The three pits are heated through- 
out their length and are fitted with fluorescent lighting. 
This type of lighting is installed throughout the parking 
area and the yarious shops. A central channel provides 
drainage for the area, and passes beneath the bus-washing 
machine. 


54) 


The dado of the parking area is painted maroon, and 
the main tubular stanchions and trusses are finished in 
aluminium paint, with alternate trusses picked out in blue. 
All mechanical equipment is painted in blue. 


The single-storey administrative block on the east side 
of the forecourt is built in sand-faced multi-coloured 
bricks. The main roof is single-pitched with front over- 
hanging eaves and terminates with a short tower incor- 
porating a London Transport * bullseye ’ mast sign at the 
St. Albans-road end. This feature draws attention to the 
entrance to the public inquiry vestibule. 


The operating accommodation incorporates many new 
features, including special * staggered ’ notice cases in the 
entrance to the conductors’ paying-in room. These give 
easier access and more room for staff reading the notices 
than the conventional type. The public inquiries vestibule 
has an inquiry hatch opening on to the traffic office. The 
hatch is set in decorative coloured tiles. 


Rooms which have a south-east aspect are provided 
with sun-blinds and the whole building is illuminated by 
means of fluorescent lighting positioned in coloured 
ceiling panels. The block also contains a combined staff 
canteen and recreation room. 

The former garage at Hatfield, which is being offered 
for sale, was opened by the London General Omnibus 
Company in 1922, services being operated for the London 
General Omnibus Company by the National Omnibus 
& Transport Company. It was extended in 1925 and 
again in 1935 and is now capable of accommodating 22 
vehicles under cover. 


The vestibule to the 

conductors’ paying- 

in room showing the 

special staggered Sub-contractors and Suppliers: 
notice cases which 


: Asbestos roofing, Brock Roofing, Ltd 
are double sided 


(Universal contractor) patent glazing, 

The British Challenge Glazing Co.; asphalt 

roofing, Highways Construction, Ltd.; floor 

and wall tiling, Walter Taylor (Belmont), 

Ltd metal windows, The Senlac Metal 
. Casements, Ltd.; plastic floor and wall 

Garage al finishes, Regent Surfaces Co., Ltd 

suspended ceilings, Sundeala Board Co 

Hatfield Ltd.; venetian blinds, Tidmarsh & Sons 

terrazzo, Art Pavements & Decorations, 

Lid.; roller shutter, G. Brady & Co 

linoleum, Inlaid Rubolin Flooring, Ltd 

manhole covers, etc., Broads Manufactur 
ing Co., Ltd.; cat ladders, etc., The Luco 
Art Metal Co.; chain link fencing, Fencing 

(Shepperton), Ltd.; fascia lettering, F. B 

Hall & Co.; felt roofing, D. Anderson & 

q sii Son, Ltd ironmongery, Lockerbie & 
The interior of the , . gaaiamal Wilkinson (Birmingham), Ltd.; /ighting 
paying-in room standards, Concrete Utilities, Ltd.; joinery, 
with the counter of ee R. Cattle, Ltd.; lightning conductors, R. 
the traffic office ot “i Cutting & Co., Ltd.; paint suppliers, 
beyond 3 Hadfields (Merton), Ltd.; Aeating con- 
tractors, Messrs. George Roberts & Co 
(Engineers, Ltd.); parking area steelwork, 
Tubewrights, Ltd.; operating and welfare 
block steelwork, Dawnays, Ltd.; * Bison 
floors, Concrete, Ltd.; rod reinforcement, 
Rom River Co., Ltd.; mesh reinforcement, 

Square Grip Reinforcement Co., Ltd 
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TWO NOTABLE RETIREMENTS 


The chief administrative officers of two institutions in the building industry retire 
from service at the end of this month—Sir Alexander Killick as Secretary of the Royal 


Institution of Chartered Surveyors ; 
Federation of Building Trades Employers. 
follows them in July next. 


Mr. Stanley Hearder as Director of the National 


Mr. C. D. Spragg, Secretary of the RIBA, 


We print below tributes to Sir Alexander and to Mr. 


Hearder from, respectively, Mr. Alan Davson, OBE, FRICS, and Sir Robert Lloyd, 


Past-President NFBTE. 


SIR ALEXANDER KILLICK, CBE, 
DSO, MC, MA, Hon. Mem. RICS 


IR ALEXANDER KILLICK retires 

from the Secretaryship of the Royal 
Institution of Chartered Surveyors on 
April 1 after twenty-seven years of devoted 
service, broken only by six years when he 
was seconded to the War Office and was 
entrusted by the Army Council with the 
formation of the Army Council Secretariat, 
whose work he guided and directed as 
Joint Secretary (Military) until September, 
1945. 

During the period in which Killick held 
office, industrialisation with its corollary 
of specialisation was increasing in industry 
and impinging on the work of professional 
bodies. This specialisation was felt in 
many ways. It did not affect solicitors or 
accountants in their training but after 
qualification many specialised in certain 
aspects of their work. Amongst engineers, 
on the other hand, as the profession grew 
as a whole in size and diversity one pro- 
fessional body yielded to several, such as 
the Institutions of Civil, Mechanical and 
Electrical Engineers, and students took the 
examinations most suitable to the calling 
they intended to pursue. 

Under the general term * Surveyor °, the 
Surveyors’ Institution, the Land Agents’ 
Society and the Auctioneers’ Institute have 
developed. The membership of the Sur- 
veyors’ Institution at its foundation con- 
sisted of building surveyors and surveyors 
and land agents of big estates. Its founders 
drew the Charter on very broad lines, 
evidently realising the scope and diversity 
of the activities which could develop under 
the general term * Surveyor’. Thus, when 
Major Killick took over 
as Secretary in 1932 the 
Institution was fewer 
than 8,000 strong; the 
diversity of the sur- 
veyor’s work was just 
yecoming evident but 
there was no broad plan 
of development. 

Killick in his early 
days, amongst other 
things, devoted himself 
to assessing the position, 
to studying his Council, 
the Charter, the signi- 
ficance of the Branches 
and the Divisions and 
the growing strength of 
the Junior Organisation. 
It was not, however, 
until he returned from 
service as a Brigadier 
and was invited by the 
Council to read to mem- 
bers a paper giving his 
appreciation of the state 
of the Institution and a 
forecast of the future 
that those who heard 
and read this paper fully 


realised the balance, foresight, organising 
ability, drive, humanity and sense of 
humour of this dynamic little man. 

Time has proved how wise were his 
words, how sound his forecast and how 
fruitful his efforts to fulfil the aims of the 
founders and the Council which he por- 
trayed in broad terms in this paper. He 
retires with the Institution now some 
22,000 strong, combining eight very diverse 
interests, covering the whole field of the 
surveyor’s work including, of course, 
building surveyors and quantity surveyors 
who are all working together in the belief 
that in combination they can serve the 
public and their own interests better than 
as separate organisations. 

Sir Alexander has fostered this spirit and 
has made the Institution his life. In fact 
he impaired his health in its service. He 
has made himself persona grata with all and 
sundry within and outside the Institution. 
He never forgets a name or a face and he 
has the facility with all whom he meets 
both at home and abroad to make them 
feel that their problem is his own. 

His many friends wish him a complete 
return to full health, enough interests to 
keep that active and alive mind happy, and 
they would remind him that whilst the 
official link will now be broken the multi- 
tude of friendships he has made will always 
endure 

ALAN DAVSON. 


STANLEY HEARDER 


HE end of this month brings to a close 
the services of Mr. Stanley Hearder as 
Director of the National Federation of 
Building Trades Employers. At this time 


Sir Alexander Killick, CBE, DSO, Hon. Mem. RICS, 
after the portrait painted by Norman Hepple, ARA 
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Mr. Stanley Hearder 


we look back over the last 14 years ; for 
he joined the Federation as its official leader 
in 1945, the year when we saw the victorious 
armies of the West march in victory to 
Berlin and beyond. 

| am sure we should look back over 
these difficult years with a great deal of 
appreciation for the services he has rendered. 
He joined the National Federation at a time 
when the paths it had to tread were 
uncharted. The General Election saw a 
Socialist Government appointed, and we 
were very soon to experience an attitude 
unfriendly to free enterprise ; although 
members experienced full employment, 
many problems cropped up through the 
shortage of skilled and unskilled labour, 
and the continuing trials of new and old 
controls. 

During these early days of the Director's 
work members realised his wisdom as a 
counsellor ; and his knowledge of the Civil 
Service proved invaluable on all occasions 
when he represented the considered policy 
of the National Council to Government 
Departments, where he always received a 
patient hearing. In those steps that led to 
legislation enacted with regard to com- 
pulsory purchase of land, such as The 
Town and Country Planning Act of 1947 
and other measures, he always represented 
with wisdom and understanding the private 
enterprise builder’s point of view. As an 
example, he got considerable advantage in 
the ‘near ripe’ concession during the 
passage of the Town and Country Planning 
Bill. 

I do not suppose in the history cf our 
Federation there was ever a time when the 
need for so much pleading to Govern- 
mental Departments made itself more felt 
than during the early years after the War, 
and our National Director never failed to 
get audience with Ministers and Principals 
of the various Ministries with whom we 
work to plead the cause of the builder. 

The work of the Federation’s Public 
Relations Department was ably led during 
those early vears when a proper presenta- 
tion of the builder's work was made to the 
public at large. This was one of Stanley 
Hearder’s strong points. The round-the- 
country perambulations of our National 
Presidents, accompanied by our National 
Director and Mrs. Hearder, have played 
an important part in consolidating mem- 
bership during the last 14 years, and to 
this end we pay him the highest tribute. 
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In the important work of the National 
Joint Council he has always acted as a 
wise counsellor, and it is a compliment to 
him and the Operatives’ leaders that the 
industry has enjoyed peace and freedom 
from countrywide disputes. 

Having served in the office of National 
President I am able to write these few lines 
with experience of the unswerving loyalty 
and devotion of Stanley Hearder to the 
Federation as a whole. To be accompanied 
round the country by * the little man’ as 
some of his friends know him, gave me 
great joy and pleasure, because he was 
always ready to give wise counsel and was 
indeed on more than one occasion a sheet 
anchor to me. 

The success of any national organisation 


CORRESPONDENCE 


Lutyens on the Screen ? 


To the Editor of The Builder 
IR,—What a very attractive idea you 
have suggested in your leading article 

of February 27 that Lutyens offers all the 
material for a good film! 

It is often wisdom to defer a biography 
for many years, that the picture may find its 
focus, but this is no such case and the story 
is the richer while personal memories are 
fresh. Many place him as second only to 
Wren, and it is remarkable that in a genera 
tion rich in eminent architects he should have 
towered so far above his fellows. 

Lutvens was no ‘talker, but what he 
said contained more wit and wisdom than 
one could hope to compress into volumes 
And what better scenes could be chosen 
than his works which have settled into the 
landscape amid the matured gardens designed 
for their setting 

G. MAXWELL AYLWIN [FRIBA] 
26 West-street, Farnham, Surrey 


Standard Method of Measurement 


The Builder 


To the Editor of 
IR,—In reply to Mr. G. W. Forde’s 
letter in The Builder of March 6, | 

would like to point out that there appear 
to have been no fewer than four past 
editions, with one in hand, of the SMM 
since its evolution under the auspices of 
the Standing Joint Committee which 
represents the parties concerned, with 
practical revisions for the benefit of the 
estimator. Therefore, in the light of thes: 
periodic changes, it can hardly be called 
* outmoded.’ 

Surely this forms a basis for 
tion” complete with method 
membering the art from the science of 
Quantity Surveying. Standard descriptions 
would tend to overshadow the democratic 
right of self-expression and lead to the 
ludicrous thought (analogous to cutting the 
cloth to suit the peg rather than the indi 
vidual) of virtually filling in the blanks 
instead of taking-off by today’s accepted 
standards. B. OTTLEY 


Lancs 


* standardisa- 


without dis 


GEORGI 
58 Hawarden-street, Bolton, 
To the Editor of The Builder 

IR,—As a staunch but impatient sup- 
porter for many years of the pro- 
posal to introduce the metric system and 
decimal coinage into this country 
staunch because the world has no better 


cannot be easily measured apart from the 
men who serve it, and I like to look upon 
the stature which the Federation has 
achieved today as being high among those 
of other comparable industries. We can 
be proud of a well organised National 
Federation and 10 healthy regions through- 
out the country. This is no mean achieve- 
ment and, as Mr. Stanley Hearder passes 
from the scene of our activities, it will 
bring a tinge of regret to thousands of 
our members. 

I am sure they all join me in wishing 
him and Mrs. Hearder a very happy retire- 
ment and we say * thank you * to them both 
for their loyalty and devoted service. 


Ropert O. Lioyp. 


system than the metric to offer, and 
impatient because every decade appears 
to find us Britishers thinking again more 
seriously about it (as at the moment, not 
without some courage, is the Metric 
Committee of The British Association) 
yet doing little or nothing towards con- 
verting the unbelievers—I read Mr. 
Berry’s letter in The Builder of March 13 
with interest. Assuredly, both the metric 
and decimal coinage systems will be 
adopted one day, perhaps the latter in 
the van and for good reason; the more 
decimal-minded we become as a nation 
through first using coins in decimal units 
the easier it will be for the public later to 
absorb the metric measures of length, 
etc., mass and capacity. 

Until this comes about, and in reply to 
Mr. Berry, may I suggest the following which 
I have been advocating for some years now 
and which is one form of decimalising the 
Imperial measure of the foot 

Incidentally 


sideration as 


the method is now under con 
an alternative presumably, by 
the BA Metric Committee, to the adoption 
n full of the metric system 

100 feet as the unit for 
quantities expressed in length, super, and 
cube, Le., instead of reducing measure 
ments taken in feet run by dividing by 3. 
9, and 27 to arrive at yards linear, super 
or cube as now, the divisor to be always 
100 thus producing units and decimals of 
units as desired for the three dimensions 
as before. 


Space will 


‘Adoption of 


not permit me to pursue 
advantages in billing quantities and the like 
(and are not all the estimating data given 
in price-books, quoted in decimals 
already”) or the possibilities of adopting 10 
parts (call them inches if you like) of the 
foot and so on universally, instead of keep- 
ing the a mysterious technique for 
use by the land surveyor or by those who 
come to do some levelling, although this has 
been going on for well into two centuries. 
However, it is encouraging news to hear that 
some use or similar use is being made of the 
unit in India and Persia. 

| already know of one masonry contrac 
tor in the South of England who is using 
throughout his works a decimalised system 
of measurement coupled with all his costing, 
wages, etc., this being carried out in shillings 
and decimals of the shilling. The latter, as 
Mr. Berry suggests, has proved of consider 
able use. 

I leave the last two paragraphs of Mr. 
Berry’s interesting letter to more competent 


the 


etc... 


idea as 
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correspondents who may be able to com- 
ment on USA practice in trade analysis. 
Georce E. Atcock [AIOB, FIQS)]. 
30 Christchurch Park, Sutton, Surrey 


Special Scaffolding 
To the Editor of The Builder 
IR,—The inquiry by F. F. P. (The 
Builder Inquiry Bureau, February 
20) regarding special scaffolding makes 
me wonder if there is perhaps more to be 
considered than the legal correspondent 
suggests. A number of suggestions pre- 
sent themselves: 

(a) If the specialists were nominated by 
name in the bills of quantities as well as the 
work being covered by a p.c. or provisional 
sum and bearing in mind the covering clause 
inserted in the bills of quantities regarding 
special scaffolding, surely the builder, when 
pricing, should have made sure what special 
scaffolding the sub-contractors would 
require? To my mind, if these circum- 
stances prevailed then the main contractor is 
responsible for inserting insufficient cover 
for the special scaffolding as he had sufficient 
information to enable him to find out the 
special circumstances before his tender was 
submitted. It would surely be no excuse for 
a claim because he did not bother to inquire. 

(b) Did the specialists when quoting make 
clear the unusual scaffolding required? If 
not, why not? It may have been that the 
cost of this quotation plus the special scaf 
folding would be more than the second 
quotation plus the scaffolding (perhaps in 
the second case not so special) required 

(c) If the specialists were not named in 
the bill and the builder had allowed for 
scaffolding which is normal for the type of 
work described, and which he knows has 
been used in similar circumstances, then why 
let the specialists get away with 
which are unfair and unwarranted? 
architect could sort this ene out 

My point is that whatever the position 
why should the client now have to pay this 
extra money when in the case of 

(a) the builder is responsible: 
(b), the architect and/or the quantity 
surveyor take some of the blame; and 
(c), the specialist’s demands are unwar 
ranted and should be resisted or the specia- 
lists replaced cs.oWwW 
2 Weir Hall-gardens, N18 
The Work Study Film 
To the Editor of The Builder 
IR,—Is Work Study *‘ more than mere 
applied common sense,’ as you asked 
in your comment on that work study 
film? Mr. Hayman (The Builder of 
March 13) says ‘No. It is in fact just 
that.” 

The British Productivity Council does 
not agree. For in its printed discussion 
notes for circulation with the film it has 
this note—* How would you answer the 
view that work study is no more than 
applied common sense? ’ 

Who then is right? 

Mr. Hayman is right in one particular. If 
in the beginning the building contractor in 
the film had said—‘I saw something about 
it in The Builder’ or * in one of the building 
papers" no one would have batted an 
eyelid. Davin GRraHaM. 

Finchley-road, NW3. 


demands 
The 


PARKER. 
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The south and east elevations 


OFFICES HIS new office block has been completed at Wembley 


to provide accommodation for local services of various 
Government departments previously housed in requis- 
at Wembley. Middlesex itioned properties. A total of 155 staff were involved in the 
= transfer. 

The site, of 1.23 acres, is set back from the private road 
Designed by : known as Olympic Way and was acquired from the 

THE MINISTRY OF WORKS Wembley Trust, Ltd. 
The gross floor area of the building ts 24,000 sq. ft., and 
E. H. BANKS, FRIBA, FRSA, Senior Architect the net area is 18,000 sq. ft. Of this, the Ministry of 
A. M. PALMER, BSc, AMIHVE, Senior Engineer Labour & National Service occupies approximately 3,500 
sq. ft., the Ministry of Pensions & National Insurance 
3,000 sq. ft., the National Assistance Board 2,600 sq. ft., 

Ceneral Contractor 


the Inland Revenue 6,800 sq. ft., and common usage totals 
J. M. HILL & Son, Ltd. 1,800 sq. ft. 


A view of the rear 
elevations of the two 
main wings. The staff 
entrance is at the base 
of the slightly convex 
staircase tower 
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The areas open to the public have counters planned in 
large, open * banking halls’ and are light and airy in 
conception. Entrances have been arranged to obviate 
confusion of public circulation to several departments. 

Erection, inclusive of Engineers’ and Controller of 
Supplies services, was completed at a cost of £112,600, or 
£4 13s. 10d. per ft. super. The price‘ per ft. cube is fixed at 
5s. 4d. 

At the time of the Wembley Exhibition the site was 
mainly a boating lake which had since been filled with clay 
to a depth of 6 ft. Piling, therefore, was found necessary 
and was carried out to an average depth of 40 ft., other 
than for the wing over the basement where treatment was 
by spread foundations. Bored piles were used to minimise 
interference with transmission from adjacent television 
studios. The basement was tanked with asphalt. 

The structure is a normal r.c. frame construction with 
hollow tile slabs on three floors. The wing containing 
the Ministry of Labour’s public space is a single storey 
structure only. The building has a bituminous felt covered 
flat roof and is finished, externally, with glazed tile window 
spandrels and Portland-stone facing slabs to the frame 
on the main elevations. Main entrance floors and lower 











staircase flights are surfaced with terrazzo, whilst floors in 
offices and public spaces are finished with linoleum. 

Central heating is by low pressure hot water, using cast 
iron hospitai-type radiators. The sectional case iron boiler 
is oil-fired and fully automatic. Room temperatures are 
kept constant by thermostat. Domestic hot water is from 
an indirect cylinder which is heated, in summer, by a coke 
boiler and, in winter, by suitable connexions to the main 
boiler. 


In general, tungsten lighting is used, with opal glass acorn 
fittings on chain suspension. In public spaces, however, 
other fittings to the architect’s selection have been provided. 


Sub-contractors and Suppliers : 


Piling, Soil Mechanics, Ltd asphalt tanking, General Asphalte, 
Ltd.: metal doors and windows, J. Gibbons, Ltd.; felt roofing, 
Associated Asphalte, Ltd pavement lights, J. A. King & Co 
dome lights, Aygee, Ltd flush doors, J. Sadd & Sons; heating 
and hot water, J. Combe, Ltd. ; electrical installation, lversons, Ltd 
service lifts, Evans Lifts, Ltd sanitary fittings, J. Bolding & Sons 
acoustic ceiling, Newalls Insulation ; terrazzo work, Alan Milne, 
Ltd wrought iron balustrades, A. W. Gray: electric mains, 
Eastern Electric Board; gas main, North Thames Gas Board ; 
cycle stands, Constructors, Ltd gates and fences, Vardale Fencing 
Co., Ltd ironmongery, Froy, Ltd flagstaff, T. W. Perrott 
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THE CORN EXCHANGE, 
Liverpool 


Architect: 


H. HINCHCLIFFE DAVIES, ARIBA 
(HAROLD E. DAVIES & SON) 


Consulting Engineers 
SCOTT & WILSON, KIRKPATRICK & Partners 


Heating and Ventilating Consultants: 
ERNEST GRIFFITHS and Son 


Quantity Surveyors 
EDMUND KIRBY and Sons 


General Contractors: 
TYSONS (Contractors) Ltd. 


HE new Corn Exchange in Liverpool replaces the 

old building which was completely destroyed in an 
air-raid in May 1941. It is a reinforced concrete-framed 
structure placed on a wedge-shaped site, bounded by 
streets on all four sides and has three entrances: one 
from Drury-lane to the west, one from Brunswick-street 
to the north, and a third from Fenwick-street to the east. 

The main accommodation is centred in the lower part 
of the building which, owing to the slope of the site, is 
three storeys high at the Drury-lane entrance and two 
storeys high at the Fenwick-street entrance. This lower 








above : A detail of the Drury-lane entrance 








right : A view from the south across 
Drury-lane and the car park which 
has been acquired by the building 
owners and may be used for multi- 
storey parking scheme in the future 
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part of the building extends over the whole site and 
consists of a first floor, ground floor and lower ground 
floor ; there is also a basement containing a bonded store. 

At first floor level the building sets back in an I-shaped 
plan and rises for a further seven storeys. This block is 
designed to include three more storeys which will be added 
at a later date, and which are considered to be aesthetically 
important to the external proportions of the building. 

The principal accommodation follows the lines of the 
old Corn Exchange and is placed at ground floor level. 
It consists mainly of the Spot Market, which is used for 
trading in grain of every kind, and the News Room. 
Apart from these two main elements, there is also a 
Members’ Room which connects with the News Room. 
The remainder of the first, ground and lower floors is 
taken up with shops, showrooms and offices. 

The tall I-shaped block above first-floor level is rented 
out in offices, apart from the top floor which contains a 
suite of offices and committee rooms for the Corn Trade 
Association. 

The reinforced concrete framework of the tall office 
block is arranged with two rows of columns down the 
central corridor. This was found to be more economical 
than spanning the entire 46 ft. width of the block with 
deep beams. It was impossible, however, to carry these 
columns down to ground floor level as large uninterrupted 
floor areas were required in the Spot Market and News 
Room. The two central rows of columns are therefore 
carried above these rooms by four pre-stressed concrete 
tied arches, which transfer the concentrated loads over the 
46 ft. span to the external columns. The arches are 
designed as an integral part of the supporting columns 
below, and extend from the second to the third floor. They 
are pre-stressed on the Freyssinet system, each arch having 
nineteen cables each made up of twelve 0.276 in. diameter 
wires ; each tie has twelve such cables. 
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The Corn Exchange, 


Liverpool 

















above : The Drury-lane entrance hall 


below : The zodiac signs in the News Room 














The east and west sections of the I-shaped block are of 
load-bearing reinforced concrete wall construction with 


solid reinforced concrete floor slabs. They provide 
stability against lateral wind forces for the whole building. 
The staircase in each of these sections is arranged with 
landings half-way between floors ; the windows lighting 
the staircases relate to these landings and do not line up 
with office windows elsewhere. 

Floors generally are of pre-stressed concrete ‘ Stahlton ” 
planks with infilling clay blocks and in situ concrete 
topping. The main exception is the lower ground floor 
which is a 10 in. flat slab to allow maximum headroom in 
the basement. 

Two cantilevered reinforced concrete ‘ dog-legged ’ 
stairs form a structural feature in the entrance hall off 
Drury-lane ; these have terrazzo treads and balustrades 
of anodized aluminium. Internal columns, beams and 
lift walls in entrance halls are faced with light Botticino 
marble ; dark green Issorie marble is used on staircase 
walis. In the News Room the lower part of the wall is 
faced with sycamore and guarea, and the upper part is 
decorated with the signs of the zodiac in relief and colour. 
The boardroom on the top floor and the Members’ Room 
are panelled in Australian walnut. 

The building is faced externally with Portland stone to 
match up with adjacent buildings ; spandrels between 
windows are faced with grey-green faience. 

Services include fully automatic lifts which are arranged 
to answer calls in the correct sequence. Solid fuel-burning 
boilers have been installed as these are thought to be the 
most economical type at the present moment: these are 
capable of conversion for oil fuel, should the situation 
change. The lower floors are heated by a combination of 
radiant and conyected heat, whilst orthodox radiators are 
used in upper floors. A refuse chute for waste paper is 
also incorporated and runs from the top floor to the 
basement with a ‘ letter-box ’ opening on each floor. 

The penthouses and tank-rooms at roof level are 
temporary structures which can easily be dismantled when 
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The 


Exchange, 


Corn 


Liverpool 


The Corn Market 
entrance on 
Brunswick-street 


the additional storeys are built ; 
aluminium sheeting. 


they are clad with 


Sub-contractors and Suppliers : 


Roof and basement waterproofing, Wm. Briggs & Sons, Ltd.: 
plastering, John Cothliff, Ltd.; plumbing, The Merseyside Plumbing 
Co.; heating and ventilating, C. Seward & Co., Ltd.; ventilating 
ducting, Henry Hargreaves & Son, Ltd.; electrical installation, 
B. French, Ltd.; Portland stone facings, Wm. Thornton & Sons, 
Ltd.; faience facings, Shaws Glazed Brick Co., Ltd.; granite and 
greenstone plinths, external marble, John Stubbs (Marble & Quart- 
zite), Ltd.; * Noral’ aluminium facing, penthouses, Manchester 
Slate Co., Ltd.; * Stahlton’ floor planking, Richard Costain & Sons 
(Liverpool), Ltd.; external balustrading, Hughes & Ellison, Ltd.; 
metal windows (aluminium : Brunswick-street block), Williams & 
Williams, Ltd (aluminium : Fenwick-street and Drury-lane 
entrances), Aygee, Ltd.; (galvanized : upper storeys), Rea Metal 
Casements (1932), Ltd.; bronze shopfronts and entrance (Brunswick- 
street), E. Pollard & Co., Ltd.: bronze shopfronts and entrances, 
(Fenwick-street, Drury-lane), George Parnall & Co., Ltd., office 
lifts, Otis Elevator Co., Ltd.; basement goods lift, Etchells Congdon 
& Muir Ltd.: interior marble facings, John Stubbs (Marble & 
Quarzite), Ltd.; tiling, walls and floor, John Stubbs (Marble & 


Quarzite). Ltd.; terrazzo floors, Conways, Ltd.; wood block 
flooring (Market and _ Brunswick-street offices), Dixon Bros 
(Bootle), Ltd.; (newsroom and members’ room), Vigers Bros., Ltd., 


thermoplastic flooring, Rowan & Boden, Ltd.; rubber flooring, 
Korkoid Decorative Floors; acoustic ceilings (Brunswick-street 
offices), W. F. Hollway & Bros., Ltd.; (main office block), Wm 
Beardmore & Co., Ltd.: perforated aluminium ceiling sheets, G. A 
Harvey & Co. (London), Ltd.; perforated steel radiator grilles, 
G. A. Harvey & Co. (London), Ltd.; silver bronze balustrading 
(Brunswick-street entrance), Culford Art Metal Co.; anodized 
aluminium balustrading (Fenwick-street and Drury-lane entrances), 
Brookes & Co. (1925), Ltd.: wrought iron balustrading, main stair- 
cases, Culford Art Metal Co.: sixth floor boardroom, panelling, etc., 
R. A. Stringer & Co., Ltd.; sixth floor boardroom, furniture, 
D. Matthew & Son, Ltd.: sixth floor boardroom, carpeting, J. &. R 
Smith (Liverpool), Ltd.; eighth floor boardroom and committee 
room, panelling, Heaton Tabb & Co., Ltd.; mews room panelling, 
telephone box doors, etc., Eustace & Partners: news room, venetian 
blinds, Sefton Lift & Shutter Co., Ltd.; members’ room, panelling, 
Hickman, Ltd.: office partitioning, fifth, six and part eighth floors, 
Williams & Williams, Ltd.: painting and decorating, Decorators, 
Ltd.; electric fittings, Troughton & Young, Ltd., Merchant 
Adventurers, Ltd., George Forrest & Co., Ltd.; Aardware 
(Brunswick-street block), Quiggin Bros., Ltd.; /Aardware (main 
block), Campbell & Mabbs, Ltd 


March 20 1959 














THE BUILDER March 20 1959 


HOTEL PLANNING TRENDS 


2.—The Typical Floor Plan and Guest Room Arrangement 


By J. W. BUCHANAN, FRIBA, AMTPI, AADip 


HE use of floors from a rental aspect is 

shown in diagram form for a number of 
post-war Continental hotels in Diag. 1. 
Generally the guest rooms are first or 
second floor and upwards, but in two ex- 
amples—the Apollonia at Stockholm and 
the Europa at Ravensburg—a considerable 
part of the upper floors are offices. In 
districts where the demand for large office 
blocks is tailing off, mixed developments of 
this kind may attract future developers. The 
provision of a restaurant or café on the top 
floor is frequent where there are ten or more 
storeys. 

The Astoria in Lucerne has reduced guest 
meals facilities by providing a breakfast- 
room only. This is on the top floor to- 
gether with hotel administration offices. A 
small hotel reception office is placed on 
ground floor, and the rest of this floor is 
shops, public restaurant and kitchens. 


The Guest Floor 








corridor width in this interesting plan form 
is restricted to 6 ft. and a high percentage 
of rental space is achieved. 

The plan of the Columbus, Bremen 
(Diag. 2) has a central corridor. The bed- 
rooms on the front have bathrooms at- 
tached, but on the back smaller rooms are 
provided with lavatory basins only. Of the 
total of 146 rooms 78 have bathrooms and 
13 have showers. The corridor width is 
about 6 ft. 6 in. 

The Europa, Salzburg (Diag. 3) departs 
from the economical central corridor and 
has a single bank corridor of eight bedrooms 
per floor. It suffers by comparison as a 
result in the table below showing rentable 
space. Perhaps the corridor along to the 
flank wall could with advantage have been 
taken into the end room to increase the 
rentable area. 
































TYPICAL ROOM-FLOOR PLAN 
Diags. 2 and 3 show some guest-floor Ss Se 
layouts. Generally, where site conditions, Rent- Service per lift 
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Single-sided corridor plans are only justi- 
fied where forced by site restrictions or 
where a high value is placed on a view on 
one side of a resort hotel. An interesting 
example of site restriction and fine view is 
to be seen in the Seaway Hotel, Toronto 
(architects : A. Elken and R. W. Becksted). 
The front of the hotel faces a fine view over 
Lake Ontario and the back is parallel and 
close to the Canadian National Railway. 
This situation has been met by a strung-out 
plan with single corridor at the rear 
(Diag. 4). 

The pleasant balcony treatment of front 
elevation shown (Fig. A) does suggest that 
a lot of attention must be given to the 
balconies in the depths of winter. 

Balconies to guest rooms are usual where 
the climate is sunny and their value to the 
guest justifies the cost. The use of balconies 
is also helpful in some situations in lessening 
disturbance from street noise and car head- 
lights. They were employed for this pur- 
pose in the Park Hotel at Reutlingen which 
faces the noisy Station-square. 

An unusual example of the central corri- 
dor is shown in the plan of the Palace 
Hotel, at Milan (Diag. 3). The city fire 
regulations required two firemen’s lifts, and 
these together with staircase, service and 
passenger lift requirements have greatly 
restricted the provision of rooms at the 
rear. Balconies are provided at the front 
to the eight guest floors 


Floor Service 
The extent of the room service and 
storage areas is shown in the typical floors 
illustrated. The number of guest rooms 
looked after by one room maid is in the 
region of sixteen in the Dallas Statler; 
a staff of four per floor is required for this 


purpose. In the Europa, Salzburg, one 
maid deals with two floors. 
Valeting, where provided, is usually 


done in central room in the basement close 
to the service lift which connects service 
rooms, although in some hotels separate 
valeting rooms on each guest floor are pre- 
ferred, as in the case of the Westbury, 
London (architect : Michael Rosenauer). 

Service lifts to carry room meals from 
main kitchen are provided in a service room 
which has a sink, working top, storage and 
in most cases beverage-heating facilities. 
A garbage shoot is sometimes provided. A 
staff lavatory is usually placed adjacent to 
the service area. Linen storage in a large 
hotel is normally provided for the require- 
ments of each floor, placed close to service 
lift which connects with the basement 
laundry, or is close to the goods-loading bay 
when an outside laundry is employed. 

There is a big contrast between the floor 
service arrangements in the Dallas Statler 
plan, which concentrates all services in- 
cluding luggage in one area at the centre, 
and the Palace, Milan, where lifts and 
services are decentralised. 

Full air-conditioning is employed in the 
hotel plans illustrated. A heat exchange 
air-conditioning unit located under guest 
room windows is frequently preferred to 
conditioning rooms from a central plant 
and effects great savings in trunking and 
size of central plant. This system was em- 
ployed in the Statlers at Hartford and 
Washington, USA. 

The height of guest rooms floors is 
generally between 8 and 9 ft.—floor to 
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ceiling. The heights of floors of some of 
the hotels mentioned are as follows : 
Approximately 


Statler, Washington 8 ft. 10 in. 
Beverly Hilton, California 8 ft. 4 in. 
Astoria, Lucerne 8 ft. 2 in. 
Palace, Milan 9 ft. 6 in. 


Guest Rooms 


In new construction there has been a 

scaling-down of room sizes generally pro- 
vided in luxury hotels of earlier days. 
Room sizes in present American practice 
are now usually in the region of : 
Double Room : 130-180 sq. ft. (ex. bathroom) 
Single a 100-150 sq. ft. (,, a ) 
With the general acceptance of a moderate 
room size, emphasis is on a room layout 
which gets the best out of the space avail- 
able and in which the furniture and fittings, 
etc., are generally purpose-made or, if not, 
carefully chosen to fit the need of the guest. 
Mock-ups are frequently made, and used, 
to ensure in detail that the best possible 
result has been achieved. 

To meet the needs of guests who require 
more space, a number of openings are pro- 
vided in cross walls so that an adjacent 
bedroom unit can be converted for sitting 
room use. When so used the second bath- 
room is usually part of the suite. 

In addition, expensive resort hotels 
provide suites of rooms usually on 


the top floors; the 
three-room suite in 
the Beverly Hilton 
has an area of about 
730 sq. ft. 

In practically all 
post-war construction, 
more than half the 
bedrooms provided 
are rooms where a 
living room atmos- 
phere can be ob- 
tained by day. Such 
rooms in American 
hotels are frequently 
called Studio Rooms. 
In a two-bed room a 
frequent arrangement 
is to have single beds 
along the side and in- 
ner walls, one at least 
being made up as a 
divan by day. One 
of the first hotels in 
which this arrange- 
ment was made was 
the Washington Statler shown in Diag. 5. 

This plan was developed further to make 
better use of the lobby space outside the 
bathroom as a hanging cupboard, fre- 
quently combined with luggage store. In 
the Tamanaco Hotel, Venezuela (architects: 
Holabird, Root and Burgee) a combined 
dressing table, desk and luggage space is 
provided (Diag. 6). The interior of a 
two-bed room in the Dallas Statler is 
shown (Fig. B). A second bed, which is a 
divan by day, is sometimes provided in a 
nominally single room, beyond the made- 
up bed on the same wall, as in the Ostersund 
Hotel (architects.: Carl-Axel Acking and 
Sven Hesselgren) in Stockholm (Fig. C). 

This small single room shows the simple 
domestic character which is achieved in 
many post-war examples by thoughtful 
layout and care in design and choice of 
furniture. The provision of a desk fitting 
allows the occupant of a small hotel bed- 


divan-bed. 


Fig. C_—Hotel Ostersund, Stockholm ; 
Architects : 





guest-room with folding 
Carl-Axel Acking & Sven Hesselgren 


room to dea] with a few business papers in 
comfort. The room is unpretentious and 
has an affinity with the post-war study 
bedroom in students’ hotels, one of which 
is shown (Fig. D). 

A number of examples of room sizes are 
given below: 


Double 
Bedroom 
sq. ft. Single 
(including sq. ft. 
lobby and 
cupboard) 
Statler, Dallas Se set 187 
Beverly Hilton, California 294 
Statler, Washington 181 165 
Biltmore, New York 200 - 
Tamanaco, Venezuela 197 180 
Palace, Milan 356 190 
Savigny, Frankfurt 348 190 


(Most * single * rooms in American plans are 
designed for use as double when required.) 


In the Westbury, London, rooms with 
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twin beds are designed with wall protection 
so that by day the beds can move to 
positions along the walls and be made up 
as settees. 

The Seaway Hotel (Diag. 7) relies on 
rooms of equal size, but on the fourth floor 
they have doors between pairs, and can be 
let when required as a suite, the two rooms 
providing a total of five beds. Room meals 
service is cut out by providing a kitchenette, 
but one hopes that there are some re- 
strictions on cooking, which might other- 
wise get out of hand! The outer wall 
section is prefabricated and has a built-in 
air conditioning unit. Television can be 
supplied in each room—a common enough 
diversion in new hotels to-day. 

The two-bed rooms in the Hotel Astoria, 
Lucerne (Diag. 8) provide alternative ar- 
rangements in furnishing, and a door inside 
the room entrance connects about one-fifth 
of the rooms to form suites when required. 
The fitting for luggage is cantilevered out 
and is about 1 ft. 6 in. to the top, and is 
combined with drawers which extend 
throughout the length of the fitting. A 
hardwood back extends along the fitting 


—guae 4 


and metal protection strips are set in the 
luggage section. 

The Hotel-am-Zoo on the Kurfuersten- 
damm in Berlin was extended by two new 
storeys containing about 40 rooms (archi- 
tects: Prof. P. Baumgarten and Knoll 
International). The room plan is shown in 
Diag.9. The open luggage rack is long and 
low and combines well with the writing 


_ desk (as shown in Fig. E). 


In the Hotel du Rhone in Geneva, an 
8-storey hotel on the bank of the Rhone, 
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the elevation frankly expresses the single 
and double nature of the guest rooms which 
are shown in plan (Diag. 10). Here again 
the single room can be combined with a 
double to form a suite. 

Bathrooms are seldom more than 
7 ft. by 5 ft. 6 in. internally in American 
examples, and fittings are generally ar- 
ranged with plumbing and services on 
opposite sides of ducts to combine with the 
adjacent bathroom before connecting to the 
soil pipe. Baths seldom exceed 5 ft. 6 in. 
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Diag. 9 


Fig. D.—St. Katherine’ s Training College, London ; a hostel 


room. Architects : 


Woodroffe, 


Fig. E.—Hotel-am-Zoo, Berlin ; 


Buchanan & Coulter 


double-room. 


Architects: P. Baumgarten & Knoll international 


amour® + 
Sie re F 
HOTEL DU RHONE 
GENEVA 

Diag. 10 


TYPICAL GUEST ROOMS. 


in length and are frequently purpose-made. 
The bathroom in the Dallas Statler has 
been compressed into 4 ft. 10 in. by 6 ft. 6 in. 
(to be continued) 

** Earlier articles in this series appeared in 
The Builder as follows : ‘ Notes on Purpose and 
Planning’ (January 16) and ‘ Planning Below 
Guest-Room Floor’ (February 20). 


‘HOSTELS, HOTELS 
MOTELS’ 
Symposium at the RIBA 


HE symposium on * Hostels, Hotels 

and Motels’ held at the RIBA on 
Tuesday night, proved somewhat dis- 
appointing. This was because far more 
reasons why new buildings of this kind 
cannot be built were advanced than posi- 
tive suggestions for easing the hotels 
shortage. Beyond emphasising. the need 
for a bathroom to every bedroom, if 
North American visitors are to be 
attracted, singularly few useful 
suggestions on the design of new hotels 
were forthcoming. 

If the symposium fell short of expecta- 
tions this was certainly not the fault of 
the chairman, Mr. Richard Sheppard, 
V-PRIBA, who cut short many long and 
unprofitable discourses to give other 
speakers a chance, nor of Mr. Bryan 
Westwood and his information  sub- 
committee of the RIBA’s Science Com- 
mittee, who had prepared an excellent 
series of questions that were put to the 
meeting. 

Architects were clever if they could 
draw any firm conclusions from the 
earlier part of the proceedings, which 
developed into a battle between Mr. 
L. A. Lickorish, deputy director-general 
of the British Travel and Holidays 
Association, who declared that there was 
an acute shortage of hotel accommoda- 
tion in this country, and Mr. E. D. Croft, 
director and secretary of the British 
Hotels and Restaurants Association, who 
said that there was not. 


AND 
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News of the Week 


Piccadilly Competition Suggested 
SUGGESTION that an architectural 
competition should be promoted for 

the future development of Piccadilly 
Circus was made at Tuesday’s meeting of 
the London County Council in a debate 
on the Town Planning Committee’s report 
on details of a new building (described 
on page 558) with a 172 ft. tower on the 
Café Monico site. 

The suggestion came from Mr. T. 
Braddock, FRIBA, who said that the 
competition should be open to traffic 
engineers, architects, and town planners. 
He proposed that the council should offer 
a dozen premiums of £500 or £1,000. 

Criticising the present proposals, Mr. 
Braddock said: ‘ They are sticking up a 
notice board 172 ft. high. This advertising 
board is going to be a monument to 
incapacity and stupidity for 100 years. I 
do not think the temporary demands of 
advertising lunatics should be catered for 
in this manner.’ 

The committee’s report was accepted. 


Country of Museum Keepers’ 

SPEAKING at Chichester, Sir Hugh 
Casson, FRIBA, said there was a danger 
in this country of becoming a country of 
museum keepers. It was too often 
believed that the things of the past were 
much nicer than things of the present. 
‘ Do not be resistant to the fact that some- 
thing new is coming to the town. Build- 
ings sooner or later grow old and die. 
Work with and not against your local 
authority. Praise them when they 
deserve it. 


The Blackheath Society 


AN EXHIBITION to celebrate the coming 
of age of the Blackheath Society was 
opened by Viscountess Lewisham on 
March 12. This most interesting display 
of over 200 pictures, photographs, maps, 
etc., illustrating Blackheath past and 
present, remains open in All Saints’ Hall 
until March 21. The purpose of the 
Society is to preserve the amenities and 
artistic character of Blackheath and to 
protect the district against spoliation. 

Whilst it has had both successes and 
failures (over 50 cases have been dealt 
with by the Society) there is no doubt that 
but for its efforts Blackheath would be a 
far less attractive place today. 


‘Road Works Ahead’ 


A NEW exhibition at the County Hall, 
London, SE1, has this title and once the 
outer barricades of surveying instruments, 
flashing beacons, road signs and assorted 
ironmongery have been penetrated there 
are a number of very interesting models 
and photographs showing how London 
County Council are spending currently 
£3 million a year (the expenditure in 1959- 
60 is expected to be £5 million) on 
improving London's roads. The schemes 
illustrated are not new ones and they have 
mostly been shown before, but this exhi- 
bition gathers them together and gives 
some idea of the vast volume of work 
which the LCC must handle. The exhibi- 
tion will be open on weekdays from 10 


A PERSPECTIVE of the BOAC Airways Terminal at Victoria, London, SWI, as it will 

appear when the new extension is completed. Sir Thomas Bennett, KBE, FRIBA, is the 

consultant architect for the scheme, which has been prepared by the Properties and 

Services Branch of BOAC. The new extension, for which a contract has been let to 

Sir Robert McAlpine & Sons Ltd., will consist of a basement, a ground floor, and a 

mezzanine, and six upper floors, giving 25,000 sq. ft. of office space. In the new basement 
will be a passenger restaurant twice the size of the existing restaurant 


a.m. to 6 p.m. (12 noon on Saturdays) 


until March 26. 


An Annual Dinner 


THE ANNUAL DINNER and dance of the 
Institute of Plumbing and the National 
Federation of Plumbers and Domestic 
Engineers (Employers), held at the Park 
Lane Hotel, Wl, on March 11 was a 
most cheerful affair in which the two 
Presidents, respectively Dr. E. Carr and 
Mr. H. Hewerdine, acted as joint hosts to 
upwards of three hundred members and 
guests. Speeches were short and non- 
serious for the most part, a right note for 
the evening being struck by Mr. T. V. 
Prosser, National President NFBTE, 
whose contribution kept the room in gales 
of laughter. Punch should take Mr. 
Prosser on to its staff as soon as the 
National can spare him. His definition 
of a builder as a man whose job it is to 
erect a hoarding round a hole in the 
ground with a viewing platform from 
which the passer-by can see what the sub- 
contractors are doing, was well received. 
Dancing and a good floor show continued 
until 1 a.m. The joint hosts and their 
Director, Mr. H. Leighton, deserve con- 
gratulation on a very happy evening. 


Sydney Opera House 


Tue Hon. J. J. CAHILL, Premier of New 
South Wales, officiated at a ceremony on 
March 2 to mark the start of work on 
Sydney Opera House on the Harbour 
foreshore. Construction to podium level 
is expected to be completed by the end of 
the year, and the project as a whole will 
be finished by 1962. The cost is esti- 
mated to be almost £4m. sterling. 

The building will contain two halls, the 
larger of which is designed for symphony 
concerts, including organ music and 
soloists, large scale opera and ballet. 

The design is the result of a world-wide 
competition. The £5,000 winning award 
went to Mr. Joern Utzon, of Denmark, 
who was present at the ceremony on 
March 2. Dr. Nikolaus Pevsner, when 
he visited Sydney last year, said he 
thought the design ‘a stroke of genius.’ 


Parliamentary Candidate 

Mr. Tom Brappock, FRIBA, Labour 
MP for Mitcham from 1945 to 1950, has 
been approved by the national executive 
of the Labour Party as the prospective 
candidate for Malden and Kingston at 
the next General Election. He served 
from 1934 to 1945 on the Surrey County 
Council and now represents Holborn and 
St. Pancras on the LCC. He is 72. 


Croydon Municipal Offices 

CROYDON COUNCIL decided, on 
February 23, to ask the company develop- 
ing the High-street-Katherine-street island 
site in central Croydon to make provision 
for municipal offices in its scheme. After 
considering other sites for the new offices, 
the council’s Parliamentary committee de- 
cided that Katherine-street had more 
advantages. The municipal offices can be 
built more quickly on this site. 


Theatre- Building Proposals 

Moss Empires and Stoll Theatres were 
both seriously considering building 
modern theatres to replace ones which 
had closed where it was evident that there 
was great public interest, said a statement 
issued recently by the board of directors 
of Moss Empires. 

The statement added that already dis- 
cussions had taken place with the city of 
Birmingham for the leasing on a long- 
term basis of a new theatre, and both in 
Nottingham and Leeds, provided there 
was sufficient interest in the existing 
theatres, a new theatre was contemplated 
for each city. 


Vacant Post 


WESSEX REGIONAL HospitaL BoARD 
invite applications, by April 11, for the 
post of Regional Architect. Details adver- 
tised elsewhere. 


PROFESSIONAL ANNOUNCEMENT 


The new London office address of Mr. S. W. 
Sherwin, FRICS, is 26/28 Warwick-way, London, 
SWI, the telephone number remaining the same 
(Victoria 4923). The address and iclephonc 
number of Mr. Sherwin's Boston office ai 
4 South-sq., is unchanged. 





COMING EVENTS 
FRIDAY, MARCH 20 
British REFRIGERATION ASSOCIATION. 


luncheon, Connaught Rooms, Great Queen-st., 
wc2. 1 p.m. 


INSTITUTION OF CIVIL ENGINEERS. — Joint 
meeting with the Institutions of Mechanical 
Engineers and Electrical Engineers. Graham 
Clark Lecture. Speaker: Prof. Sir Arnold Plant. 
Institution of Mechanical Engineers, | Birdcage- 
wik., SW1. 6 p.m. 


BIRMINGHAM AND Five Counties ARCHITEC- 
ruRAL AssociaTioN.— Meeting. Birmingham 
Medical Institute, 36 Harbourne-rd., Edgbaston, 
15. 6.15 p.m. 

RICS.—Residential course. Subject: * Business 
Management and Office Efficiency.” Pembroke 
College, Cambridge. 6.30 p.m. (until March 22). 

Guitp or Surveyors.—Annual dinner and 
dance. Waldorf Hotel, Aldwych, WC2. 7 p.m. 


INSTITUTE OF QuANTITY SURVEYORS (Midlands 
Branch).— Some Thoughts on Recent Develop- 
ments in Modern Civic Design.’ By Mr. A. G. 
Sheppard-Fidler, FRIBA. Lecture Hall, Byng 
Kenrick Professional Bodies Suite, College of 
Technology, Gosta Green, Birmingham. 7 p.m. 


SATURDAY, MARCH 21 
ARCHITECTURAL ASSOCIATION.— Visit to Shell 


Headquarters Building, South Bank, SE1. 10.30 
a.m 


-Annual 


TUESDAY, MARCH 24 
COMBUSTION ENGINEERING ASSOCIATION 
(Southern Region).—Meeting. ‘The Costing of 
Heat and Power.’ By Mr. G. H. Buckle, and 
‘Capital Investment and Fuel Saving Schemes.’ 
By M. R. H. Potterill. St. Ermin’s Hotel, West- 
minster. 10.30 a.m. 


WEDNESDAY, MARCH 25 

NATIONAL FEDERATION OF DEMOLITION Con- 
rkacTORS.—Annual general meeting, followed 
by luncheon. Waldorf Hotel, Aldwych, WC2. 
1 p.m. 

VicToRIA AND ALBERT MuseumM.— William 
Morris and the Anti-Scrape: The Origin and 
Development of the Society for the Protection 
of Ancient Buildings. By Mr. Alan Reed. 
ARIBA. Museum Lecture Theatre, South Ken- 
sington, SW7. 6.15 p.m. 


A HUNDRED YEARS AGO 
From The Builder of March 19, 1859 


Tue Evecrric LicgHt.—A new process 
is spoken of as having been successfully 
tried, and, it is said, patented. Mercury, 
or other fluid or semi-fluid body, is used 
as one Or more of the electrodes. A tube 
within the lamp is so arranged that it shall 
remain full, or. nearly so, during waste 
or consumption by the light. The supply 
of the fluid electrode is regulated by a 
tap. Other improvements, such as the 
condensation of vapour on the lamp, by 
causing a constant flow of water over the 
glass, the prevention of vapours rising 
from the waste fluid, by the introduction 
of a stream of water into the waste-pipe, 
etc., are also mentioned. The use of 
mercury as an electrode is of old date. 


Letter Box Campaign 


Tue GPO are sending out illustrated 
leaflets to business firms and private 
householders, during the next few weeks, 
informing them of letter boxes now in the 
shops which conform to the British Stan- 
dards Institution specification that the 
opening shall not be less than 8 in. by 
1} in., shall have no rough edges or fierce 
springs and should be fitted between 
2 ft. 6 in. and 4 ft. 9 in. from the ground. 
This is part of a new nation-wide cam- 
paign designed to improve the size, type 
and placing of letter boxes. 
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ROYAL INSTITUTE of BRITISH ARCHITECTS 


Council’s Decision on Raising the Standard of Entry lo the Profession 


CTING on a recommendation made 
by the Conference on Architectural 
Education held in Oxford in April, 1958, 
the Council of the Royal Institute of 
British Architects has decided that, with 
effect from September 1, 1961, the mini- 
mum standard for the Probationership 
of the Royal Institute shall be the 
General Certificate of Education or the 
Scottish Leaving Certificate or the Scot- 
tish Universities Preliminary Examina- 
tion Certificate in five subjects from the 
following list, including English (English 
Language) and Mathematics or a Science 
subject, at least two subjects being at‘ A’ 
level (or in the case of Scotland on the 
Higher grade, or in the case of Common- 
wealth candidates the equivalent recog- 
nised by the Council of the RIBA): 


1. RELIGIOUS KNow- 19. 
LEDGE 

ENGLISH or ENG- 20. 
LISH LANGUAGE 21. 
ENGLISH or ENG- 

LISH LITERATURE 22. 
History 

ENGLISH Econ- 
omic Hisrory 
BRITISH CONSTI- 
TUTION 

ANCIENT HISTORY 
ECONOMICS 
(GEOGRAPHY 
WELSH 

LaTIN 

GREEK 

FRENCH 

GERMAN 

ITALIAN 

SPANISH 

RUSSIAN 

POLISH 


OTHER 
AGES 
MATHEMATICS 
MATHEMATICS 
(double subjects)* 
APPLIED MATHE- 
MATICS and 
MECHANICS 
PHYSICS 
CHEMISTRY 
25. BOTANY 

. ZOOLOGY 

BIOLOGY 

28. GEOLOGY 
ART 

Music 
PHYSICS 
CHEMISTRY 
GENERAL SCIENCE 
GREEK LITERA- 
TURE IN TRANSLA- 
TLON 
GENERAL PAPER 


equivalent to 


LANGU- 


8 


w 


a> 


with 


PONSKSeeN o 


*These subjects are 
} 


two 
Advanced level subjects. 


(The subjects to be accepted in the Scot- 
tish Leaving Certificate and Common- 
wealth examinations are under review by 
the Conference Committee.) 

Candidates who submit Botany, Zoo- 
logy, Biology or Geology as their science 
subject must have passed Mathematics at 
Ordinary level. 

The new decision does not affect the 
entrance requirements of any particular 
University School. 

In drawing up the list of subjects the 
Royal Institute have borne in mind the 
fact that it is essential to keep the educa- 
tion of the potential architect as wide as 
possible and to avoid any specialised sub- 
jects among the minimum requirements, 
although practical studies in drawing and 
handicraft would be encouraged as addi- 
tional subjects. 


Mr. Sheppard’s Comments 


Commenting on this decision at a Press 
conference on March 11, Mr. RICHARD 
SHEPPARD, Hon. Secretary RIBA, said that 
one of the effects of raising the standard of 
entry in the way indicated would be, it was 
estimated, to reduce the annual intake of 
students from the present figure of about 
900 to 1,000 to 500 once it became fully 
operative. This would retain the present 
number of about 20,000 architects at a con- 
stant level until 2000 AD. If this decision 
had not been taken it was estimated that 
the number of practising architects would 


rise to about 35,000 in the °70s. Mr. Shep 
pard emphasised that the figures quoted were 
incidental to the decision, and had been 
worked out after the change had been 
decided upon. 

One of the advantages that would follow 
the decision, Mr. Sheppard continued, was 
that it should be possible to start the syllabus 
at a higher level than at present. ‘I hope 
it may be possible in time to cut the period 
of training from five years to about four, 
he said, emphasising that this was his per 
sonal opinion. Raising the standard of entry 
would also mean, eventually, a reduction in 
the number of schools of architecture, with a 
consequent increase in the pressure on the 
university schools. The effect would be to 
cause some of the existing facilities for 
training architects at technical colleges to 
‘wither away.’ 

Mr. Sheppard said that it was estimated 
that there were at present about 10,000 
unqualified people in architects’ offices work- 
ing as assistants, about half of whom were 
registered as students. The other half were, 
presumably, content to ‘ soldier on’ in their 
present capacity. One effect of the Council's 
decision would be to reduce the number of 
part-time students, since it was known that 
comparatively few students in this category 
had attained the new educational standard 
required, 

Competitions 

On recent criticisms of architectural com- 
petitions, Mr. Sheppard said that it was a 
very difficult job to reorganise the ¢ompeti- 
tion system, although he personally thought 
that the task should be undertaken. He 
described as ‘the last piece of 19th century 
thinking’ the idea that the assessor should 
merely select ‘the best piece of aesthetic 
architecture he can find.’ This did not accord 
with present-day thought. In the unlikely 
event of he himself ever being called upon 
to act as an assessor, he would alter the 
conditions to state the pgints on which he 
would make his award. 

Mr. Sheppard also gave it as his opinion 
that the RIBA should make it a condition 
that all entries in a competition should be 
exhibited, and even in the case of a limited 
competition he agreed with a suggestion that 
all first-stage entries, as well as the finals, 
should at least be available to anyone who 
might want to see them. He was ‘all for 
three assessors’ rather than one. 

Mr. Sheppard reported that the Royal 
Institute was still continuing to press for the 
inclusion of architects in the design teams 
responsible for the new motorways. Some 
people, he said, had completely missed the 
point over this, and had drawn the entirely 
erroneous conclusion that architects were 
only interested in the design of the street 
furniture involved. This was complete 
nonsense. What architects were demanding 
was that they should play a proper part in 
the design and routing of thé motorways 
themselves, particularly where they entered 
cities and towns, where without care they 
could ruthlessly sever long-established com- 
munities. 

Points from the minutes of the RIBA 
Council meeting held on March 10 are on 
following page. 
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There is an MK design 


for every installation 


Surface metalclad, flush metalclad 

or all-insulated—with or without pilot-lamps 
and with either a 13 amp or 15 amp 
auxiliary circuit—altogether there is a choice 
of 12 different units based on the three 
patterns illustrated. Attractive and efficient 
they are admired by the housewife 

for their clean lines and by the electrician 
for their ease of installation and 

reliability. Devotion to detail, and the 
stringent control of all manufacturing 
processes have made MK the foremost 
name in cooker control units. 


Please ask for leaflet 246.* 


* Leaflet 246 is a new publication which 
describes the complete range in full and 
includes colour illustrations. 


M. K. Electric Limited, Wakefield Street, London N.18 - Edmonton 5151 


MK 162 OHB 
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SOUTHAMPTON: GRESHAM WORKS, SOUTH NORWOOD SMALL WORKS DEPT.: 
151 ROMSEY ROAD, SHIRLEY ADDISCOMBE 1264 COPTIC STREET, LONDON, W.C.! 
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RIBA 


Notes from Council Minutes 

The Honorary Associateship—Sir Jacob 
Epstein, KBE, has accepted the Council's 
nomination for election as an Honorary 
Associate. 

The Secretaryship, RIBA.—The Council 
appointed Mr. Gordon R. Ricketts as Acting 
Secretary during the absence of Mr. C. D. 
Spragg on his tour of Africa. 

Mr. J. L. Gleave (A), RSA.—The con- 
gratulations of the Council were conveyed 
to Mr. J. L. Gleave (A) on his election as 
a Royal Scottish Academician. 

Completion of Premises Fund: Donation. 

-The Council received with appreciation 
and thanks a donation to the Completion 
of Premises Fund made by Mr. Harry Bar- 
rett (A) (USA). 

RIBA Drawings Collection: Drawing by 
Canaletto.—It was reported that, during the 
course of routine work on the Drawings 
Collection, a drawing had been discovered 
which had now been ascribed by experts to 
Canaletto. The drawing had been included 
in a gift of miscellaneous letters and sketches 
by Sir Robert and Sydney Smirke, presented 
to the Institute in 1938 by a granddaughter 
of the latter, Mrs. Dorothy Biggar. The 
Library Committee had recommended that 
the drawing should be retained by the Insti- 
tute. 

Mrs. Biggar has been told of the discovery 
and has replied expressing her pleasure and 
agreeing that the drawing should remain in 
the possession of the Royal Institute. 

A letter of appreciation and thanks has 
been sent to Mrs. Biggar. 

{The drawing has been valued at £800.] 

Portraits of Sir John Vanbrugh and Inigo 
Jones.—The Council approved the purchase 
of a framed portrait of Sir John Vanbrugh 
and one unframed of Inigo Jones, for addi- 
tion to the RIBA collection of portraits. 


The Archbishops’ Commission on Redun- 
dant Churches.—It was reported that a letter 
had been received by the President from 
Lord Bridges, Chairman of the Archbishops’ 
Commission on Redundant Churches, invit- 
ing the Institute to submit evidence on the 
architectural aspects of the subject. 

It was agreed that the Institute should 
submit evidence to the Commission, but it 
was considered important that architectural 
advice should be available to the Commis- 
sion from the outset, in view of its terms 
of reference, which are ‘to consider pro- 
blems arising in connection with churches 
regarded as redundant but having a claim 
to preservation on historic or architectural 
grounds, and to make recommendations as 
to the procedures for handling such matters 
and the financial problems involved.’ 

It was accordingly agreed that the Presi- 
dent should reply to Lord Bridges asking 
for consideration to be given to the inclusion 
of an architect or architects of standing in 
the membership of the Commission. 

Architectural Competitions in Common- 
wealth Countries~—-The Council recalled 
that for a number of years past architectural 
competitions promoted in Canada, Austra- 
lia, New Zealand and South Africa have 
been controlled by the Allied Society in each 
of those countries, and reviewed the position 
in a number of other Commonwealth 
countries where there are Allied Societies. 


It was agreed, on the recommendation of 
the Competitions Committee, that full con- 
trol of architectural competitions (other than 
international competitions) should be left to 
the Allied Society in the area concerned, 
on condition that such competitions are 
open only to architects in that area, and that 
the conditions of the competition conform 
to the RIBA Regulations governing the Pro 
motion and Conduct of Architectural Com- 
petitions, no variations being sanctioned 
without the prior approval of the RIBA. 

Competitions: Fees in the event of Work 
not proceeding within a Specified Time— 
The Council considered representations from 
the Competitions Committee in regard to 
competitions for very large projects in which 
the author of the selected design is not 
instructed to proceed with the work within 
two years of the date of the award. 

Under Clause 3 (f) of the Regulations 
governing the Promotion and Conduct of 
Architectural Competitions and Clause 7 of 
the Model Form of Conditions, as at present 
in force, the architect is entitled to be paid, 
including the premium, the following fees : — 

1} per cent on his estimate of cost up to 

£100,000 


i per cent on the next £300,000 
per cent on the next £600,000 

It was agreed that these figures should be 
amended to read as follows : — 

14 per cent up to £100,000 

+ per cent on the next £300.000 

4 per cent on the next £600,000 

4 per cent on the next £1,000,000 

The Role of the Architect in the Building 
Industry —The Council considered a report 
from the Practice Committee on the Role 
of the Architect in the Building Industry, 
with special reference to architects holding 
directorships in companies whose activities 
are connected with the building industry. 

It was agreed to ask the Practice Com- 
mittee to continue their study of this matter 
and to prepare the memorandum for publi- 
cation in the RIBA Journal and to invite 
comments from the Allied Societies. 

Regional Cost Control Conferences.—The 
Council approved a recommendation of the 
Cost Research Committee that regional 
Conferences on Cost Control on lines similar 
to that recently held at Missenden Abbey, 
should be arranged as follows: Bristol, July 
2-4, 1959; York, October 9-11, 1959; Man- 
chester, January 2-4, 1960; Nottingham, 
under the auspices of the Nottingham, Derby 
and Lincoln Society of Architects on a date 
yet to be fixed. 

It was also agreed to enlist the co-opera- 
tion of the Allied Societies concerned. 


Appointment of Representatives 

Bristol College of Technology: Building 
(Professional Studies) Advisory Committee. 
—Eric Ross (F). 

Wolverhampton and Staffordshire College 
of Technology: Building and Civil Engineer- 
ing Advisory Committee.—B. Butler (F) and 
S. P. Hayward (L) (both re-appointed). 

Ministry of Works: Ancient Monuments 
Board for England.—Martin S. Briggs (F) 
(re-appointed). 

Electrical Association for Women: 
National Advisory Council.—Miss Elizabeth 
Denby (Hon. A) (re-appointed), 

Eleventh International Hospital Congress, 
Edinburgh, June 1-6, 1959.—Lieut.-Colone] 
D. Po'lson Hall (FP). 


HISTORIC BUILDINGS 


Further List of Grants 


HE Minister of Works has announced 

another 33 grants towards the preserva- 
tion of historic buildings in England, Wales 
and Scotland. These grants are authorised 
under an Act of Parliament of 1953 which 
set up Historic Buildings Councils in the 
three countries to make recommendations to 
the Minister. 


Since their formation the councils have 
considered 2,707 applications for aid. The 
number of buildings for which owners have 
accepted assistance has reached 600, the 
aggregate value of grants being a‘little over 
£2m. 

A condition attached to every grant is that 
the public shall be given reasonable oppor- 
tunity to view the building. 


Town properties figure more prominently 
than country houses in the present list. There 
are civic buildings, like the Assembly Rooms 
at Derby, the Moot Hall at Hexham, and 
the Debtors’ Prison at York. There are 
Georgian houses in Coventry, at Highgate, 
and in the heart of London, a shop in Brigh- 
ton, and a Regency terrace in Hastings. 

Country houses receiving grants range from 
a Highland Castle, through family seats like 
Lydiard Park and Dorton House (now a 
school), to Tudor manor houses in Herts and 
Dorset. 


A former grammar school, a rectory, a 
tithe barn, and ornamental temples also 
appear in the English list. 


In Wales grants go to the Border strong 
hold of Powis Castle and the stables at 
Wynnstay Hall. 


Following is a list of the 33 buildings 
concerned : — 


ENGLAND 

Moot Hall, Hexham, Northumberland; Four 
Temples on Duncombe Park Estate (Duncombe- 
terrace and Rievaulx-terrace), Helmsley, Yorks; 
The Old Grammar School, Thornton-le-Dale, 
Pickering, Yorks; Debtors’ Prison, York: The 
Assembly Rooms, Market-place, Derby; The 
Chantry, Ely, Cambridgeshire; Manor House, 
Little Gaddesden, Herts; Therfield Rectory, 
Royston, Herts; The Old Hall, Snettisham, Nor- 
folk; Church House, 10 South-grove, Highgate, 
N6; 1 Greek-street, Soho, London, WI; The 
Grange, Farnham, Surrey; The Bunne Shoppe, 
9 Pool Valley, Brighton; Pelham-crescent, St- 
ings ; Somerset Lodge, Petworth, Sussex ; Dorton 
House, near Brill, Bucks; Parnham, Beaminster 
Dorset ; Chettle House, near Blandford, Dorset ; 
The Court House, East Meon, Hants; Chandos 
House, Westgate Buildings, Bath; Tithe Barn, 
Manor House, Purton, Wilts; Lydiard Park, 
Lydiard Tregoz, near Swindon, W'lts; Kent- 
church Court, Pentrias, Herefordshire: 7 Little 
Park-street, Coventry, Warwicks; Wootton Hall, 
Wootton Wawen, Warwicks: Borwick Hall, 
Lunesdale, Lancs. 


WALES 

Stables at Wynnstay Hall, Ruabon, 
shire; Powis Castle, Welshpool, Montgomery- 
shire. 

SCOTLAND 

Old Tolbooth, Stonehaven, Kincardineshire ; 
Kilkerran House, Maybole, Ayrshire; n's 
House, Dunblane, Perthshire; Albion House, 


Church Street, Cromarty; Castle Leod, Strath 
peffer, Ross-shire. 


Builder’s Estate 


Mr. JoHn Gray of the Templars, 
Bridge End, Warwick, building contrac- 
tor, formerly president of the National 
Federation of Building Trades Employers, 
left £498,165. 
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ARCHITECTS’ REGISTRATION COUNCIL 
PARTNERSHIP WITH ‘DISQUALIFIED ARCHITECTS’ REVIEWED 


ONSIDERATION of an addition to the 

Code of Professional Conduct govern- 
ing partnership between architects and 
others struck off the Register for * disgrace- 
ful conduct’; the propriety of architects act- 
ing as insurance agents; and the position of 
architects when negotiating the sale or pur- 
chase of land were matters which came 
before the 108th ordinary general meeting 
of the Architects Registration Council of 
the United Kingdom. This, and the 27th 
annual meeting, was held at 66 Portland- 
place, Wi, on March 11. Mr. H. V. Lobb, 
CBE, FRIBA, was re-appointed chairman 
and Mr. S, Vincent Goodman, FRIBA, vice- 
chairman. 


Partnership with the ‘Disqualified’ 


In a separate report the Professional Pur- 
poses Committee recalled that at the meet- 
ing of the Council on October 15 the Coun- 
cil, having considered the committee’s report 
on a proposed new principle restricting archi- 
tects from entering into partnership with 
certain persons, resolved as follows: * that 
in the opinion of the Council it is in the 
interest of both the public and the profes- 
sion to lay down in the Code of Professional 
Conduct a prohibition upon architects on 
the Register (a) entering into partnership in 
the practice of architecture, or (b) entering 
into employment in the practice of architec- 
ture with a person whose name has been 
removed from the Register under Section 7 
of the Architects (Registration) Act 1931, for 
conduct disgraceful to him in his capacity as 
an architect or for having been convicted of 
a criminal offence; and to this end they 
instruct the Professional Purposes Commit- 
tee to prepare for the Council’s considera- 
tion a draft of the proposed prohibition for 
embodiment in the Code.’ 

In their further study of the proposal, the 
Committee reported, serious doubts arose as 
to whether the prohibition should be 
extended to entering into the employment of 
persons disqualified for registration under 
Section .7. The committee considered the 
position, inter alia, where the disqualified 
person is at the material time a member of 
an existing partnership with another architect 
or architects. In such circumstances, the first 
prohibition against entering into partnership 
with a disqualified person would not affect 
his existing partnership. The second prohibi- 
tion would, however, prevent any other archi- 
tect from entering into the employment of 
that firm so long as the disqualified person 
remained a partner. It seemed to the com. 
mittee that such a ban would bring undue 
hardship on the innocent party or parties, 
and for this reason should not be imposed. 


Other considerations strengthened the 
committee's view that it would be impractic- 
able, undesirable and, in many cases, 
unfair to include this second prohibition in 
the proposed new Principle, and accordingly 
advise that it be omitted therefrom. 

On the assumption that the Council would 
endorse this view, the Committee recom- 
mended the following resolution to the 
Council : — 

‘That the following new Principle be 
added to the Code of Professional Conduct 


and that it should come into operation on 
January 1, 1960." An architect must not 
enter into partnership, in the practice of 
architecture, with any person who is disquali- 
fied for registration by reason of the fact 
that his name has been removed from the 
Register under Section 7 of the Architects 
(Registration) Act, 1931. 
The position was approved by Council. 


Building Societies’ Commission 


The Committee reported that a branch 
manager of a Building Society had written 
to a number of architects offering them 10s. 
per cent on any investments ‘ introduced ”~ by 
them. The Registrar informed the branch 
manager that the acceptance of any sum of 
money by way of discount or any other kind 
of commission by architects constituted a 
grave infringement of the Code of Profes- 
sional Conduct, which laid down that an 
architect in private practice may be remuner- 
ated solely by his professional fees paid by 
his client on a recognised scale; and that 
any architect who accepted such commis- 
sion might be the subject of disciplinary 
proceedings. The manager had replied *o 
the Registrar assuring him that he would 
cease offering such commissions and he had 
written to the architects concerned withdraw- 
ing his previous offer. 

The Committee had also considered the 
propriety of architects acting as insurance 
agents. They were of the opinion that it 
was not unprofessional per se for an archi- 
tect to so act, provided that any insurance 
effected by the architect in that capacity was 
not in respect of any building connected with 
his professional practice. 

The committee had been asked by a num- 
ber of architects whether it was proper for 
them to charge, and if so, what fee, for 
negotiating the sale or purchase of land or 
buildings. The committee had expressed the 
opinion that if an architect was specifically 
instructed by a client to negotiate the sale 
or purchase of a property, he was entitled 
to charge for this service, preferably on a 
quantum meruit basis, and provided the fee 
was paid by his client; but that if the fee 
was to be paid by someone other than his 
client, he should not undertake the service, 
but advise that an estate agent be instructed 
to act instead. 

A number of architects, the committee 
reported, in the Southampton area had 
recently received a letter from a freelance 
journalist offering to keep the architect's 
name in ‘the forefront of subscribers to 
these journals’ (architectural) in exchange 
for ‘certain information regarding their 
work.’ The Registrar had written informing 
him that the Council would institute discip- 
linary proceedings against any architect mis- 
guided enough to have any dealings with 
the proposal made by him in his letter, and 
asking for an assurance that he would cease 
to make any similar proposals to other archi- 
tects. The journalist has replied that his 
letter to the architects had been ‘ miscon- 
strued’ and that he would not pursue the 
matter any further. 

From inquiries which the Registrar had 
made, it was clear that this journalist was 
not in a position to carry out his offer of 
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keeping architects’ names in the forefront 
in the architectural press. 

During the ordinary meeting approval was 
given for admission to the register of 320 
applicants, 309 of whom had qualified by 
examination under Section 6 (1) (c) of the 
Principal Act and the remainder under See 
tion 6 (1) (d) of the Principal Act and Regu 
lation 26 (a) (3), architects resigned—seek- 
ing re-admission. The number of applica- 
tions under Regulation 26 (b) was 36, of 
which 10 were admitted, 25 rejected and one 
withdrawn. Of the 309 new entrants four 
were women. 

In the report of the Finance and General 
Purposes Committee it was stated that up to 
February 11 approximately 63.4 per cent of 
retention fees due had been paid compared 
with 75 per cent for the period up to Feb- 
ruary 21 last year. It was impossible to 
give an exact figure at present. In accor- 
dance with the Council's instructions of 
October 15, 1958, the names of 23 architects 
resident overseas were removed from the 
Register on January 2 for non-payment of 
their 1957 retention fees. The committee 
recommended that architects who, in the 
past had repeatedly defaulted in the pay- 
ment of their fees and whose fees for the 
present year were unpaid on April 1 next, 
be removed from the Register. 

During 1958, it was reported, 789 names 
were added and 84 restored to the Register. 
Owing to deaths, resignations and other 
causes, 721 mames were removed. On 
December 31 last, there were 18,987 names 
on the Register, 152 more than’on the cor- 
responding date in the previous year. 


CRICKET 


RIBA Cricket Club 


THe RIBA Cricket Cvus has elected the 
following officers for 1959 season: C. A. R. 
Norton, captain; J. G. Batty, hon. treasurer; 
and D. L. Robinson (c/o Ronald Ward & 
Partners, 29 Cheshamaplace, SW1), secre- 
tary. Mr. Robinson writes: ‘ There is still 
room in the club for promising young talent 
—batsmen, bowlers and fielders.’ 

A cocktail party for members and wives 
and friends has been arranged at the Archi- 
tectural Association on April 10 (6-8 p.m.) 
and the annual dinner, also at the AA, on 
November 13. 

Fixtures for 
May 12 v. Vitruvians 
May 27 v. LMBA 
June 10 v. AA 

y 
V 
. 


1959 are: 
Elstree* 
Wimbledor 
Elstree* 
July 8 », Blue Circle Bromley 
July 22 r, RICS Cheam 
August 26 vy, COC Wimbledon 
Except for those marked * (which de- 
notes 2.30 p.m. start) matches begin at 
11.30 a.m. 
The Vitruvians 
THIS SEASON, which will be the Club’s 
tenth, begins with a match against the RIBA 
Cricket Club at Elstree on May 12. The 
annual game against the NFBTE is fixed for 
Thursday, June 4, at the Richmond Cricket 
Club (11.30 a.m. start). 


NRDC Appointment 
The Board of Trade announce that Mr. 


John Clifford Duckworth, BA, FlinstP, 
AMIEE, FinstF, will become managing 
director of the National Research Develop- 
ment Corporation on April 1 this year. 
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March 20th, 1958 


Fire gutted a major Ly Fe; ~~ 3 z 
part of the building “ . : So 


at an engineering works at Swindon * 


May As the frame went up Bison Wide Slab 
units filled in the floors. 
Illustration shows a Wide Slab roof 
light unit being hoisted into position. 


Construction continued. 


Note low level cill beams on metal 
brackets bolted to columns and 
eccentric beams in position on haunches. 


July Tth Frame, floors and roof complete. 


General view of Despatch Blocks 
showing work of reconstruction con- 
sisting of three-storey frame building 
and approximately 24,800 sq. ft. of 
flooring and roofing 

Bison Wide Slab units were used 
throughout because of the additional 
speed of erection which they permit. 


Garrard Engineering Works, Swindon 
Architects: R. J. Beswick & Son, F.8.1.8.4., Swindon 


f@@> BISON floors, beams and concrete frame structures 


SPEED & STRENGTH 


CONCRETE LIMITED are the largest structural precast concrete manufacturers in the world 


CONCRETE LimtTep Green Lane, Hounslow, Middlesex Hounslow 2323 and Dovehouse Fields, Lichfield, Staffs. Lichfield 3555 

London Sales Office: 16 Northumberland Avenue, W.C.2 Whitehall 5504 

CONCRETE (NORTHERN) LIMITED Stourton, Leeds 10 Leeds 75421 Manchester Office: 40 King Street West, Manchester 3 Blackfriars 5676 
CONCRETE (SCOTLAND) LimiTeD Etna Road, Falkirk Falkirk 2366 Sales Office: Elmbank Street, Glasgow C.2 City 3292 
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FALAUS 


BROS. LTD. 





BUILDING CONTRACTORS 





CRAFTSMANSHIP 
THROUGH APPRENTICESHIP 


is our watchword and to do things finely and 
thoroughly is our endeavour. 


The FALKUS ORGANISATION 


has achieved in no small degree the satisfaction 
which derives from good workmanship and a 
worthy Clientele gives hearty assent. 


46‘ BISHOPSGATE ° E.C.2 


Telephones: 
London Wall 1876 Bishopsgate 3381-4 (4 lines) 


Telegrams: 
“Falbrowok, Spimark, London” 
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TOWN PLANNING DECISIONS 
HOUNSLOW FACTORY PROPOSALS 


Minister Allows Development 
on part of Five-Acre Site 
OLLOWING a public inquiry at which 
it was said that the issues involved were 
of ‘vital consequence to all Middlesex 
industrialists, the Minister of Housing and 
Local Government has granted permission 
for the erection of a factory and offices by 
Perrett Control Co. Ltd. on about an acre 
of land at Windmill Farm, Green-lane, 
Hounslow. 

He has, however, overruled his Inspec- 
tor’s recommendation that a further appeal, 
for permission to develop the whole of ihe 
five-acre site as a general industrial estate, 
should also be allowed. 

Planning consent had been refused by 
Middlesex County Council, and the com- 
pany’s appeals were supported at the inquiry 
by Heston and Isleworth Borough Council. 

The Inspector, in his report to the Minis- 
ter, said that the Council was seeking to 
implement its industrial policy by prevent- 
ing the appellant company (and others in a 
like position) from relocating itself and was 
requiring it to remain in what were admit- 
tedly inadequate and unsuitable premises 
for fear that, if it left, the premises would 
then be reoccupied by industry from out- 
side Middlesex. The Council had adopted 
the method in default of any other effective 
means of implementing its industrial policy, 
and whilst that policy was essential to the 
success of the Development Plan, the Inspec- 
tor could not accept that their method of 
implementation in this case was a proper 
method of planning control. With regard 
to the question of removal to a new or 
expanded town, the appellant company was 
a small local business, it had no intention 
of leaving the Acton-Hounslow area and it 
had found itself a suitable site. The Inspec- 
tor recommended that both appeals should 
be allowed, subject to the condition that no 
part of the appeal site should be occupied 
by other than Middlesex firms, for the 
reason that the proposed development 
accorded with the Development Plan allo- 
cation. 

The Minister notes, in the course of his 
decision, that the whole of the appeal land 
is allocated for industry in the approved 
County Development Plan. However, when 
approving the Plan, he made it clear that 
land so allocated was intended primarily for 
misplaced industry, already in the county, 
which could not reasonably move out. To 
grant permission for the whole of the five- 
acre site to be developed for industry would 
not, even if a condition was imposed to 
restrict its use to firms already in Middlesex, 
prevent the land being occupied by firms 
already in the county which could reason- 
ably move elsewhere. The Minister there- 
fore thinks it would be wrong to grant 
permission for this proposal, as it would be 
prejudicial to the Council's policy of restrict- 
ing the growth of industry in the county. 

With regard to the appellants’ proposal 
to erect a building for their own business on 
one acre of the land, it is not disputed that 
their existing premises are inadequate and 
the Minister notes their comments on the 
difficulties of moving far away from their 
present premises in the county. He has 
come to the conclusion that in all the circum- 


stances it would be unreasonable to refuse 
permission for them to be relocated at 
Hounslow. He does not think that the fact 
that their existing premises may be re- 
occupied by a non-Middiesex firm is suffi- 
cient justification for denying the appellants 
the opportunity to relocate their industry 
within an area allocated for industria] use, 

He has therefore decided to dismiss the 
appeal in respect of the five-acre site and 
to allow the appeal in respect of the one- 
acre site. Accordingly, he hereby grants 
permission for the erection of a building of 
4,850 sq. ft. for the manufacture of machine 
control units, subject to the conditions that 
(1) the siting, design and external appearance 
of the building, and the means of access 
thereto, shall be as may be agreed with the 
local planning authority; and (2) until 


December 31, 1971, the premises shall be 
used only by a firm or person occupying 
at the date of this permission a building 
within the county of Middlesex which is 
used as a general or light industrial building. 


THREE-YEAR LIMIT ON LAND USE: 
APPEAL DISMISSED 
SHORT HEATH building contractor 
must conform to the Willenhall Urban 
District Council’s decision to impose a three- 
year time limit on permission to use land 
behind his house as a builder’s yard. 

Announcing his rejection of an appeal 
against the decision by the builder—Mr. R. 
Stokes, of 24 Wood-lane, Short Heath—the 
Minister of Housing and Local Government 
states that the permitted use should cease in 
1962. 

At the hearing of the appeal on November 
5 last it was stated that the limit was imposed 
because the whole area was zoned for resi- 
dential purposes. 

Mr. Stokes then protested that owners 
of private businesses in the same area who 
had not sought planning permission were 
being allowed to continue without planning 
permission. 

Recommending the dismissal of the 
appeal, the Inspector has stated that what 
had happened on adjoining land did not 
alter the fact that the yard had always been 
the subject of a limited period permit. As 
some carpentry was carried on there by 
mechanical means the use of a circular saw 
could be annoying to neighbours. 

In his view the use of the site as a 
builder’s yard would contravene the pro- 
posed residential zoning. It would also be 
injurious to the visual and actual amenities 
of adjoining properties. 


Use of Plastics in Plumbing Work 


The Brixton School of Building is pro- 
viding a one-week course on the use of plas- 
tics in plumbing work, The course is 
intended mainly for plumbing teachers who 
wish to introduce work on plastics into the 
courses for plumbers provided in their col- 
leges. The course will start at 9.30 a.m. on 
Monday, July 20, and will end at 4.30 p.m. 
on Friday the 24th. About half the time of 
the course will be spent in workshop practice 
en work in plastics. The remainder of the 
course will be devoted to specialist lectures 
and visits to works. Tuition fee for the 
course for London students will be 15s. 
Further particulars may be obtained from 
the Secretary, LCC Brixton School of Build- 
ing, Ferndale-road, SW4. 


OBITUARY 
R. Mansell, FIOB, MRSH 


WE ANNOUNCE with regret the death of Mr 
R. Mansell, FIOB, MRSH, who was born 
in Shere, Surrey, in September, 1879. Later 
Mr. Mansell came to Croydon to learn brick- 
laying under his uncle, after which he served 
aS a journeyman and foreman for several 
well-known London firms. 

In 1906 he went into partnership as Lam- 
bert and Mansell and commenced on his 
own at Grant-road, Croydon, in 1908. The 
business was made a limited company in 
1932, and has steadily grown over the years. 
A branch was started prior to the war at 
Kensington and the businesses of T. Graham 
and Co., of Beckenham, and A. J. White and 
Co. at Westminster, have been acquired. 

Mr. Mansell was until recently a member 
of the council of the Institute of Builders; 
he was a liveryman of the Painters Stainers 
Company and a freeman of the City of Lon- 
don. In 1958 he celebrated his 50th year as 
a master builder, and a supper dance for 
members of the staff and their ladies was 
held at Croydon in May last year followed 
by a cocktail party later in the year. He 
was a keen bowler and in addition to mem- 
bership of a number of London clubs had 
his own 2-rink green at his home. 


A. L. Elliott 


It 1s with deep regret that we announce 
the death, on March 7, of Mr. Albert 
Lionel Elliott, chairman and managing 
director of Samuel Elliott & Sons (Reading) 
Ltd., in Baghdad, following an accident 
at Baghdad, Iraq. 

Mr. Elliott was engaged at the time on the 
company’s business at the new Iraq Houses 
of Parliament, where the firm has the con- 
tract for the interior woodwork. A grand- 
son of the founder of the firm, he passed 
through all the stages of the business from 
an apprenticeship upwards and succeeded 
his father (the late Mr. A. S. J. Elliott) as 
joint managing director in 1946. He was 
twice president of the Reading and District 
Association of Building Trades Employers 


THE LIVING TOWN 


Symposium at the RIBA 


ONE-DAY SYMPOSIUM is to be held 

at the Royal Institute of British Archi- 
tects, 66 Portland-place, WI, on May 22, 
beginning at 10.a.m. It is called ‘ The Living 
Town, and deals with replanning and 
renewal. The chairman will be Sir William 
Holford, FRIBA, PPTPI. 

The speakers will be Mr. Hubert Bennett, 
FRIBA, The Hon. Lionel Brett, FRIBA, 
Sir Hugh Casson, FRIBA, Mr. P. Chamber- 
lin, FRIBA, Mr. R. Edmonds of the LCC, 
Mr. Percy Johnson-Marshall, ARIBA, Mr. 
A. Ling, FRIBA, Professor R. Matthew, 
CBE, FRIBA, and Mr. D. Percival, ARIBA. 

Tickets cost £1 each and include admis- 
sion to the Symposium, a copy of the 
printed report, coffee and tea, but not 
lunch. Application forms can be obtained 
from the Secretary at the RIBA. 

There is also an exhibition on the same 
subject, designed by the Society for the 
Promotion of Urban Renewal in collabora- 
tion with the RIBA and the Civic Trust. 
It will remain on view until May 27. 
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PICCADILLY CIRCUS 
REDEVELOPMENT 


New Building Approved by LCC 
EPORTING to the meeting of the Lon- 
¥ don County Council, on March 17, on 
the first stage of the redevelopment of Picca- 
dilly Circus the Town Planning Committee 
state that they seek to preserve and enhance 
the special character of Piccadilly Circus as 
well as to improve it as a vital road inter- 
section. 

The first stage combines an LCC road 
improvement scheme for cutting back the 
corner on the ‘Café Monico’ site between 
Shaftesbury-avenue and Glasshouse-street, 
with the private redevelopment of the *‘ Café 
Monico’ site bounded by Shaftesbury-avenue, 
Denman-street, Sherwood-street and Glass- 
house-street. The Town Planning Committee 
report: ‘We have also now approved the 
details of the building to be erected on the 
major part of this site. The new building 
has been designed with due regard to existing 
buildings round the Circus and to the lines 
of possible future development; it consists of 
a tower, rising to a height of about 172 ft., 
on @ podium, two floors high which covers 
most of the site and is set back to the lines 
of the road improvement. The lower floors 
will be for shops and a bank and those above 
for restaurants, exhibition purposes and 
offices. Special attention has been paid to 
the difficult problem of illuminated signs in 
the new Circus and the proposed building 
has been designed so as to provide adequate 
daylight for the various uses and at the 
same time ample wall-space for illuminated 
signs. Car parking is to be provided in a 
separate building off the site.” 

The second stage of the road improvement, 
which is not expected to be carried out 
before 1965, will affect the London Pavilion 
site (which the Council already owns) and 
land on the east side of Great Windmill- 
Street, and will enable improved traffic cir- 
culation to be introduced. 

Both stages have been considered by the 
Town Planning Committee as parts of a 
comprehensive scheme which is being used 
as a basis for consultation with prospective 
developers without the Council necessarily 
being committed. 


Dealing with the 
tentative comprehen- 
sive scheme, the Town 
Planning Committee 
report: * Piccadilly 
Circus is one of the 
busiest distributing 
points for traffic in 
London. It is, how- 
ever, much more than 
that. Situated as it is 
at the heart of the 
liveliest part of the 
capital and surrounded 
by theatres, cinemas, 
departmenta! _ stores, 
restaurants and cafés, 
it has a very special 
place in the hearts of 
Londoners. 


*The aim of the 
tentative scheme drawn 
up by the Council's 
Architect is to main- 
tain the special charac- 


ter of the Circus and to ensure that any new 
buildings which may be proposed will fit in 
with the design of the new Circus as a whole 
and make satisfactory provision for the 
movement of pedestrians, the arrival, parking 
and departure of cars, the servicing of the 
buildings and the provision of illuminated 
advertisements and signs.” 


ACCIDENT PREVENTION AND 
THE TEACHING METHOD 
Talk at Technical College 


Mr. J. Haywarp (Superintendent Safety 
Officer, John Laing & Son, Ltd.) gave a talk 
to the North-Western Educational Associa- 
tion for the Building Industry in the new 
building of the Lancaster and Morecambe 
College of Further Education at Torrisholme 
on February 21. His slides showed the 
appalling working platforms erected on some 
sites, whilst others showed what could be 
done to enable a man to ‘ get to and from 
his work in safety and to carry out his work 
under safe conditions.’ 

Mr. Hayward warned the teachers about 
allowing workshop practice to be carried on 
without observing the regulations, and the 
appropriate extracts, etc., should, he said, 
be posted up in all technical college work- 
shops and the regulations be available for all 
students to study. Preferring the words 
‘accident prevention’ to ‘safety,’ he said 
that it was an indispensable element of 
teaching and had craftsmen been taught pro- 
perly many of them would never suffer the 
injuries which befall them, particularly the 
younger men, and the time lost due to indus- 
trial accidents would not be nine times that 
lost due to industrial disputes. 

He showed graphically on the blackboard 
and by visual aids the chain of events result- 
ing in an accident and indicated how many 
accidents could be avoided by the removal 
of hazards inherent in unsafe acts and unsafe 
conditions, 

The next meeting of the Association is at 
the Grosvenor Museum, Chester, on April 
15. when Mr. Harvey G. Frost will speak 
on * Recruiting and Training for the Build- 
ing Industry.” 


Model of building proposed for the Monico ‘island’ site, Piccadilly 
Circus, showing an imaginary treatment of the advertisement signs. 
Architects : Cotton, Ballard & Blow ; consulting architect : J. G. L. 


Poulson 


THE BUILDER March 20 1959 


THE BUILDING SURVEYORS’ 
INSTITUTE 
Revision of Examination 
Regulations 


THE Building Surveyors’ Institute held a 
members’ luncheon on February 28 at the 
College Refectory, Willesden Technical Col- 
lege during the Silver Jubilee Celebrations of 
the College. Mr. A. E. Jeffery, principal of 
the College, and Mr. Norman Keep, Head 
of Department of Architecture and Build- 
ing, were guests. 

Following the luncheon, an extraordinary 
general meeting of members was held in the 
Lecture Hall. At this meeting the president 
of the Institute, Mr. A. S. Charlton, MIOB, 
FBldgSI, introduced the Special Resolution 
for consideration. Mr. B. F. Goodman, 
chairman of the Examinations Committee, 
outlined the reasons for the revisions of the 
examination regulations and syllabus. stress- 
ing the need for a sound basis of examina 
tion by which building surveyors in the 
employment of building and civil engineer- 
ing contractors, builders or local authorities 
operating a direct labour scheme. could 
qualify for membership. 

The acceptance of the Special Resolution 
would give recognition to the Higher 
National Diploma and Higher National Cer 
tificate in Building, the City and Guilds of 
London Institute Final Examination in Quan- 
tities, and to the examinations of other pro- 
fessional bodies, as exemption, either in 
whole or part, from the new * Associate ” 
examination. The resolution was adopted 
unanimously by the members present. The 
new Regulations became effective as from 
March 1 last. Full details can be obtained 
from the Institute at 186/7 Temple Cham- 
bers, Temple-avenue, EC4. 

Following the meeting a demonstration of 
cement finishes was given by the Cement 
Marketing Company. Following this a film 
was shown entitled “Work Study Aids 
Builders.’ This was the first public showing 
of this film made by the Willesden Branch 
of the British Productivity Council. 


MONORAIL PROPOSAL 


Prototype for Basi'don 


A BRITISH MONORAIL is planned for a 
156-acre site at Basildon, Essex. The mono- 
rail will have diesel-engined carriages travel 
ling at high speed on a single rail built of 
concrete. Officials of the Basildon Develop- 
ment Corporation will make the site avail- 
able for a test track a mile and a third long. 
The project will cost £240,000. Laying of 
the track to be used for testing and demon 
stration starts next month. 

Behind the project is Mr. John Lowe, 
aged 37, designer of the system and manag 
ing director of a British company backing 
the scheme. He said: * When the prototype 
is built we will demonstrate that monorails 
can solve the problem of speedy transport 
from the west end to London Airport, If 
the Government give permission we are 
ready to begin construction of an £8m. 
project that would cut the journey to 15 
minutes.” 

The carriage to be demonstrated at 
Basildon will seat 51 passengers and travel 
at 80 miles an hour. 

















When buyers are considering a new home, the bath- 
raom can often be the deciding factor! A Bilston Atlanta 
appeals instantly because of its distinctive line and 


brilliant finish. Made for lasting beauty, Bilston baths 


are in White, or the exact colour required for any 


decorative scheme. Specify the Atlanta—it costs no 


more than an ordinary bath. 
w Atlanta 


Magna 
BILSTON Cresta 
—the bath SPECIALISTS 


Marina 
Mermaid 
Bermuda 


BILSTON FOUNDRIES LTD - BILSTON STAFFORDSHIRE 


” @ATLANTA 


Accepted by the Council of industrial Design for Design index 


. » » What more could we ask! 


Wi 
Hi 


THE VERSATILE ATLANTA 


The Atlanta can be speci- 
fied for any bathroom, large 
or small! As well as the 
66", the Atlanta comes in 
5A”, 60", 61" (available in two 
widths), and 72° lengths. 


The Atlanta 54, 60 and 61 
must be preferred to any 
other baths of these sizes 
because they are exact 
replicas of the full size 
bath, scaled down to small 
proportions. 


Atlanta flat bottom helps 
to prevent slipping—en- 
sures comfort. 


Atlanta shallow step is safe 
for young and old. The 
Atlanta can be fitted to 
give an overall height of 
only 16°. 


Taps can be fitted in three 
different positions to meet 
all possible requirements. 


Corner tap mounting facili- 
tates installation and 
maintenance. 


The Atlanta is supplied 
with or without overfiow— 
with or without handgrip 


BILSTON 


_ BATH 


Wlustrated literature is available on request. 
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Three cheers... 


One — for THISTLE gypsum plasters for all purposes. 


Two — for CARLITE Pre-mixed lightweight plaster 
with astonishingly high fire ratings. 


Three — for the host of architects and builders 
who have realised the practical 
advantages of these first-class materials. 


The Gotham Company Limited, Gotham, Notts. 
Tel: Gotham 201, also at Bath House, 
82, Piccadilly, London, W.1, Tel: GROsvenor 2488. 


The Carlisle Piaster & Cement Co., 
Cocklakes, Nr. Carlisie. Tel: Wetheral 345. 


Thomas McGhie & Sons Ltd., Kirkby Thore, 
Westmorland. Tel: Kirkby Thore 204. 
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IN PARLIAMENT 


By Our Parliamentary 
Correspondent 


HELP FOR FIVE NEW AREAS 


HE addition of five areas to the list of 

places with a level of unemployment 
higher than the national average, where 
Government financial assistance was avail- 
able for suitable projects under the Distribu- 
tion of Industry (Industrial Finance) Act, 
1958, was announced in a written reply on 
March 10 by Mr. JoHN Ropcers, Parliamen- 
tary Secretary to the Board of Trade. 

The new listed areas are: In County 
Durham—Sunderland, Pallion and South- 
wick; in Lancashire—Oldham, Shaw and 
Middleton, Rochdale and Littleborough; in 
Scotland—Arbroath and Carnoustie, San- 
quhar. 

Mr. JoHN Mac tay, the Secretary of State 
for Scotland, also announced in a written 
reply that after consulting local authorities 
and public bodies in Scotland about measures 
to relieve unemployment in their areas, he 
expected that additional works amounting to 
more than £9,500,000 would be carried out 
by March, 1960, which would otherwise have 
been carried out later. Details were: 

Schools, technical education, _etc., 
£2,800,000; housing, £2,100,000; hospitals, 
£1,150,000; electricity boards, £1,000,000; 
roads (trunk and classified), £810,000; miscel- 
laneous Local Government _ services, 
£600,000; township and livestock rearing 
area roads, agricultural estate buildings, etc., 
£515,000; unclassified roads (including street 
lighting), £480,000; local health services, 
£220,000; total, £9,675,000. 


FINANCING A NATIONAL THEATRE 


td was indicated by Mr. Erroii, Economic 

Secretary to the Treasury, in an adjourn- 
ment debate on March 10, that what would 
make it particularly difficult for the Chan- 
cellor of the Exchequer to proceed with the 
construction of a National Theatre on the 
South Bank—an expensive project of itself 
—would be the need from the outset for a 
large annual subsidy ‘ which would be likely 
to grow rapidly.” He added: ‘I do not want 
to paint too black a picture. We all hope 
that it may be possible to find a way out of 
these difficulties.’ 

Mr. Erroll said that in July last year the 
Chancellor received a deputation represent- 
ing the National Theatre Committee and the 
Arts Council and two important facts came 
to light. The first was that the capital cost 
of the National Theatre building was likely 
to be £1,750,000, and secondly was that it 
would need a continuing annual subsidy 
which might be as much as £300,000 a year. 
The Arts Council in their inquiry into the 
housing of the arts had prepared their report 
in four sections—London, the English pro- 
vinces, Scotland and Wales. The sections on 
London, Scotland and Wales had reached the 
Chancellor and that on the English provinces 
would follow later this year. It was for the 
council to decide when the sections were 
published. 

The Chancellor would give careful con- 
sideration to the report. He would want to 
consider the sections together so that the 
demands of the country as a whole could be 
seen and judged in balance. They wanted to 
be satisfied there was general acceptance 
for the concept of building a national theatre. 


At the time of the closure of St. James's 
Theatre there were suggestions that money 
could be better spent preserving existing 
theatres than in building new ones. 


HOUSE PURCHASE AND HOUSING 
BILL 


AVING completed the report stage, the 

House of Commons gave an unopposed 
third reading and passed the House Purchase 
and Housing Bill on March 11. The next 
day the Bill was given a formal first reading 
by the House of Lords. During the report 
stage there was a long debate on an Opposi- 
tion amendment to the clause relating to the 
approval of applications for standard grants. 
The amendment was designed to compel 
landlords to apply to local authorities for 
standard improvement grants. 

Mr. HENRY BROOKE, Minister of Housing 
and Local Government, said that the Govern- 
ment’s approach in drafting and preparing 
the Bill was that they should seek to provide 
for speeding up the provision of standard 
amenities, by way of the new standard grant, 
on a basis of agreement. The Government 
had been asked to accept an amendment to 
ensure that the tenant was in agreement. This 
new amendment presumed disagreement and 
sought to provide a system of compulsion 
to force the carrying out of improvements. 

Mr. Brooke was quite sure that there was 
so much that could be done by agreement 
that there was no need here and now to 
introduce the principle of compulsion. He 
did not share the view of those who assumed, 
without evidence, that” standard improve- 
mnents would not be carried out by landlords 
unless they were under threat of compulsion. 
Under the Bill owners of houses were given 
new opportunities of improving their houses. 
They could look forward to receiving stan- 
dard grants as of right, which they never 
could before. The owners of house property 
were being offered a new deal and this ought 
to be given a fair trial so that they could 
find out what results it would achieve. 

*My own belief is that the results will be 
far-reaching,’ he said. * Not unless and until 
it can be shown that proceeding by way of 
incentive and agreement will not solve this 
problem, could the Government advise Par- 
liament to introduce, as we think unneces- 
sarily, the element of compulsion.’ 

On a division the amendment was defeated. 

When he moved the third reading of the 
Bill, Mr. Bevins, Parliamentary Secretary 
to the Ministry of Housing and Local 
Government, said that they had now reached 
the position in which about 4m. people 
owned their own homes and the Govern- 
ment were anxious to see these figures in- 
creased. 

The Bill was probably the greatest single 
measure to help home ownership that had 
ever been introduced by a British Govern- 
ment. One of the effects of this scheme 
would be to free more of the building 
societies’ own funds for advances on other 
houses, either more modern houses or more 
expensive ones. The Government's object 
was also to simplify the existing scheme of 
grants in the hope and belief that this would 
lead to a big expansion in works of improve- 
ment. They hoped the system of standard 
grants would be used extensively not only 
by owner-occupiers but also by the owners 
of tenanted property. 

Replying to the debate, Mr. BROOKE said 
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the provisions of the Bill would directly o: 
indirectly loosen up the facilities for the 
purchase of almost every type of house 


PROVISION OF EMPLOYMENT 


OVERNMENT spokesmen in the House 

of Lords during a long debate on unem 
ployment on March 11 vigorously defended 
the Government's efforts to reduce unem- 
ployment. They were able to review and 
give a progress report upon the machinery 
for attracting new industry and building new 
factories in areas of high unemployment. 

Regarding the latter, the Eart of DUNDEE, 
Minister without Portfolio, said that in the 
last 12 months 277 industrial development 
certificates had been given, and it was esti- 
mated that these provided employment for 
13,000 people. 

The Earl of Dundee said that under the 
new DATAC area provisions the number of 
approved schemes was not very large; it was 
only 22. There were another 40 under con- 
sideration, but there were a very much larger 
number of inquiries which had not yet 
reached the stage of final consideration. The 
Government hoped that a great deal more 
would be done by means of these induce- 
ments to get more industries to go to those 
areas of high unemployment. 

Lorp Forses, Minister of State, Scottish 
Office, said he had been impressed by the 
need to improve sites by clearing away old 
factory buildings and he hoped the DATAC 
grants would do something to make some 
of the older industrial districts of Scotland 
more attractive to modern industry. Coat- 
bridge Town Council had been authorised 
by the Secretary of State to acquire a large 
derelict area in the heart of Coatbridge with 
a view to clearance. He hoped this site 
adjoining the main railway line would prove 
attractive to new industrial enterprise when 
the clearance operation was complefe, 


PRISON BUILDING PROGRAMME 


A £3m. building programme involving the 
construction of new prisons, Borstals, 
detention centres, workshops and staff 
quarters and alterations and improvements 
to all types of existing premises, is to be 
carried out in the next financial year. 
Details are contained in the Estimates for 
the Home Department, Law and Justice, 
1959-60, pubished on March 12. This pro- 
gramme, representing an increase of 
£2,075,720 on the current year’s work, 
carries into effect the proposals contained 
in the Government White Paper Penal 
Practice in a Changing Society reported in 
The Builder of February 13. 

A vote of £264,000 is required towards the 
acquisition and adaptation of premises, in- 
cluding accommodation for staff, for three 
new prisons and two borstals, for which the 
revised total estimate is £400,000. £250,000 
is needed for the purchase of site and erec- 
tion, including staff quarters, of the second 
permanent security training prison at 
Hindley, provisionally estimated to cost 
£900,000. For a psychiatric institution at 
Grendon a revised estimate of £1,221,000 
has been made and the estimates provide 
for a vote of £85,000. 

The estimates also include the following 
details—the first figure is the total estimate 
for the work (with an asterisk denoting 
provisional estimate) and the second figure 
is the vote required for 1959-60: 

Acquisition and adaptation of properties 
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for six detection centres (revised estimate), 
£423,000", £200,000 (£182,879 voted in previous 
financiai years has already been spent on this 
work); erection with staff quarters of permanent 
security borstal for boys at Swinfen Hall (revised 
estimate) £557,750, £11,500; erection with staff 
quarters of anent security borstal for girls 
at Bullwood Hall. £290,000*, £60,000; acquisi- 
tion and adaptation of property for central 
borstal allocation centre at Ashford (Middlesex), 
£430,000*, £200,000; adaptation of property for 
open permanent borstal for girls at r Court, 
£55,000", £13,000. hig 

Acquisition and adaptation of properties, in- 
cluding staff quarters, for three open borstals 
for boys (revised estimate), £300,000*, £150,000 ; 
erection with staff quarters of remand centre 
and regional observation prison at Risley, 
£1,250,000*, £10,000 ; acquisition and adaptation, 
including staff quarters, of sites for six more 
detention centres, £570,000*, £130,000; conver- 
sion of women’s prison Aylesbury to a male 
establishment, £185,000*, £20,000; purchase of 
sites for six more remand centres and regional 
observation prisons, £60,000*, £10,000; purchase 
of sites for six general purpose security prisons 
for men, £100,000*, £20,000; purchase of sites 
for two permanent securities borstals for boys, 
£20,000*, £20000; purchase of sites for 1,500 
officers’ quarters at various prisons, £150,000*, 
£20,000. 4 

Money is also sought for new boiler houses 
and plant installations at prisons at Dartmoor, 
Wandsworth, Rochester, Holloway. Birmingham 
and Stafford. A vote of £35,000 is sought to- 
wards a new assembly, dining and classrooms 
block at Dartmoor, provisionally estimated to 
cost £50.000. : : 

In providing and improving officers’ quarters, 
the estimates include £509,000 towards providing 
715 ouarters for staff at various establishments, 
and £207,000 towards 16 workshops provision- 
ally estimated to cost £270.000. It is also pro- 
visionally estimated that £495,000 will be needed 
for modernising and improving sanitary accom- 
modation at various establishments and a vote 
of £170.000 is sought for 1959-60. £300,000 is 
estimated to be needed for minor works and 
acquis‘t'ons. 

In Scotland a vote of £435,693 is sought. 
compared with £132.380 in the present financial 
year. This includes £100.000 towards two deten- 
tion centres estimated to cost £150,000 and 
£25,000 towards a new male borstal institution 
estimated to cost £550,000. 

Civil Defence increases include £359,000 for 
a building programme of posts and headquarters 
for the Royal Observer Corps, who are provid- 
ing a national radioactivity monitoring service. 


TIE BUILDING (SCOTLAND) BILL 


T was unsuccessfully argued during the 

committee stage of the Building (Scot- 
land) Bill in the House of Lords on March 
12 that agricultural buildings other than 
dwelling-houses should be removed from the 
scope of the Bill and that the building 
standards regulations should not apply to 
them. 

Lorp Fores, Minister of State, Scottish 
Office, replying after debate, said that one 
consistent principle running through the 
Bill was that the only effective way of deal- 
ing with the confused state of Scottish build- 
ing legislation was to wipe the slate clean 
and make a fresh start. It was desirable 
that within the field of building control the 
jurisdiction and functions of dean of guild 
courts should be clearly understood, clearly 
expressed and accessible. 

The Minister of State moved two further 
amendments, which were accepted, which, 
he said, provided that where an owner 
wished to carry out building with an unusual 
form of material— something like solidified 
porridge "—the building authority could ask 
for the material to be tested before granting 
the warrant. A further amendment, also 
accepted, provided for inspection and tests 
to be carried out on buildings which had 
been begun before the coming into effect of 
the Bill. 


A new clause has been made of the pro- 
visions for occupying parts of roads for the 
deposit of materials. This will give the 
buildings authorities permission for the 
materials being used, not only for mainten- 
ance, but for building and demolition, to be 
deposited on roads. It gives authority for 
the buildings authority to delegate their 
responsibility in this respect to the clerk or 
master of works. 


OTHER BUSINESS 


Factory Experiment 


ANSWERING two requests on March 4 to 
build an advance factory on Merseyside, 
Sir Davip Ecc es, President of the Board 
of Trade, in a written reply, said: * Out of 
1,100 factories in the possession of the Board 
of Trade, there are 41 vacant. I intend to 
advertise more widely the merits of these 
vacant premises and at the same time to 
make an experiment by building one advance 
factory of standard pattern on three sites 
to be selected, one in England, one in Scot- 
land and one in Wales. This experiment 
should demonstrate whether or not vacant 
premises in difficult areas are an attraction 
to industrialists. I will keep the claims of 
Merseyside in. mind.’ 


Committee Stage Concluded 


THE committee stage of the Town and 
Country Planning Bill was concluded on 
March 5. 


Compulsory Purchase 


UNDER a new procedure, pending legisla- 
tion, safeguards are to be provided for 
owners of land in cases of compulsory pur- 
chase for defence purposes. to which the 
Land Powers (Defence) Act, 1958, do not 
apply. Announcing this in a Parliamentary 
written answer on March 6, Mr. SOAMEs, 
Secretary of State for War, recalled it was 
the Government's intention to apply safe- 
guards to all compulsory purchases of land 
for Defence purposes, but that to do so by 
statute involved amending the Defence Acts. 

This was a major task and, although much 
work had been done, he said, they were sti'l 
only in the preparatory stages. Few cases 
of compulsory purchase by Defence depart- 
ments were likely to arise in the near future 
but it had been decided that pending legisla- 
tion they would provide safeguards by 
administrative action outside the ambit of 
the Act. 

Under the new procedure which he 
detailed, owners, lessees and occupiers of 
land which it was proposed to acquire, would 
have an opportunity to object to the pro- 
posed acquisition and have their objections 
heard at an inauiry held by an independent 
person. As in cases under the Act, security 
considerations might sometimes require that 
the inquiry should be held in private, but 


hearings would be in public whenever pos- 
sible. 


Malta Harbour Contract 


Sir ArtHuR Harvey asked the Secretary 
of State for the Colonies on March 10 on 
what basis was the contract given to the 
Royal Netherlands Harbour Works Ltd. for 
the construction of a new deep-water wharf 
to be built at Malta; and how the British 
tenders compared with the one accepted. 


THE BUILDER March 20 1959 


Mr. Amery, Under Secretary, Colonial 
Office: * Tenders for the construction of a 
deep-water harbour were invited on the basis 
of open competitive bidding. That of the 
Royal Netherlands Harbour Works Ltd. was 
accepted on the recommendation of a UK 
firm of consulting engineers. The lowest 
British tender was about £89,000 more.’ 

Sir A. Harvey: ‘Is it the policy to accept 
the lowest tender? Will he bear in mind 
it is unfortunate that with all the millions 
of British taxpayers’ money going into 
Malta, this business has been given by con- 
tract to Continental firms at a time when 
British firms badly needed work?’ 

Mr. AMERY said the award of the con- 
tract was made by the Malta Government 
and it had not been the policy of HM 
Government to make financial aid to a terri- 
tory dependent on the award of contracts 
to British firms. 


Import of Baths 


Mr. HuGH MOLSON, Minister of Works. 
replying to Mr. Gibson on March 11, said 
that he had no information about subsidies 
on imported baths. The number of baths 
imported was some 2 per cent of United 
Kingdom production and he could not think 
the effect on the home market had been 
significant. 

Statistics given with this reply stated that 
only weight and value were available. The 
figures did not cover baths made of plastic 
or fire clay. The figures stated that 7,656 cwt. 
valued at £35,029 were imported in 1957 and 
26,313 cwt. valued £121,285 in 1958. 


Qualifications of Inspectors 


Dr. BaRNeETT Stross asked the Minister 
of Labour how many factory inspectors 
attached to the divisions of the Factory 
Department were assigned to spend most of 
their time in the inspection of building sites 
and works of engineering construction; and, 
of these, how many had professonal qualifi- 
cations in building construction or in civil 
engineering. 

Mr. IAIN MACLEOD wrote in reply on 
March 11: * Seven inspectors spend most of 
their time on this work. None of them has 
professional qualifications in building con- 
struction or civil engineering.’ 


£60m. for Newport Steelworks 
THE Minister of Power, 
announced in a written reply in the House 
of Lords on March 12, that agreement in 


Lorp MILLs, 


principle had now been reached with 
Richard Thomas and Baldwins Ltd., under 
which the Government will lend up to £60m. 
towards the construction of an integrated 
steel works, including a semi-continuous hot 
strip mill, on a site near Newport, Mon- 
mouthshire. 

Lord Mills said it was hoped that con- 
struction work on the Newport project could 
begin this summer. The plant should come 
into operation during 1963. 


Delay to Contract Documents 


Mr. Goopnari asked the President of the 
Board of Trade on March 12 why a con- 
signment of contract specifications and con- 
tract tender documents sent from the United 
States to a prominent firm of British 
engineers was held at London Airport from 
February 3 to 14 until an import licence 
was obtained; and under what circumstances, 
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Istree 326 


Do that first. Because the Elstree Plant 

Hire Service is the best in the country; modern 
plant in first class condition ready to 

get down to the job; backed by extensive 
workshops with spares and experienced fitters 
always at hand if required. Elstree 

understand plant, understand the problems 

— as you'll see the minute you talk to 


them. They’re right with you trom the word go. 


ELSTREE ENGINEERING SERVICES LTD. 
CHESTER ROAD, BOREHAM WOOD, 
HERTFORDSHIRE. 
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GBON RA 170 W 
the High Impat 


An engineer’s nightmare— 

corrosive effluent and its effect on piping— 

becomes a thing of the past with the 

installation of Hipact piping 

made with Geon RA 170. 

Fifteen times tougher than ordinary PVC— 

and highly resistant to mechanical damage— 

Geon RA 170 remains unaffected by corrosives 

that destroy metal piping in a few months. 

Light and easy to install, high impact 

pipe made with Geon RA 170 provides the 

long term answer to a gnawing problem... 
stands the test of time in every Photograph shows an 


effiuent pipe installed 
application involving risk of corrosion in ths South Wales 
industrial area. 
or mechanical damage. 


Please write for booklet No. 166 


Geon isa req'd tradc mark. 


British Geon Limited 


@ SALES AND TECHNICAL SERVICE DEVONSHIRE HOUSE PICCADILLY LONDON W1 HYDE PARK 7321 
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under his administrative arrangements, an 
important licence was needed before con- 
tract specifications and contract tender docu- 
ments might be brought to this country from 
the United States. 

Sir Davin Eccies: * Import licences are 
not required. Owing to a misunderstanding 
the importer on this occasion was advised 
that he would have to apply for an import 
licence, and I regret the delay which was 
caused. I have taken steps to prevent any 
recurrence.” 


School Costs Per Place 


Mr. Fitcu asked the Minister of Educa- 
tion on March 12, in view of the evidence 
that local education authorities could not 
erect schools within the present limits with- 
out considerable sacrifice of education facili- 
ties, particularly in the case of new grammar 
schools, what were his plans in the near 
future for raising the existing cost per place 
for secondary school building. 

Mr. Georrrey Lioyp: ‘ The evidence | 
have shows that local education authorities 
are still able to build schools of good quality 
within the current limits of cost per place. 

When Mr. Fitcu asked the Minister to 
be more generous in his allowances in 
future, Mr. LLoyp said that the average cost 
per place on tender had actually been falling 
during the last year so the situation had 
somewhat eased. 


BUILDERS AND ARBITRATION 


From a Legal Correspondent 
[HE case of Perry v. Stopher decided 


by the Court of Appeal on March 9 
is of interest to builders as it deals with 
the position in relation to costs on an 
arbitration. The plaintiff, a builder, 
appealed against a decision of the 
Croydon county court judge, Judge Rice- 
Jones, who had refused to set aside an 
award of the arbitrator under S. 89 of 
the County Court Act 1934. The arbi- 
trator, who had awarded the builder 
£11 14s. 2d. on a claim for £54, had at 
the same time ordered the builder to pay 
the defendant's costs. The court refused 
to alter the decision and did not require 
the arbitrator to give any reasons, even 
though costs usually follow the event. 
The defendant had objected to the way 
in which certain of the works had been 
done and refused to meet the builder's 
account, 

The actual decision was indeterminate 
because the plaintiff had not wholly suc- 
ceeded or failed. In court actions follow- 
ing the decision in Donald Campbell and 
Co. v. Pollock 1927 the successful plaintiff 
normally recovered costs. If there was 
any divergence from this rule the discre- 
tion must be exercised judicially and 
reasons given, but that did not apply to 
the award of an arbitration tribunal, In 
Lewis v. Haverfordwest Rural District 
Council Lord Goddard had said in refer- 
ence to an arbitration that if the arbitrator 
‘is going ta exercise his discretion, he 
must show a reason connected with the 
case and one which the court can see is a 
proper reason.’ This was interpreted by 
the court in Perry’s case not to mean that 
an arbitrator must give a reason but that 
if he did give a reason it must not be 
a bad one 


PRESTRESSED CONCRETE 


Using Its Advantages 


“HOw Can the Advantages of Pre- 
stressed Concrete Best Be Uti- 
lised? * was the title of a lecture given by 
Proressor H. RUscu, Institute of Tech- 
nology, Munich, to a meeting of the Pre- 
stressed Concrete Development Group 
held at the Royal Commonwealth Society, 
London, WC2, on Wedesday, March 4. 

Having described the technique of pre- 
Stressing and acknowledged our debt to 
Freyssinet for the first successful pre- 
stressed concrete structures, the lecturer 
said prestressing is not a more modern 
type of construction which is going to 
replace reinforced concrete everywhere. 
‘It is only a new tool which, in the hands 
of a skilled engineer, offers many new 
possibilities for concrete construction 
which, in most cases, are not Open to 
reinforced concrete. Even then, we should 
not expect too much. Prestressed con- 
crete has many advantages and many 
disadvantages—a fact which should not 
be overlooked. It is not suitable for all 
types of structure. For instance, I would 
never design a _ prestressed concrete 
umbrella, as many engineers want to do. 
We can only use prestressing successfully 
if we understand its scope and limitations 
and design our structures so as to make 
full use of its advantages and avoid its 
disadvantages.” 

Having referred to several examples of 
construction demonstrating the great advan- 
tages of prestressing in reducing the section 
to its minimum, the speaker proceeded: A 
further possibility is to induce in a beam, by 
the use of prestress, moments which have 
the opposite sign to those produced by the 
anticipated load. It is thus possible to 
reduce to a large extent the deformations of 
the structure. Therefore, wherever little 
deformation or a rigid structure is needed, 
prestressing is the best way to achieve it. A 
notable example is a very large foundation 
about 110 ft. long, 80 ft. wide and about 
13 ft. thick, for a steel works with a con- 
tinuous rolling mill. Through the last set of 
rollers the steel passes at a speed of about 
35 m.p.h. Therefore, a foundation which 
is completely stiff and does not deform is 
absolutely necessary. This steel factory to 
which I refer is situated in a coal-mining 
district where settlement of anything from 
3 to 10 ft. may be expected. 

Three large separate foundations were 
constructed first. On these hydraulic jacks 
were placed to support the main foundation. 
By means of the jacks the level of the main 
foundation can be adjusted accurately, from 
minute to minute if necessary, by pressing 
buttons. The total weight of this foundation 
including the machinery is about 10,000 tons. 

It is not easy to design it in such a way 
that it shows no deformation even under the 
influence of creep. Prestressing was the best 
method. It brought the whole foundation 
into compression and allowed in advance for 
any bending which might have occurred in 
the concrete. A further advantage of pre- 
stressing is that it can be used to counteract 
stresses produced by loads in such a way 
that the statical system of a structure is com- 
pletely altered. This method has not yet 
been used enough for its scope to be fully 


appreciated but it offers very many possi 
bilities. 

An example is the frame of an industrial 
building with a relatively large span in which 
the beams have to carry a very heavy load 
Slender beams were wanted and so we pre 
stressed them, but we did not wish to pre- 
Stress the columns as well because this is 
complicated and costly. Therefore, we tried 
prestressing the beams in such a way that 
the moment produced by the prestress 
counteracted the moment produced by the 
load in the columns, thus avoiding tensile 
stresses in the columns. The moments pro- 
duced by the prestress are negative at mid 
span and positive at the columns, so that 
by prestressing the beams moments are also 
produced in the columns. When the load 
acts, the moments produced by the prestress 
will counteract the moments produced by 
the load. 


Shell Structures 

Prestressing may also be used to avoid 
stresses which arise in shell structures near 
the edges, owing to the conditions of com- 
patibility. Consider, for example, a dome 
in which the horizontal thrust is taken by 
a ring beam. If we separate the shell from 
the beam for the purpose of analysis we 
find that the membrane state of stress in 
the shell produces a compression force in 
the direction of the ring, which means that 
the diameter of the dome decreases slightly 
Under the influence of the horizontal thrust, 
however, the diameter of the ring increases. 
Thus, for compatibility, the shell must be 
deformed. In other words, by taking away 
some of the horizontal thrust of the shell, 
bending moments are produced in the shell. 

An example is the dome which has recently 
been built for the Auditorium Maximum at 
the University of Hamburg. It has a span 
of 200 ft. and a very irregular shape. It 
would have been extremely difficult, if not 
almost impossible, to build it using only rein 
forced concrete. With prestressed concrete it 
was not really difficult, although it would 
have been a rather complex problem to do 
all the design work on the basis of mathe- 
matical calculations. We preferred to use 
model statics and to study on a model the 
influence of stress distribution, by this means 
choosing the best way of prestressing it to 
arrive at a solution as far as possible free 
from bending moments. 

A well-known example of precast units 
stressed together is the roof beams at Lon- 
don Airport. It is a major advantage of pre- 
stressing that we can sub-divide not only 
beams but even shells into units suitable for 
precasting. This has been done in Germany 
on several occasions in recent years. It is 
particularly advantageous for shells because 
most of the forces do not act at right-angles 
to the joints. It is necessary to produce by 
the use of prestress a high compressive force 
in such a joint and so create friction, and 
therefore allow the forces to cross the joints 
at an angle. This idea was first used by 
Freyssinet in France. 

I feel that prestressing has not yet been 
developed to its full potentiality. Every year 
we discover new possibilities. Each year we 
find new static systems which can only be 
built if prestressing is employed. 





EVERYDAY THINGS 


By Arthur W. Kenyon, CBE, FRIBA 
LXXII.—Manual Labour 


Z ALWAYS find myself amazed when I 
go on a job, as I did today, and climb 
a 40-rung ladder, to see the amount of 
manual labour that still goes on. Cranes, 
hoists, etc., are there to lift vertically, but 
very little in the way of machinery to 
carry horizontally. I climbed the ladder 
once and came down again, but I saw 
men climbing this same ladder to get to 
their immediate task many times. Whilst 
men on the ground were carrying timber 
on their shoulder—doors, windows, pipes 
—men on the scaffolding were lifting 
heavy copings and pushing them along 
the wall, and I could not but admire the 
strength as well as the skill displayed. 

Often these labouring jobs have to be 
carried out in muddy, cold and uncom. 
fortable conditions, in dark corners and 
almost inaccessible positions. The 
reward for their labour is at the best a 
job done as well as possible under such 
conditions. 

Building is not an exact science, but 
more precision is required in modern 
building than ever before since the time 
of the Greeks who worked, one assumes, 
under better climatic conditions. Where 
are the time-and-motion study boys to 


work out the economy of handling 
material, and where are the welfare 
experts who lay down standards of work- 
ing conditions to see that the men have 
light in dark places? If they are in the 
office, then they should be on the job, and 
if they are on the job then their eyes are 
not fully open. 

I am sure there is a sign of improve- 
ment in these matters, but progress is 
slow and if we are to have the better 
standards of work which we all claim to 
be striving for, then a great deal more 
will have to be done. It does not need an 
economist to prove that the avoidance of 
wastage in the use both of labour and 
material will cheapen the cost of building 
without loss to the workman or builder. 

I find that I can still marvel at the work 
which goes on to produce a finished build- 
ing and I never cease to admire the men 
who enter the building trade. I would 
like them to feel that their work is being 
thought about in high places and that 
their humble manual! labours are not 
being overlooked in the great surge of 
advance in the more spectacular building 
operations and techniques. 


LMBA 
Joint Committee Chairman 


R. T. W. SULLIVAN, district secretary 
of the Plumbing Trades Union, has 
been elected chairman and Mr. L. J. Brad- 
shaw, a member of the LMBA Executive 
Committee, vice-chairman of the Regional 
Joint Committee for the coming year. The 
joint secretaries, Mr. R. E. Stenning and 
Mr. E. L. Jones, have been re-appointed. 
Mr. E. Smith, of the LMBA Executive 
Committee, has been elected chairman, and 
Mr. A. McCleery, district secretary of the 
Amalgamated Society of Woodworkers, 
vice-chairman of the Joint Apprenticeship 
Committee, 


LMBA at Plant Exhibition 


THe LMBA is providing a clubroom, on 
the lines of its clubroom at the Building 
Exhibition, for the comfort and convenience 
of its members and of other members of 
the National Federation attending the 
Building Plant Exhibition at Greenford, 
Middlesex, in June. The clubroom will be 
housed in a marquee in the grounds. The 
exhibition will be open from June 10 to 
June 17. 


BUILDERS’ FOREMEN AND 
CLERKS OF WORKS 
London Regional Council’s AGM 


THE London Regional Council of Builders’ 
Foremen and Clerks of Works met on March 
6, when the following officers were elected 
for the ensuing year: Chairman, Mr. H. 
Palmer (LABF & CW); Senior Vice-Chair- 
man, Mr. H. T. Piesse (LBFA); and Junior 
Vice-Chairman, Mr. E. J. Murrell (PIBF 
& CW). 

The Council recorded its thanks and 
appreciation to the retiring Chairman, Mr. 
A. C. Taylor (PIBF & CW), and also to the 
LMBA and staff for hospitality and service 
during the past year. 

It was reported that the Council of the 
Institute of Builders had decided to recom- 
mend for adoption at an Extraordinary 
General Meeting of Members of the Insti- 
tute, to be held on May 20 next, that the 
following should be eligible for admission 
to the class of Registered Foreman, to be 
established under the proposed new struc- 
ture: (a) Foremen not less than 25 years of 
age, who have passed examinations approved 
by the Institute and have been engaged for 
at least two years as General Foremen in a 
position considered by the Institute to be 
sufficiently responsible, and (b) foremen of 
not less than 45 years of age, who shal! 
have been engaged for at least ten years as 
General Foremen in a sufficiently responsible 
position and shall within two years of the 
adoption of the new proposals have sub- 
mitted an application for election. 

The Council were glad to note that their 
representations for entry to the new class of 
Registered Foremen on practice grounds had 
proved so successful. 

The Council considered the questions of 
the desirable sizes and general conditions of 
general foremen’s offices on sites. While it 
was generally true that contractors of a fair 
size provided satisfactory offices and equip- 
ment on all their contracts irrespective of 
size, the standard of offices provided by 
some small firms left much to be desired. 
It was suggested that the improvement of 
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welfare and general conditions on sites, to 
which passing reference was made in the dis- 
cussion, was one of the means of improving 
the standard of recruits to the industry, 
which was considered to be a matter of 
great importance. It was agreed that the 
question of site offices should be further dis- 
cussed at the next meeting of the Council. 

The Council noted with regret that Mr. 
W. R. Toogood (LABF & CW), who had 
been a member of the Council since its incep- 
tion was unable to continue to serve and it 
was agreed that their appreciation of his 
outstanding service should be conveyed to 
Mr. Toogood. The Council welcomed Mr. 
M. J. Cheval in his place 

The next meeting of the Committee will 
be held immediately before the annual func- 
tion at the RIBA, 66 Portland-place, W1, on 
Wednesday, April 29, at 5.30 p.m. 


GREEN BELT POLICY 


Criticisms at Birmingham 
Conference 


Proressor G. A. Grove, Professor of Con- 
veyancing and Equity at Birmingham Univer- 
sity, speaking in Birmingham on March 13 
at a conference called by the Town and 
Country Planning Association and the Mid- 
lands New Towns Society, said that the Green 
Belt policy had gone much too far. It was 
no longer a reasonable proposition but a 
religion, which was well illustrated by plan- 
ning authorities’ refusal to grant building 
permission since the land was always in a 
vulnerable part of the Green Belt. 

‘In fact it is not vulnerable at all and it 
is time we recognised it and allowed a 
proper development within the Green Belt 
of existing communities, he said. He was 
not thinking of continuing suburb to suburb 
but of limited and unharmful expansion of 
communities such as villages. 

Speaking on planning in the Midlards at 
another session of the conference, MR. 
Denis HoweLt, MP, said he hoped that now 
the Government was able to spend more, it 
would view more favourably the financing 
of new towns which had proved such a first- 
class investment for the country. 

The Green Belt needed to be preserved. 
Mr. Howell said, but unless something were 
done the pressure on councils with nowhere 
to house their population would be 
irresistible. If a regional planning authority 
existed it could tackle this problem and re- 
concile the interests of town, country and 
industry. 

Mr, JoHN Hosson, MP, said that while 
he was opposed to a regional executive 
authority because of its remoteness from the 
ordinary person, there was an argument for 
a joint advisory planning authority. This 
would allow the interchange of ideas 
between authorities and would have the 
advantage of a permanent staff which could 
look continually at the difficulties from a 
regional point of view. 


Architectural Prospectus, 1959 
The School of Architecture of the Uni- 


versity of Auckland sends us its pros- 
pectus for 1959. Courses of study leading 
to the Degree of Bachelor of Architecture. 
the Diploma of the University of Auckland 
in Architecture, and the Diploma of the 
University of Auckland in Urban Valuation 
are offered. Copies from the School at 
Lower Symonds-street, Auckland, C.1. 





March 20 1959 


CITY TEMPLE 


In the rebuilding of City Temple 
specially selected Cedar of Lebanon 
from our Stock was used for the finely- 
machined column claddings which are 
shown in these pictures. 

We specialise in holding large quanti- 
ties of selected timber such as this for 
Church work of all kinds, seasoned 
both in the round log and in boards 
and planks for anything up to 15 years. 
This material is ideal where size, 


quality and durability are required. 
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Chartered Architects 
Seely and Paget 


Contractors and General joinery 
G. E. Wallis and Sons Ltd. 


WZJJVilliam Mallinsom 


and Sons IZ.td. 
TIMBER and VENEER MERCHANTS 


130 HACKNEY ROAD - LONDON .: €E.2 


Telephone: Shoreditch 7654 Telegrams: ‘Almoner’, London 


MANUFACTURERS OF PLYWOOD ARMOURPLY PANELS AND COMPOSITE PARTITIONING 
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For fixing and caulking 
here’s the company 


FOR FIXING ANY SIZE SCREW 
For fixing all sizes of screws and 
nails in brickwork, concrete, stone, 
PH\ etc., fills any shape and size hole. 


FOR COLD CAULKING SPIGOT & SOCKET PIPE JOINTS, CAST IRON, 
ASBESTOS, CONCRETE, etc. 
These compounds can be used for 
& Pod all difficult joints and are suitable 
PLUG PC3 for water mains, soil and drainage 
PHIL pipes, also for caulking grooves in 
cast irom and concrete tunnel 
segments, steel sheet piling and for 
fixing balustrades, etc. 


HIGH QUALITY TUNGSTEN CARBIDE TIPPED DRILLS 


For fast, silent and accurate drilling 
in Bricks, Tiles, Stone, Marble, etc. 
NRILLS These can be used with either hand 
¥ ARB or electric tools. The diamond 
hardness of the Tungsten Carbide 
tip provides maximum cutting 
speed and durability. 


TUN 


ANCHOR BOLTS FOR USE WHERE THE BOLT 18 FIXED BEFORE THE 
ARTICLE IS PLACED IN POSITION. 
STUD BOLTS FOR SECURING ARTICLES 


on & SIUD AVVMIGDS AETER THEY HAVE BEEN PLAceD In 


Both types of bolt are provided 
with lead expansion units. 


ANGH 


mene oar ee ree 


Excellent distribution service will be provided by 


EXPANDITE SECOMASTIC 
LIMITED LIMITED 


CHASE ROAD, LOKJON N.W.10 WESTERN ROAD, BRACKNELL, BERKS. 
Telephone: ELGar 4321 (10 lines) Telephone: Bracknell 910 (10 lines) 


PHILPLUG LIMITED 


AN EXPANDITE COMPANY 


CHASE RD., LONDON N.W.10. Tel: ELGar 432! (10 lines) 
ASSOCIATES AND DISTRIBUTORS THROUGHOUT THE WORLD 
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THE INDUSTRY AND 
RESEARCH 


National President Outlines the 
Position 


4 gem present position of the industry in 
regard to the vexed question of the 
financing of building research was outlined 
by Mr. T. V. Prosser, President of the 
National Federation of Building Trades 
Employers, at a Press conference held at 
NFBTE headquarters in London last week. 

Earlier, Mr. Prosser said that quite clearly 
the industry was emerging from a period of 
restrictions, and there were definite signs that 
more work was coming forward. However, 
in regard to apprenticeship and training they 
were more concerned with what would 
happen in ten years’ time than in the imme- 
diate future, for it was this that must dictate 
their policy in the matter. On this subject 
of training, he believed that the building 
industry was setting an example to many 
of the bigger industries of this country. 

Asked whether the National Federation 
had come to.a policy decision that the build- 
ing industry should at least pay for the cost 
of disseminating the results of research, Mr. 
Prosser said that the short answer was * No.’ 
In reply to a further question as to what 
were the aims of the Federation in regard 
to research generally, the President said that 
the NFBTE had in fact increased its sub- 
scription towards the cost of the DSIR. 

The Building Research Station, DSIR, Mr. 
Prosser continued, had been established for 
a long time, and it would take the building 
industry many years to establish a similar 
fully comprehensive service. He felt, there- 
fore, that there was far more to be derived 
from closer collaboration with the DSIR 
than in going off on a course of their own. 
Many firms were, he said, finding that there 
was a great deal to be gained through col- 
laboration with Garston. 


Building Methods 


Mr. Perer TRENCH, NFBTE Director 
designate, said that the Federation was doing 
a considerable amount of research into the 
problems of building methods, and hoped 
to do more in the future. 

Mr. PROSSER pointed out that a consider- 
able amount of the research undertaken by 
the BRS was not solely for the benefit of 
building, e.g., in the case of ceramics. 

Asked whether privately undertaken 
research did not result in a good deal of 
overlapping and waste, and if he would agree 
that unless the industry promoted its own 
research this would result in more and more 
work falling into fewer and fewer hands, Mr. 
Prosser said that they already had a central 
source in the DSIR. The cost of the DSIR. 
he pointed out, was an infinitesimal part 
of the national income. Moreover, owners 
of property benefited from building research 
as well as the industry, and since the Govern- 
ment owned such a large amount of property 
they had in this way a considerable return 
on the money they spent on research. 

In regard to the point about the number 
of firms, Mr. Prosser said that one of the 
outstanding characteristics of the building 
industry was the variety of jobs it undertook 
—from putting washers on taps to building 
cathedrals. For this reason he did not think 
that the number of firms was going to change 
much in the future, and there would con- 


tinue to be a comparable pattern of build- 
ing firms to meet the variety of needs. 

Asked his views on the growth of the ‘ all- 
in’ service, Mr. Prosser denied that there 
was anything new about it in the building 
industry. There was not a great deal of 
building going on today under the ‘all-in’ 
service, and the amount was not in excess 
of that of pre-war days. 
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In regard to whether builders should 
employ architects, the President said that it 
would be an ‘immense step forward’ if 
house-builders would do so. 

Asked if any progress had been made in 
the prompt payment of accounts by local 
authorities, Mr. Prosser said, ‘ Not as much 
as we should like to see, but we hove that 
the revised form of contract will assist.” 


New Orders in the Construction. Industry 
INCREASE IN LAST QUARTER OF 1958 


CONSTRUCTION—NEW WORK 
Great Britain 
(i) Value of New Orders Obtained by Contractors 
(£ million) 





New Housing 


Public 


Author- | 


Public 
Author- 
ities 


Private 
Devel- 
opers 


Total 
New 
Housing 


ities 


1957 : | 

ist quarter ... | 

qet ws bas 

3rd ‘ 

“h_,, a 
Total 1957 | 

8: | 

ist quarter ... 

2nd, 

54 

i: so 6 
Total 1958 | 218 


* These figures relate to work included in the preceding columns which is to be done without a firm 


Other New Work 

Private Developers Total Total 
other all 
new new 
work work 


Work 
not 
covered 


y 
Miscel- orders* 


In 
dustrial | laneous Total 


301 
329 
1,275 


order, 


(ii) Value of New Work Done by Contractors 
(£ million) 





New Housing 


Other New Work 


Private Developers 


Public | 


Public 
author- 


| Private 
ities 
; 


Devel- | 
opers 


1957: 

ist quarter 
2nd, 81 
75 
ee ies 73 
Total 1957 | 307 

1958 : | 
ist quarter ... | 65 
2nd, : 68 
ee ve | 62 
Mths oan 57 
Total 1958 | 252 


| 7 
3rd sis | 


| Author- | 
ities 


| In- | Miscel- 


| dustrial laneous Total 


| 
! 





ONTRACTORS in the construction 
industry obtained orders for new work 
valued at £329m. in the three months ending 
in December last year, according to provi- 
sional figures collected by the Ministry of 
Works. The figures for the four quarters of 
1958 and for the four quarters of 1957 are 
given in the table above, together with 
figures showing the value of new work 
carried out in each of the two years. 

The main increase in the value of new 
orders obtained in the last quarter of last 
year compared with the previous quarter was 
in the orders for new housing: orders placed 
for both public authorities and for private 
developers increased very substantially and 


the total value of orders obtained for 
housing was the highest since the first quarter 
of 1957. New orders for work for public 
authorities other than housing also rose com- 
pared with the previous quarter, while orders 
for private developers fell by £8m. to £86m. 

Despite this reduction in the value of 
orders, the value of work carried out has 
been well maintained and, after allowing for 
price changes, the £1,402m. of new work 
carried out by contractors in 1958 was less 
than 1 per cent. below the £1,387m. of work 
carried out in 1957. By the end of 1958 there 
was more housing work in the programme 
than at the beginning, but there was prob- 
ably rather less work in progress on other 
types of construction. 
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Construction in the Fourth Quarter of 1958 
WORK BACK TO 1956 PEAK LEVEL 


HE value of constructional work carried 
out by contractors in the fourth quarter 

of 1958, according to provisional figures 
compiled by the Ministry of Works, was 
£464m., some £13m. more than in the same 
period of 1957. This brought the total value 
of work carried out during the year to 
£1,819m. at current prices, nearly - £30m. 
more than in 1957, These figures were 
briefly reported in The Builder of March 6. 
For the year as a whole the volume of 
work done as measured by the official index 
of production showed a fall of one point, 
or rather less than 1 per cent compared 
with the previous year. This reduction, how- 


ever, occurred in the early part of last year. 
It appeared in October that the output of 
the industry was recovering following the 
cuts made in the autumn of 1957 and this 
is confirmed by the figures for the fourth 
quarter when output was back at the peak 
level first achieved in 1956. 

Housing work carried out in 1958 was 
£40m. less than the amount carried out in 
the previous year. The reduction was wholly 
in housing work for local authorities and 
throughout the year the amount of work 
carried out for private owners continued to 
rise. 


Despite the apparent reduction in the 


CONSTRUCTION—OUTPUT AND EMPLOYMENT IN GREAT BRITAIN 
1. VALUE OF WORK DONE BY CONTRACTORS (at current prices) 


£ million) 


New Housinc : 
For Public Authorities 
For Private Developers ... 


Housing Total 


OTHER New Work : 
For Public Authorities 
For Private Developers : 
IS cise ask ass 
Miscellaneous 


Other New Work Total 





Tora, Att New Work 


1957 


Fourth 
Quarter 


Fourth 
Quarter 


























REPAIR AND MAINTENANCE ... 





_Granpd TOTAL 


2. OPERATIVES EMPLOYED BY CONTRACTORS (1) 
(Thousands) 


\New Housin 
‘Other New Work 
\Repair and Maintenance 


1957 1958 1959 


October January October January 


293 
442 
324 


269 
432 
309 


270 
448 
329 


254 
436 
310 


| between 
| joinery work and joinery for the lower price 





| TOTAL... 


1,059 | 1,010 1,047 ‘1,000 


Note: (1) Insured operatives aged 15 years and over, excluding administrative, technical and 


clerical workers and self-employed operatives. 


3. INDEX OF CONSTRUCTION COSTS 


The index numbers of the cost of new br dy are as follows : 


1957 
Average 


114 115 


195 
Third Quarter 


8 
Fourth Quarter 
115 


Average 
115 


4. INDEX OF PRODUCTION 


Changes in the volume of work done are shown in the official index of industrial production. 


The index numbers for construction are as follows : 


First 


105 
103 


108 
105 


1954 
nd 


= 100 
Quarter Quarter 


Third Fourth 


Quarter 
106 
108 


Average 


106 
105 


105 
106 
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amount of industrial work on hand, as 
shown by the fall in new orders placed 
during the course of last year, the output 
of industrial building was very litt'e below 
the level of 1957. The output of other types 
of work for private developers continued to 
rise last year but less rapidly than in earlier 
years. 

The figures for employment show that 
1,000,000 operatives were at work when the 
count was taken at the end of January. This 
is 10,C00 fewer than in January, 1958, but 
is a much smaller reduction than the rather 
large increase in unemployment in the mid- 
die of January might have implied. The 
figures therefore reinforce the impression 
that the high leve] of unemployment in the 
middle of January was due to exceptionally 
bad weather. 


SWEDISH REDWOOD SHIPMENT 
Report by EJMA 


THE SAMPLE shipment of Redwood shipped 
to this country by the Korsnas Company 


| was inspected on July 7, 1958, by represen: 


tatives of the English Joinery Manufacturers’ 
Association together with representatives of 
the TIF, the shippers, and the shippers’ 
agents in this country. 

The EJMA members were Mr. W. Hide. 
president, Mr. W. R. Price, vice-president, 
Mr. S. R. Sharp, immediate past president; 


| Messrs. W. E. Adams, G. A. Muirhead, 
| §. K. Finch, N. C. Ripper, lL. A. Rutherford, 


D. K. H. Lindsey and R. S. Jary, together 
with Mr. R. G. Harvey Greenham, secretary 
and Mr. P. B. Allnatt. 

After preliminary reports by the Associa- 
tion’s Inspection Committee, it was agreed 
that those firms who had arranged to pur- 
chase the joinery grades would submit 
further reports after they had used the 
timber. The Association, having collated 
all these reports, comments : — 

‘The Association is of the opinion that the 
proposed new system of grading does not 
represent any great improvement over the 
present system since the difference in quality 
between Grades | and 2 is not sufficiently 
marked to establish a clear dividing line 
requirements for first quality 
range housing market. Accordingly, the 


Association is of the opinion that manufac- 
turers themselves are better able to select 


| from the present unsorted grade, which, of 
| course, excludes all Sths, those timbers which 
| best suit their purpose. 


‘The Association desires to stress that it 
is still not satisfied with the standard of 
kiln drying to which this parcel was sub- 
jected. It is recognised that the modern 
trend to quick drying after sawing is imposed 
by economic conditions, and it is important, 
therefore, to see that drying time schedules 
are closely examined in order to produce 
timber devoid of the defects associated with 
too rapid extraction of moisture.’ 

A suggestion made by Mr. Hellman, of 
the Korsnas Company, that some method of 
conference should be devised to convey the 
views of both parties, without the necessity 
of further experimental shipments, was sup- 
ported and the Association has now decided 
that it would be desirable to discuss the 
better grading and kilning of joinery red- 
wood with the representatives of the Swedish 
Wood Exporters’ Association. 
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NAIL IT... 

















Whichever way you work it — ASBESTOLUX the 
unique non-combustible asbestos insulation 
board, is the ideal material 





Carpenters, joiners and all types of builders are turning to ASBESTOLUX, 
the material that is light and easy to work, especially in the small work- 
shop where time is an important factor. ASBESTOLUX gives that 
professional look to any job you tackle! It won’t sag, is rigid and durable 
and gives a high degree of fire protection. 


ASBESTOLUX 


is available from your local 
Builders’ Merchant. If you 
should experience difficulty 
in obtaining supplies contact 
the manufacturers direct. 


QSOGStO00R 


the non-combustible asbestos insulation board 


EASY TO SAW + SCREW - BEVEL - PUNCH - DRILL - NAIL - GLUE 


* PAINT OR PAPER 


Manufactured by: 


CAPE BUILDING PRODUCTS LTD - COWLEY BRIDGE WORKS - UXBRIDGE 


- MIDDLESEX 
far Telephone: Uxbridge 4313 Also at: MANCHESTER 


* BIRMINGHAM - GLASGOW -§ NEWCASTLE 
Ax ie 
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This photograph is a challenge to your imagination. It was 
taken in the Dolomites in Italy. The fractured mountain face 
on the left threatened to collapse. It is now held in safety — with 
Rawlbolts, How was it done ? 


[2 tons per Rawlbolt 


The whole area shown in the square was supported by K20 Rawlbolts, 
Write now for with high grade tensile steel rods, embedded into the rock to a 
free Technical depth of 66 feet. The Rawlbolts were so spaced as to take a constant load 
Literature and of 12 tons each. It is this standard of performance that accounts 
illustrated for the vast numbers of Rawlbolts used throughout industry every year. 


Charts. Its the worlds speediest bolt-fixing 


A Rawilbolt is fixed in minutes — no chiselling, no subsequent 
grouting in, no waiting for cement to harden. You drill the material, 
insert the Rawilbolt, tighten up. It is ready to take its full load, at once. 


RAWLBOL?S PRawig.ue 


For speed and strength i ee 


THE RAWLPLUG COMPANY LIMITED Manufacturers 
CROMWELL ROAD - LONDON - S.W.7 of Fixing Devices. 
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PAINTING CONTRACTS 


Master Painters’ Comments on 
‘Inadequate Specification’ 


HE National Federation of Master 

Painters and Decorators of England 
and Wales has issued the following state- 
ment on the subject of inadequate speci- 
fication of preparatory work On painting 
and decorating contracts: 

‘ As it is generally accepted that satisfac- 
tory preparation is the basis of all good 
painting and decorating work. it is essential 
that the specifier’s precise requirements 
should be made known to the contractor. 
Unfortunately, however, inadequate specifi- 
cation of preparatory work is probably 
responsible for most disputes arising on 
painting and decorating contracts and is pos- 
sibly the principal cause of the wide disparity 
which sometimes occurs in tender prices. 
Little difficulty arises regarding contracts or 
sub-contracts for maintenance painting or the 
painting of new buildings which are based 
on the RIBA Form of Contract (where 
quantities form part of the contract). This is 
because under clause 10 of this contract all 
bills of quantities must be prepared in accord- 
ance with the principles of the Standard 
Method of Measurement of Building Works 
and are required to “fully describe the 
materials and workmanship and accurately 
represent the work to be executed.” They 
are also required to describe as “ provi- 
sional ” work which, by its nature, cannot 
be accurately measured, that is—a provi- 
sional quantity is to be given which can be 
priced and will be subject to remeasurement 
on completion. 


Causes of Disputes 


‘ Painting and decorating work is, however, 
carried out under many other forms of con- 
tract, and it is chiefly in such circumstances 
that disputes arise due to the vague or 
inadequate wording of the specification or 
bill of quantities, of which the following are 
typical examples :— 

“ Prepare and apply one coat under- 
coat and two coats hard gloss paint.” 

2. “Burn off (and other forms of pre- 
paratory work such as scaling and wire 
brushing) where necessary.” 

3. “ The decoration to include for all 
primers, cleaning solutions and _ sealers, 
etc., whatsoever necessary.””* 

‘It is essential that where the term “ pre- 
pare” is used, the particular items of pre- 
paratory work required, e.g., stopping, filling, 
knotting, etc., should be indicated as a pre- 
liminary condition of tender. The various 
items of preparatory work are described in 
British Standard Code of Practice, 
CP.231(1952). 


‘Frequently the amount of preparatory 
work such as burning-off, descaling, wire 
brushing, flame cleaning, spot priming, etc., 
can only be determined after access has been 
gained and a thorough inspection carried 
out. It is therefore also essential that where 
a measured item cannot be provided a pro- 








* Where the contractor is tendering for the 
painting of a building to be erected he is not 
infrequently asked to include for the application 
of a sealer and/or a primer for surfaces which 
may or may not require this, depending on the 
type cf surface provided. 


visional quantity, which will be subject to 
remeasurement on completion of the con- 
tract, should be given for the contractor to 
price. 

‘In the absence of an accurate description 
of the preparatory work required and/or a 
measured or provisional quantity, the ten- 
derer would be legally entitled to determine 
the nature and extent of the preparatory 
work. 

‘From the foregoing it is obviously in the 
best interests of both the specifier and the 
painting contractor for all specifications and 
bills of quantities to be prepared in accord- 
ance with the principles of the Standard 
Method of Measurement of Building Works.’ 


BUILDING BLOCK 
MANUFACTURERS 


Annual Review by Federation 
President 


THe Presipent of the Federation of 
Building Block Manufacturers, Mr. J. L. 
CHAPMAN, in presenting the annual review 
of the activities of the Federation during a 
meeting held on March 10 at the Piccadilly 
Hotel, W1, said that during 1958 the industry 
had been faced with increased costs, reduced 
demand and, in many cases, lower prices for 
its products, Due to these circumstances the 
Federation had lost nine of its members, the 
majority of whom ceased production. Three 
new members had been gained. 


On costs, the president said, * Whilst the 
price of sand, gravel and most proprietary 
lightweight aggregates remained relatively 
Stable, there was a significant change in 
clinker prices in the London area towards 
the end of the year. During the summer 
tenders were invited for the removal of 
clinker from most of the large London power 
stations and, without exception, contracts 
were let at substantially higher prices. This 
resulted in clinker prices being increased 
by 10 to 15 per cent in most cases.’ 

One of the main outlets for clinker blocks, 
Mr. Chapman continued, had been local 
authority housing schemes. In this connec- 
tion it was significant that, while the total 
reduction in house building in 1958 seemed 
to have been of the order of 10 per cent, the 
reduction in public authority building had 
been about 20 per cent. 

As far as the future was concerned the 
president thought that once the effects of 
the lowering of the Bank rate were felt and 
the speed up and expansion by local authori- 
ties of their housing programmes got fully 
under way, there would be a substantial up- 
surge in building activity in which, he had 
no doubt, the members of the Federation 
would play their part. 

Members of the Council for the ensuing 
year were elected as follows: 

South Eastern Region.—J. L. Chapman 
(president), L. W. Bradley, P. Flynn, H. G. 
Friswell, L. Herring, J. H. Moore (hon. trea- 
surer), D. D. Render, A. L. Wells. 

South Western Region.—T. J. Day. 

Midland Region.—R. F. Fearnley. 

South Wales Region.—E. §. Rees. 


North Wales Region.—C. Reeve (vice-pre- 


sident). 


West Riding of Yorkshire Region.—C. R. 


Longley. 
North West Region.—R. J. Harrison. 


BASIC MATERIALS 
Building Prices Steady During 
February 


HE index for basic materials and fuel 
rose in February by 0.4 per cent due 
to higher prices for copper, which showed a 
further rise of 3 per cent, raw wool and hides 
and skins. The effect of these increases was 
offset by lower prices for raw cotton, which 
fell 4 per cent, zinc, lead and linseed oil. 
The February index for all building and 
civil engineering materials at 144.8* is the 
same as that for the previous month. The 
housebuilding materials index for Febru- 
ary at 143.1* is 0.1 higher than that for 
January (143.0*). 





Commodity Feb., Jan., Feb., 

1958 | 1959 1959 
142-0" 
136 =e | 136" i 


Coal 142-4 | 142-08 | 


Slates 130 o- 
Refractory. goods, including 


bricks 126-0 | 127 $ 


Non- refractory goods, in- 


cluding bricks 110-7 109°9 


109-9* 


Building bricks, common, 
other than fletton, ex- 
works a oes 


Building bricks, ces 

common, delivered 
Glass “(other than 
_tainere) ° 


con- 





120-1 | 119-6 | 121-1* 
“HS-3 | 15-3 | 113-3 


Penk ox: FREE SODSIESLD. Maas. ESTES 
Cast stone and cast concrete | 
products 


Ce ‘ement, delivered . 


104-8 102-8 162 -8° 


Synthetic resins and Soigagien | | } 
materials... | 94-7 ; 91 bd | 


Paint “for building 
_aecorating . 


91-0* 


and | 3 t 
-- | 109-0 | _108-9¢ | 108 -9* 


/ 129-5 | 127-9 | 127-9 





Steel sheets 





Aluminium and al 1 
alloy products (extruded | } 
and drawn) 125-1 | 





124-4 


Galvanised. cisterns, ie } *| 

and cylinders 112-4 | 112-4 | 112-4 
“108-2 | 97-2 | 97-28 
Wallpaper 119-8 7 | 119: 8 | 119-8 s 


| | 


‘virgin a, 


Home-grown hardwood 


Aluminium, | 
delivered 526- 3 m5: 4 115: “ 
Copper, ex- ship, “wharf or 
warehouse Jan 
. OX- ship, wharf or | 
warehouse .. 


ss | 92-5 





Zine, ex-ship, 
warehouse ... 





Imported hardwood, ex- | 
yard or wharf | 106-1 
Imported plywood (de- 
livered to consumers) 


| 103-1 | 103-0° 





0-9:] 93 -9* 


——— 





Imported softwood (de- | 


livered to consumers)... | 106-3 | 95°6 95 -6* 





* Provisional. 


Course in Surveying and Levelling 


A special Summer practical class in Sur- 
veying and Levelling for Builders and Sur- 
veyors, etc., will be held at the South East 
London Technica! College, Building Depart- 
ment, Lower Sydenham Annexe, Worsley 
Bridge-road, SE26, on Monday evenings. 
6.30-9.0 p.m., for 10 weeks, commencing 
on April 13, and continuing until June 22. 
Applicants must enrol personally on 
April 13 (or before by post), the fee for the 
course being 16s. 3d. 





Bi uilder 
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CURRENT PRICES OF MATERIALS 


Tt information given on these pages has been specially compiled 
for The Builder and is copyright. It is the intention that the 
details given should indicate fair average prices of materials, not 
necessarily the highest or the lowest. The prices apply to ‘large 
quantities of materials loaded at works, delivered at London Stations 
or at site in London Area as stated. Prices for smaller quantities 
ex merchant's warehouse will necessarily be higher so as to include 
the stocking and handling costs involved. It is recommended that 
the prices of materials should be confirmed by inquiry from suppliers 
and merchants. 
AGGREGATES AND SAND 
Delivered site in full lorry loads. Average of prices for 

Boroughs of Westminster, Paddington, Holborn and 

St. Pancras. 


ca 


UnOowuNnse’? 


Pit Ballast RORY NE eT eS 
Pit Sand . od ee 
Washed Sand . 
in. Shingle... 
in. Broken Brick 
n Breeze 
Fine or Coarse Foamed Slag Aggregate 
2 yds. of fine and 2.6 yds. of coarse per ton. 


CEMENT, etc. 

Including non-returnable jute sacks or paper bags. 

Best British Portland Cement. Standard Specifica- 

tion delivered Charing Cross area. 

6-ton loads and upwards, site.. ssn an” Oe 
1 to 6 tons, site. Se foal Lae 

Rapid-Hardening Cement in 6-ton loads and 
upwards to site - Sap sat oa 
1to6tons do. site. oo age eh)? eos 

Aquacrete Water Repellent Cement. 32s. 6d. per 
ton on ordinary cement prices. 

Sulphate Resisting Cement. 32s. 6d. per ton on 
ordinary cement prices. 

Red, Buff or Khaki Colocrete in 6-ton lots . 

Other colours according to colour. 
In 4-ton lots from 310s.0d. to SES. ange ton 

White —— Cement... 

Under | to pe 

417 Comat (Ultra Rapid Hardening). in 6-ton lots 
A... upwards 

r Cement (Waterproof. ), 32s. 6d. per ton above 
“Portland Cement. 

Cullamix Tyrolean Finish, £11 10s. Od. to £14 Ss. Od. 
(1-ton loads and upwards.) 

Lightniag and Ciment Fondu Brands High Alumin- 
ous cement, 6-ton lots and up 

Stourbridge Fireclay, 6-ton foots at Railway Depot, 
London 

Stourbridge Fireclay, , 6-ton loads (London sites) . 

Moler Mortar Pow er for Flue Bricks (London sites) per "cw. 


BRICKS 
Full Loads. 
ae ae ae ee eee 
Hard Stocks.. ‘* ak eee Ske 
Mild Stocks (Kiln Burnt) . 
Mild Stocks... ¥ 
All loaded free into lorry at the works. The question 
of ee is still very — and prices must be 
obtai from job to job. 
24 in. Nominal Fletton Bricks to sites in W. shor ee: 


‘ommons : 
Cellular Commons 
— do. 


Cellular Rustics ... 
—— —- eneg Commons 
Sandfaced 


— 


Golden ae Facin 
ight acings a ge eae 
Heather Facin Fd it Ie AD Sl 
Best Blue Staffs (London stations) ... 
do. do. London sites) 
do. Bulinose on stations) ... 
con 
Blue Wire Cuts ‘(London stations 
do. do. (London sites) ... 
Midhurst Lime Bricks (London sites) .. 
Uxbridge Whites (London sites).. 
Sandlime Bricks (London sites) . 
24 in. Best Stourbridge Fire Bricks ane stations) 
in. do. do. ndon sites) . 
4 s do. = (London stations) 
do. ag sites) ... 
afta. Moter Floe Bricks (London sites) ... 


COC CMI AUWS 


re 


wwe oS 
Cwoeowanoanraanoacaccocooacocococe 





2% in. Machine-made Sandfaced Red Facings 
(London sites) 


2 > Machine-made Multi Red Facings (London 


es) 
24 in, Hand- -made Sandfaced Red Facings (London 

sites) . 

2¢ in. Hand- made Sandfaced Multi-Colour Facings 

(London sites) : 

Hand-made Sandfaced Cherry Red Facings, Berk- 

shire district (London sites) . 

Hand-made Sandfaced Multi-Colour Facings, Berk- 
shire district (London — aa 

Rubber Bricks for gauged arches (London sites) . 

2% in. Surrey Clamp Burnt Multi Stock Facings 

(London sites) , 

2$ in. Surrey Kiln Burnt Multi Stock Facings 

(London sites) . 

Glazed Bricks (London sites), White, Ivory, B Brown: 

Stretchers 

Headers é 

Quoins, Bullnose and d 44 i in. Flats 

Double Stretchers .. 

Double Headers ie 

One side and two ends ... 

Two sides and one end . 

Splays and Squints ‘ se 
Cream and Buff, £3 extra over White. Other 
colours, hard glaze, £8 10s. Od. extra over White. 
All above prices plus 324% for Best quality and 
plus 324% less 10% for Second quality. 


PARTITION SLABS, etc. 
Delivered Central London Area. (W.C. District.) 
Hoititow Cay Partition Buiocks (Keyed) 
Minimum 
lorry loads 


*2hin. ae See aes 140 yds... ant . peryd.sup. 


BuitpiInc BLOcKs (Keyed) 
*3 in. (6 cavity) iad = yds. 
*4 in. (6 cavity) 


o- ” 


Lar Si een a 
6 in. (83 in. « 5§ in.) 1.230 blocks eA ie ais | per 1,000 26 


* Half blocks at no extra charge. 
CLINKER CONCRETE 


eer OT nee .» «es peryd.sup. 


a4 a. i ales 85 yds. 
3 in. vem ae aie 75 yds. 
4 in. 6S he ie 55 yds. 


—_— TERRA Geers 
2 in. : x 
2} in 
3 in. Load Fd eitng quality 
4 in. 
4} in. oo do. 


2 in. 
25 in. 
3 in. 
4 in. 


MOLER Paneerice biees KS 


Lemerewene CONCRETE BUILDING AND Pannen BLocks 


oF Various SOURCES OF MANUFACTURE 


Zim. 4. wee ee BOO yds. iw... PETG OUD. 


yee 80 yds. 
3 in. die: ed. Saabs 65 yds. 
4 in. SR ae pang 
4 eA 44 yds. 
6 in. i 33 yds. 


"ibaa tines YTONG Ponrenen uoces 
24 in. : .. 144 yds. 


” 


Tenancies YTONG Senmbianens eee BLocks 


fear 120 yds. ier ab cere sup. 
4 in. aia ae lies iss 
$ in. 
6 in. 
84 in. 
FLoor BLOCKS AND Pesan Ties 
Floor Blocks 12 in. x 12 in. delivered in full lorry-loads: 
Uh ede!) Sek eke, wen aed eee ote Oe 
fees 
6m «. 
SS 
Sin. ... 
Qin. ... 
10 in. . 


Filler Tiles i in multiples of 10 tiles p eal 1 000 multiples 
12 in. x 3 in. x § in. 
12 in. x 4 in. x ? in. 
10 in. x 5 in. x § in. 


— 
-—w Ww 


esosoooo Oo + 


—_ 


— 
DAW 


—O OH APaw 


ome me et oe ee 
x wOwonau COAUWA 


a 
Ww oo 


cocoocoesoe © SO eA a SC Co oO oF 


eoocoscecoo PACGCOYW ° UN SUWO onus aAoouwes 


ooo 
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for up-to-the minute 


2) Fabion film in use as 
temporary glazing. Its 
transparency allows 

full transmission 

of light to 

the job. 








(1) Fablon 

film as a concrete 
curer. Up to 95% of 
moisture is retained in 
the concrete. 


POLYTHENE FILM 


formulated for the 
building industry 


To: Fablon Ltd., Dept. B, 49 Park Lane, London, W.! 


Please send me illustrated booklet ‘‘Fablon 
Polythene film in Building Construction’’. 


NAME 


ADDRESS 


Fablon Ltd., member of the C.P. Group—one of the 
world’s major producers of plastics sheet and film 


To the architect concerned with up-to-the-minute speci- 
fications . . . to the builder or contractor concerned with 
up-to-the-minute construction . . . Fablon top-quality poly- 
thene film offers substantial advantages. 


Numerous Applications 


Fablon film—lightweight, tough and inexpensive—provides 
all-weather protection ; serves as waterproof membrane 
or moisture barrier ; acts as temporary glazing and screen- 
ing ; improves the curing of concrete. These and other 
applications of Fablon, are all fully described in the illus- 
trated Fablon booklet, which will be sent free on request. 
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Inside the New Institut 
Francais building, in 

which 1,700 yards of {” 
Runnymede Rubber Flooring 
have been laid. 


Architect: 


CORFIATO THOMSON 
& PARTNERS 


General Contractors: 
F. G. MINTER LTD. 


Le plancher de notre institut 


Floors are no problem for progressive 


est entierement recouvert de 


architects. They always 


planchéiage en caoutchouc ‘Runnymede’ | 


specify Runnymede Rubber 


ONE GLANCE through the Runnymede Pattern Books will show you designs 
with an international appeal, creative, colourful and in the very best of taste. 
More and more rubber floors are being laid in the many fine buildings now 
under construction. Almost invariably the choice is Runnymede; its supreme 
quality and durability give lasting beauty to the architect’s original conception. 
Please write or ’phone for details. 


RUNNYMEDE 


RUBBER FLOORING 


RUNNYMEDE RUBBER CO. LTD. - 6, OLD BAILEY - LONDON, EC4 - Telephone: CITy 2471 
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STONEWARE DRAIN PIPES, etc. DOORS (in Lots 1-11) 
The following are the percentages to be added to the Revised Standard Delivered London area. : 
List (Nov., 1956) prices delivered London Area. 1} in. 4 Horizontal Panel. Pattern 4 in. deal 
Delivered ex Merchants Wharf or Depot. 2 ft. O in. x 6 ft. 6 in. Aege  agihee ilg 
Over 50 pieces Under 50 pieces 3 in. x 6 ft. 6 in. 
— EA ‘ne Under z wm Under 2 tons 6 in. x 6 ft. 6 in. % pata abe : 
Best Quality fs List price 9in.x6ft.6in.  .. Wee Oper eye 
BSS Best Quality... . 10% 8 5% + 10% list price . do. but top panel open. Pattern 4x G in deal 
Tested Quality... +3 (i “3% +t list price Toaty . ot > “Seip puree aelirae aati mgen 
BSS Tested Quality 3 $e 3 44749 5% +47 ty list price 9 in. x 6 ft. 6 in. : a ae ee 
s. d. Panel top panel open. Pattern 2 x G in deal 
3 in. Land Drain Pipes ah 12 in. nee Se, ii 10 6in.x6ft.6in... hie: ag Gap 7 ae 
4i do. a Spat righ a 15 3 2 ft. 9 in. x 6 ft. 6 in. 
do. do. ie ayes COM Saag ane 31 


do. OM nea yaa) <sloeNigea orig 59 13 Suen 
ivere: ndon area. 

DAMP COURSE 1 in. Wood Wool Slabs 6 ft. 0 in. x2 ft, 0 in. in 
Hessian base bitumen 7 Ib. per yd. sup. in 24 ft. rolls quantities of 1 ton (89 yds. to 1 ton) 

cut to wall widths in lots of £6 value and over 1} in. ae. (67 yds. to 1 ton) 

delivered London area ... . peryd. sup. 2 in. ae. (52 yds. to 1 ton) 
Asbestos base do. 7 Ib. per yd. sup do. do. 2 in. do. (45 yds. to 1 ton) 
Lead lined bitumen do. 9} Ib. per od sup. do. do. i 3 in. és. (39 yds. to 1 ton) 
18 in. x9 in. British damp course slates ss os» per 1,000 Quantities under 1 ton ada 1d. per 4 in. of thickness. 
7. =] “ = co Go. + ¢ in. paportes insulation Board, ——— over 


: . 5,000 sq ‘ob ‘ 
18 in. x 44 in. 4 in. Hardtoud do. 
14 in. x 44 in. eee tee in. do. do. 
9 in. x 44 in. " ‘ wee abe . in. Asbestos Flat Building Sheets 
STONE in, do. ct 
Bath Stone— 


Roofing Felt i “ply 
Monks Park.. penal cihibedsa cave . per ft. cube ply 


do. bint os 

St. Aldhelm Box Ground Best Scotch Gi ‘o slabs ... 
Delivered in railway trucks at South Lambeth do. pearl 
B.R. Western Region. Croid Glue 


Doulting Stone Random Blocks. Delivered London Cut Nails 3 in. (1-ton lots) 
area x 4 in. 


; do. and up (1-ton lots) 
Beer Stone. Delivered London area... ..._ ... Wire Nails 3 in. (4-cwt. lots)... hai 
Portland Stone— do. 4 in. and up (4-cwt. jots) ... 
Brown Whitbed in random blocks, 20 ft. orem e 
delivered in railway trucks at Nine Elms, B.R. METALS 
Southern Region Ne 
Yorkshire Stone—Blue Robin Hood Quality. Rasis Joists— 
Delivered to site London in 6-ton lots. 6 in. x 5 in., 8 in. x 5 in., 8 in. x 6 in., 10 in. x 6 in., 
9in.x3 in. Rubbed, weathered, maneeye oe 12 in.x6in. plain cut to lengths delivered 
stooled cills sia per ft. cube London area aS 3 eae dak e's 
12 in. x 6 in. do. ‘do. “do. Extra for sizes 
12 in. x3 in. Plain coping, twice throated... 3 in. x 14 in. 4 in. x 1} in. ... 
12 in. x3 in. Weathered and twice es ~ a coping 3 in. x 3 in. cach: onan 
14 in. x 6 in. do. do. 4 in. x 3 in. 
4} in. x9 in. Plinth rubbed on top and face ae. 10 in. x 44 in. Bie Th pte 
3 in. sawn two sides Slabs, random sizes ... . per ft. sup. 5 in. x 24 in. 5 in. x3 in. 
Templates and Cover Stones, 3 in., 4 in. and 6 in. 4 in. x 1} in. ae ee ae ee 
thick, edges coped for rendered brickwork per ft. cube in. X 44 in. 7in.X3hin. 13 in. x5 in. 
do. do. fair one edge for fair faced brickwork es 6 in. x 3 in. 24 in, x 73 i 
Hard York— 
12 in. x 2 in. Square Steps, rubbed on top and edge per ft. run 
14 in. x 3 in. Round-nosed Steps, rubbed on 
and front sa “per ft. cube 
12 in. x 6 in. Plain Steps, Tubbed top ‘and front . c ] 
2 in. Rubbed and Jointed Paving, given sizes ... . per ft. sup. 15 in. x 5 in. 15 in. x6 in. 16 in. x 6 in. 
2 in. Sawn Paving, edges squared, in random sizes per yd. sup. 16 in. x 8 in. 18 in. x 6 in. 18 in. x7 in. 
18 in. x 8 in. 20 in. yeas 20 in, thts 
TILES AND PANTILES Steel angles a 
Delivered London area by road in 6 tons or over per 1,000. Steel tees pStammecd om price . . . oe ote 
Machine-made Pantiles and French ume = from Fabricated wor! ivered London— “J 
Lincolnshire district , R.S. Joists cut and fitted 
Hand-made Pantiles Berkshire district _ yeh ’ +! 
Hand-made Double Roman Bridgwater district 
Hand-made 10} x 64 tiles Berkshire district .. 
Machine-made 104 x 6} Staffordshire istrict 
Hand-made Hip and Valley tiles ibs ‘to. 
Machine-made Hip and Valley ti 
= tiles 104 “+ ¥ “ai 
oO. nterlockin “e : <3° 
Note.—Breakage in tranatt, purchasers’ responsibility. Mild Steel Perro-Concret een sconcneT® Bans” 
SLATES to BSS785 ex London Stock 1 in. diam., and 
ir ry! Slates from Penrhyn or Portmadoc, carriage upwards i i a 
in full truck loads to London Rate station. Per 2 in. diam. 
,000 pone. in. do. 
2 “ae rae in. do. 
= 


in and 8 in. diam. 


ft. 
ft. 
ft. 


Nn n 
NB NNE NNN 


tt. 
ft. 

7 
ft. 


wR NN Nee 
co ac aaao 
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Steer Joists, ec. 


— 
Uso S2DOhouUa~ 


_ 


6 in. x 44 in. 7 in, X 4 in. 8 in. x 4 in. 
9 in. x 4 in. 10 in. x 5 in. 
12 in. x 5 in. 22 in. x7 in. ... mei 
9 in. X7 in. 10 in. x 8 in. 12 in. x8 in. 
14 in. x 54 in. 14 in. x 6 in. 14 in. x 8 in, 


ACAR A WO BAwWwWwws 
- =—N Wee NNW 
eo ecceccoceco oo 


co 


pound stanchions. Pa 
In ‘Root Work—Trusses and Purlins ... ates 
verage prices not for awkward work. 
sage diek ana te, 2 in. and { in. bolts average 
price London area 


aAoHwSacwoo 


Mito Steex Tupes 
hag tak to _ 1387—1957 and Pittings. Revised list prices and following 
go. eb dee. ahem ae ee AEs Gea onan Galvanised Tube— Malleable 
Be sec ela cs coe, hegeng ~ “that hae a ore ae . ss i a Over 1 ton W.L Pittin Fittings 
Note.—Breakage in transit, purchasers’ responsibility. Light —42% Light % ble List 
Medium 3618 = 389 Heavy —23%° —20%440% 
Softwood— Black— 


Joinery quality . um Alsded .. Ex Wharf per standard £110 to £135 i i 
Carcassing quality do. ” £92 — £95 i 0 “21% Heavy ~ 3S Mane so 
lin. —— and Grooved Flooring do. ve £106 0 0 y 


ascwoaa~an~ 


wr aio as SE —_— per ft. cube Delivered London per G1, HaPxouno . ' 
eee 10. 
a” fomik. = & ee ian oe a a 
do. Japanese S.E.... —... i wee. elle: ab at eat Oe toes 4/ 3/11 He 
English Logs sawn ,.. 0 i aes ae eek So age 4/5 1/7 
8 in. average S.B.... 44 i I eked ee 4/il 1/0 
African Logs sawn ... . in. Sige Tae eee a ae 5/4 2/2 











METALS—continued 


C.LO.G. Gutrers 
id yd. in 6-ft. lengths : Gutters 
in. Rifige Eee yeeens 
34 in. 
> in. 
in. 
rh 


Stop Ends 
1/3 


C.l. 
2 in. 
4 in. 
3 in. 
34 in. Sain Aaa bl adhe able eh: ene AM 
4 in. PE ORE OOO ARE em ORES. 
L.C.C. Coareo Son | 
2 in. V5 on EMS a the 
2} in. 
3 in. 
34 in. PS ie, ou EO ek oo ae rite 
4 in. ‘ as 14/9 
Above prices for gutters, rain-water and soil pipes for Site 5-cwt. lots 
only. Lots over 5 cwt. see List No. 3300, dated February 1, 1955, plus 
224% and tonnage allowance. 4-ton lots 5%, 2-ton lots 2} ye 
L.C.C. Coatep Dratn Pipes 
In 9-fts. : cwt. gt. Ib. per yd. = Branches 
OO eke. a as 1 17 35/ ; 23/9 42/- 
6 eras yi - ae Tape 51/7 63/9 101/- 


Aspestos RAIN-WATER Pires AND FITTINGS 
All less 174% discount. 


Pipes, 6-ft. lengths 
Shoes 


Single Branches... 
square or obtuse 


wer ssas 
“3 


Js 
_ 


2 in. 24 in. in. 4 in. 
-.. per yd. {7 oa / ’ 
. each / 3/3 / $/2 
v ‘ 5/6 
é 3/7 
Swan ee hee 43 in. proj. ~ 4/8 
do. 6in. do. oa / 5/2 


Aspestos O.G. GUTTERS AND FittinGs 


4 in. 
Gutters, 6-ft. een . per yd. 4/4 
Drop ends 
Stop ends 
Angles ... 
ea ae ear y, 
Union Clips... ... / / 2/6 

ASSESTOS HALe-RouND woe tap AND FITTINGS 
" 4 . in. 

Gutters, 6-ft. lengths per yd. /04 / 4/4} 
Drop ends «.. each 3/2 3/3 3/7 
Stopends ... ... 1/ j 1/3 
Angles bigs tS bee / / 3/10 
Nozzles NES aR j / 3/7 
Union Clips... —... / 1/7 


Per ton basis 
in London 
ee ees 
52 17 6 
47 8 O 
45 7 6 

Ex Merchant's 

Stock per ton 

Two-ton lots 

Soft Sheets C.R. and C.A.— és 
20 gauge... ie = gil Glee cor ae ech 62 7 
+f a Sik ae 2 91". Sale ac a a OR 64 17 


26 ga’ ae 67 17 
Galvanised Corrugated Sheets, 6 ft. to 9 ft. : 


gauge re. te he 69 3 
+ man OS See SS ee re eer ge 72 13 


26 77 «18 
Galvanised Flat Sheets C.R. and C.A. 
70 13 


74 
79 


lion—Staffordshire ee Merchant aaee 
Mild Steel Bars , 
Mild Steel Hoops 


coo coo aaa 


ja gaa AND ALUM NIUM ALLOYS 


Gest Bs 17 BS 1740 SIC 18 SWG (36 in. wide) .. .. per Ib. 
Sheet BS 1470 NS3 Utility 18 SWG (36 in. wide). - 
Coiled strip BS 1470 SIC 18 SWG (24 in. wide) . i 
Coiled strip BS 1470 NS3 Utility 18 SWG (24 in. 


wide) . 
Coiled strip for "flashing, 9947 x purity, 22 SWG 
(12 in wide) . rod 
ted sheet BS 1470 NSS Utility Circular 
AA abed yh. Lge per sheet 
sheet BS 1470 NSS Utility Industrial 
. 312 in. x 20 SWG a 
ted sheet BS 1470 a Utility Mansard 
'igie ec EIC simple r 
oe mouldin Ib, 
1476 EIC | in. diam. — Sa ash 
Extruded section BS 1476 HEIWP simple angle . a 
Extruded section BS 1476 HEIOWP | in. diam. round ox 
Tubing BS 1471 TIC 13 in. O/D x 20 SWG — ae 
Tubing BS 1471 HT10 P 14 in. O/DxSWG ... 


” 


o ° 


Sr=aan a 
epS=age 


La Ne ee 
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PLUMBERS BRASS WORK 
Delivered in London area. 
M.O.H 


All per dozen in. i in. lin. Ifin. Ipin. 2in. 
Screwdown bib cocks Crutch 
head for iron . ; 87/— 128/- - a 
Toilet bib cocks for iron 109/- 158/5 — — 
Screwdown stop cocks for iron 66/— 95/9 188/- 363, - 522/6 917/6 
do. with two unions for lead 89/—- 132/— 234/4 472/- 623/6 1,389/6 
a nut boiler screws ... 18/8 26/5 47/6 48/6 67/- 93/6 
timbers" unio ball valves ... 77/— 193/6 312/5 568/8 734/10 — 
Pines union —. ane to 
iron ; ... 19/6 23/6 38/6 52/10 70/6 165 
gies Ijin. 2in. Jin. 3$in. 4in. 
Caps and Screws.. we rae - 40/8 59/6 92/5 118/10 155/3 
Brass Sleeves Ayaan ® i 31/11 31/11 56/2 74/10 91/5 
“1bx x6 Ib. 14x6lb. 2x7lb. 3x7 Ib. 
Lead P. trap with brass clean- 
64/10 81/- 221/6 


Lead S. trap 286/3 


aye NER 129/6 

S. trap do. do. 78/6 97/3 159/6 

Solder : 
Plumbers’ 
Tinmen’s 
Blow pipe 


1 cwt. lots a, - 


’ ” ” ” 


397; - 


s. 
14 Ib. lots per Ib. 3 

"” ca 
os 3s 1 4 


" Copper Tuses AND SHEETS” ” 

Copper tubes BSS 659/1944 on the basic price of 29d. per Ib. plus gauge 

and manufacturing extras as follows. Minimum quantities, 10 cwt. 
Extra 


d. 
.x 19 gauge ; 
x19, 
. aoe 41 
+); so Ry a 40 
x18 ,, » nt 40 
in, x17 42 
Small Quantity extras 
10 cwts. to 5 cwts. 
5 cwts. to 2 cwts. 
2 cwts. to I cwt. 
Rolled Copper sheets wu to 48 in. wide, basic price 
plus gauge and manufacturing extras P 


d. 
Total per Ib. 42} 
thos st } 
4 
2 
t 


Approx. per ft. 


Z1N 
Sheet Zinc, 10 gauge (25 SWG), ‘S cwt. lots ae per cwt. 
12 gauge (23 SWG), ,, 
14 gauge (21 SWG). ” ~ 
Brass TusBes 
Brass tubes, basic pee, ms gauge and manufac- 
turing extras ‘i 


” ” ” 


” ” 


per Ib. 
LEAD SHEET & PIPES 


_ — mad in minimum 1-ton delivery to one address i 
Home Counties : 


Lead Sheet, English, 34 Ib. substance and upwards.. 
Water Pipe, in coils ... 

Lead Soil Pipe, 10 ft. or over 2 in. to 4 in. dia. 
* »  over4in.dia. ... . 
ue Gas or Untinned Compo pipe 

Extras over Basis for capmeennmay under | ton : 

5 cwt. and under 1 ton Scie phat 

3 cwt. do. 5 cwt. 

1 cwt. do. 3 cwt. 

Smaller quantities than 1 cwt. priced specially. 

Supplying sheet lead and lead pipe to less than basis 
weights and cutting to sizes less than basis charged 
extra according to current trade schedule. 

Allowance for Old Lead, collected, £64 Os. Od. per 
ton weighed at buyer’s works. 


per ton 


coo coocot 


PLASTER 


Coarse Pink in 1-ton loads and over delivered on site 
do. White do. do. do. 
Sirapite Coarse BSS 1191 Class C do. 
do. Fine do. do. 
do. Browning BSS. 1191 Class B do. 
do. Board Finish do. do. 
Blue Lias Lime, in 6-ton loads ... aha 
Hydrated Lime (Grey), in 6-ton loads. 
do. (White) do. 
Lump Lime (Grey) do. 
do. (White) do. 
White Keen's or Parian Cement, in 1- ton loads 
Pink Keen's or Parian Cment, in I-ton loads 
Granite Chips, in 6-ton loads esta ee 
Hair : 
Gypsum Plaster Lath or Base Board, "Qin. thick, 
{708 ae and over in one delivery. Delivered site 


os Tnsulating ‘do. “fin. thick, 600 yds. and 
1500 de in one delivery. Delivered site bs 
1 

Gypsum = Wall Boards, 3 and 4 ft. wide 6 to 
12 ft., } in. thick, _ _ over in one pica 
Delivered site ahs 


accoacocvrocoa® 


BN ——UNUNAUD Www Hwa 
- 


—So FY AAYWSD 


— 
— 


Insulating do. “Tin. ‘thick, 600 yds. and 
over in one delivery. —- site % 
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General Contractors 
for the erection of the 
Liverpool Corn Exchange 


and responsible for the construction 
of the Concrete Framework 


Architects 


Harold E. Davies & Son, 
9 Chapel Walks, 

South Chapel Street, 
Liverpool, 1. 


Consulting Engineers 


Scott, Wilson, 
Kirkpatrick & Pts., 
47 Victoria Street, 
London, S.W.1. 








HEAD OFFICE 


Dryden: Street, Liverpool, 5. 


TYSONS oon 


( CONTR ACTORS) LTD BUILDING PLANT YARD & WQRKSHOPS 


SAWMILL, KILNS & TIMBER SHEDS. 


ESTABLISHED 1820 . 
Paul Street & Oriel Street, 


Liverpool, 3. 











So easy to apply —looks wet wuen dry! 


Manderlac Alkyd Enamel dries quickly to a hard surface 
that stays bright, keeping its protective powers for years. 
It covers well even on sharp edges. 


March 20 195% 





Council offices take on a New Look 


A Lancashire firm was appointed to paint the offices of a Local 
Council. A well-known paint was specified for the private office 
and Manderlac for the main office. 

In the Painting Manager’s own words, “ the same conditions 
but an unbelievable difference. I knew Manderlac was good but 
I had no idea that it was so much better than other paints. I 
shall certainly use Manderlac whenever possible.” 


* Ask for further information on this superb Enamel to be sent to 
you immediately. 


MANDERLAC 


proved the best! 


MANDER BROTHERS LTD., DEPT. H 3, WOLVERHAMPTON Tel: WOLVERHAMPTON 20601 
Branches throughout the Country 
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PAINTS AND DISTEMPER 
Delivered London area. 
Ceiling Distemper... ... 0... oes eo = wees Pr Cwt. 
Washable Distemper > VOR Rae prsceaeags c ~ 
Gloss Paint «» per gal. 
Super Snowcem cement paint (in 1 ewt. drums) ... per cwt. 
LeaD PRODUCTS AND O1Ls 
Ground White Lead, in 1 cwt. kegs .. per cwt. 
Genuine White Lead Paint, 1-19 gal. lots in 1 gal. tins per gal. 
Genuine Red Lead, Dry, i cwt. keg (10 ton lots)... per cwt. 
do. do. do. (1 cwt. lots ... 
Genuine Linseed Oil Putty, 1 cwt. novell ee aa ae te 
Size XD quality 28 Ib. ; eee 
Raw Linseed Oil S or grams extra ... cos §=6oss OT Gal. 
il ( oO. eos ove ee 


” 


NAUW® ANU 


Boiled Linseed Oi 

SUNDRIES 
Turpentine substitute (5 gal.) drums extra 

do. do. (40 gal.) do. 

Solignum, Brown (5 gal. cans) Exterior 
Creosote (40 gal. barrels) . ; 
Paste Powder (1 Ib. packets) 
White Lining Paper ... 


VARNISHES, etc. 

Delivered London area. 

Oak Varnish, Outside or Inside ... 
Oak Pale Copal do. do. 
Hard Drying Oak for Inside 
Crystal Paper Varnish do. 
Eggshell Flat Varnish do. 
Finest Carriage Varnish 

Front Door Varnish... 

Japan Gold Size 

Black Japan 

Brunswick Black 

Berlin Black . 

Terebene ere noe) is 
Knotting (1 gal. bottles free) _... 
French and Brush Polish (do.) .. 


GLASS 
Delivered London area. 
18 oz. = Glass eee Glazing Qateses 


WOwWeas AoCononanc coon 


ecocoococec]e|coeooo 


“do. ‘do. do. 
do. do. do. 


do. do. do. 
# in. Rolled Plate ... Sait ens “ets 
% in. Rolled and Rough Cast 
2 in. do. do. 


re 





tin. Figured Rolled and Cathedral, Standard 
patterns— 


White Group1... ... ... ni ie ... per ft. sup. 


do. Group 2... 
do. Standard Tints ... 
do. Special Tints pa 
} in. Pinstripe, Hammerstripe, Reeded,  Reedlyte and 
Luminating Group 3 : 
4 in. Wired Cast al ‘ 
+ in. Georgian Wired Cast 
Hollow Glass Blocks— 
P.B.2 53 x ra x 3§ in. 
P.B.3 7 = x 3§ in. 
P.B.32 7 x 3§ in ; 
nae Caner Blocks | to match dha dh with— 


Ped -- se. 
P.B.32. ate 
é in. Polished Plate Glass, G.G. “quality— 
In plates not exceeding 2 ft. sup. ° 
” = re 5 ft. sup. 
” » ” 45 ft. sup. 
100 ft. sup. 
tin. Polished’ Plate, "extra sizes, i.e., plates exceeding 
100 ft. sup. or 160 in. one way or "96 in. both ways. 
G.G. quality—Not exceeding 135 ft. a or 240 in. 
one way or 130 in. both ways j 
Not exceeding 180 ft. sup. or do. 
Plates exceeding 180 ft. sup. prices on application. 
Substances other than } in. Polished Plate at Special Prices. 
gy Tariff—Sheet and Sundry Glass. 
The follo 


ann #F 


as 


AQAUuUs SIA UU 


. 


— 


Coon wo 


— 


Cveuewe AAS cow 


wing prices apply to minimum quantities of one size and one 
pattern delivered by the manufacturer to one site at one time. 


Minimum per ft. sup. 
s. d. 


Description of Glass quantity 
18 oz. sheet O.Q ; ai: Sueatlho-nies re adh 
24 oz. bdt'- vcptes, CARAT abs a 2,000 
es wad Seay ‘ wk E : 2,000 
32 0 pied Lr ; saci] ne 
ti in Rolled Plate |. 1,000 
in. Figured Rolled and Cathedral Standard 
Patterns, White Group 1 ‘ 
do. Group2 . 
tin. Pinstripe, Beodneration, Reeded, Luminating 
_ and Spotlyte Group 3 
. Rolled Plate or wy Cast 


do 
. Wired Cast, Hexagonal 
. Georgian Wired Cast 
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CURRENT RATES OF WAGES 


AS FROM FEBRUARY 2, 1959. 


Grade Classification 
raftsmen 
Labourers 


A Al 
4/9 4/84 
4/4 4/2 











Basford RD (ex. W 
by-on-the-Wolds Ai).. 
Basingstoke A 




















(Every endeavour is made to ensure accuracy but we cannot be responsible for errors.) 
KEY TO SCHEDULE OF GRADE RATES. Town 


6 
8 


of 


1k 
i 


i 
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CURRENT RATES OF WAGES—Continued 


Town Grade Town 


Pembrokeshire poseean Sutton Coldfield MB... 
Milford Haven) Al Swadlincote UD.... 


i 











Swanage District. 
Swansea 





Swinton UD 


Tamworth MB 

EE... bawwene vewese 
Tavistock ........+4. ope 
Tenterden.......... cove 
Pontypool & District . Teignmouth 

Perth District Tewkesbury ......... dé 
1 a 








North of to Billericay 
Tilbury 


Tring 

Trowbridge vesestbe cose A 
BUD cbc Ped danew ds a 
Tunbridge Wells 

Tynemouth CB 

Ulverston 

Verieaton ¢ Galop) 

Uttoxeter 

Uttoxeter up 


Wakefield CB .... 














Wellington U 
Wellin 


wyn 
Welwyn Garden City.... 
West Bromwich C 








Westmorland (except 
Kendal 





Wermouth (incl. Portland 
Bill, excl. Portland 

Whitby ‘ 

Whitby RD... 

Whi 





Workington 
Worksop MB 
Worthing 

Wrexham oe Cefn) . 




















~ dius is: C 
* For Rirkenhead, Liverpoo! and London the rates are:— Craftsmen 4s. 10}d. ; Labourers. 4s. 4d. pn the ee of Lenten Ga Se Rages ie dando re raftsmen 
@: 104. . Labourers, 40. 344. ¢ Plus 2d. per working day. ¢ This is the County rate and applies except where higher grades are ed. 


Nowe. Joiners providing t Ere Ot aden temic ok Geeemaiitiier Sule toe Wocbecthins Pettis One Magi: 
receive 2d per day ; SP Siee caiteond ch caver veins tears work, 4d. per day 


Waneate Rame—3s i Seuin romeo the country the rate of wages for women engaged in craft processes is 3s 10}d. per hour Women engaged on work other than 
craft processes, 3s. 6}d. per hour 


For Building Trade Wages in Scotland see page 574. 
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A COLLIERY 
WINDER 
TOWER 


This winder tower is about 
150 ft. high with columns at 60 ft. 
by 52 ft. centres. 





Welded girders up to |5 tons in 
weight are used in the winder floor 
and motor generator floor. 
High-strength bolting was used for 
site erection, thus saving time. 


The scotch derrick on the left is 


part of the contractor’s 
erection tackle. 


BRITISH CONSTRUCTIONAL 
STEELWORK ASSOCIATION 


Artillery House, Artillery Row 
Westminster a am bd 
London, S.W.1, England 
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FLOORING 


© with limitless opportunity 
for design 
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AMONG those concerned with flooring problems many have come to the conclusion that “Semastic” or “Vinylex”’ tiles 
are the most practical and economical solution to covering sub-floors in industrial or commercial premises, in public buildings, 


and often in private homes, whether over new floors or to make old floors like new. 


Tiles by Semtex provide ample opportunity for attractive designs, as the examples here show. They are quick to lay and 
immediately ready for use. This apart from other “user” considerations, such as the economy of longer wear; easy cleaning 


and maintenance; quiet, comfortable walking surfaces. 


SEMTEX, with over 25 branches, provides a complete laying service throughout the United Kingdom, including technical 
and design advice. There are also independent approved laying facilities in the majority of the principal towns. For full 


information write or telephone to the address below. 


Semastic Decorative and Vinylex Floor Tiles 
are among the range produced by 


Semtex 


@ THE COMPREHENSIVE FLOORING SERVICE 


SEMTEX LTD. A Dunlop Company, SEMTEX HOUSE, WELSH HARP, LONDON, NWg. Tel: HENdon 6543 





BOTH PRACTICAL 

AND DECORATIVE... 
The examples above show that 
Semtex flooring has been ac- 
cepted as the most practical and 
decorative solution to flooring 
problems, (left): Semastic 
Decorative Tiles at Lederle 
Laboratories Division, Cyana- 
mid of Great Britain Ltd., 
(right): Vinylex Tiles in a re- 
ception hall in Germany 


CFH @SE'SS 
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TECHNICAL 
REVIEW 


$71 


This Review of pliant, equipment and materiais—in most cases new or with 
new features—is intended to give brief details only of the products 
mentioned. Notices are based on data supplied b 
Additional information and prices can be obta 


the manufacturers. 
either direct or by 


a the prepaid Readers’ Service form which appears on page 47 
of this issue. The form can be used for more than one inquiry. 





AIR CONDITIONING 


DUAL DUCT AIR CONDITIONING: a high 
velocity dual duct single fan air conditioning 
system is a good all purpose type of plant. 
A central supply of both warm and cool air 
is conducted through two separate ducts to 
a mixing unit for each room. The total 
volume of air supplied to each room remains 
constant but the proportion of warm to cool 
air is adjusted by a valve controlled from a 
room thermostat. The use of high velocity 
air systems can effect economies in brilders’ 
costs, produce a more compact air distribu- 
tion system and give improved comfort con- 
ditions with individual room control without 
noise obtrusion. However, the initial cost 
of the system is high. Early discussions 
between architect and air conditioning engi- 
neer are esential to ensure that the fullest 
advantage is obtained and that it is applied 
to suitable buildings where its advantages 
wil] outweigh the higher cost. (Illustration.) 
Brightside Heating and Engineering Co., 
Lid., G.P.O. Box 118, 

Sheffield 1. 


CONTRACTOR’S PLANT 


‘ TRAKMAT’: consists of chestnut pales 
sandwiched between two layers of high ten- 
sile steel mesh and is a low-cost develop- 
ment of the material used to construct 
advanced airstrips in wartime. It will sup- 
port loads up to 10 tons when laid flat on 
very soft ground or sand, and will support a 
three-ton lorry across a narrow culvert. It 
may also be used for low-cost hardstandings 
which can be removed if necessary. Avail- 
able in two sizes—a 6 ft. 9 in. x 2 ft. 9 in. 
and a 12 ft. x 7 ft. section. Other size panels 
can be supplied. Once in position the units 
are joined by S-shaped steel clips. (Tllustra- 
tion.) 

Bracketing, Centering & Lathing, Ltd., 
Central-avenue, 
West Molesey, Surrey. 


The ‘ Mechavent 75 ’ extractor fan 
for domestic ventilation 


DOORS 


ROLLER SHUTTER AND SLIDE DOORS: based 
on a new interlocking slat which combines 
strength and _ rigidity with lightness. 
Normally the ends of the slats are protected 
by castings, but in order to obtain lightness 
and smoothness of action the new pressed- 
end locks are shaped to protect the edge of 
the curtain and are precisely aligned to 
avoid vibration. Made to standard sizes of 
7 ft. and 6 ft. 8 in. and 8 ft. and 6 ft. 8 in., 
but can be produced in sizes up to 20 ft. 
wide x 15 ft. high. The slats are either 
galvanised steel or high-strength aluminium 
alloy. The bottom bar of the curtain is 
made of aluminium alloy extrusion and gives 
easy access to movement af the curtain. 
Golmet Doors Ltd., 

Trecenydd, Caerphilly, Glamorgan. 


DRAINAGE 

PITCH FIBRE STOP END CAPs: for use with 
pitch fibre pipe drainage system will fit 4-in. 
and 6-in. internal diameter pipes and are 
designed for stopping off rodding branches 
and uncompleted runs; also as temporary 
stops during the testing of drainage systems. 
The caps, which have an integral precision- 
machined female taper, are driven onto the 
tapered spigots of branch pipes in the same 
way as a coupling, and form a completely 
water-tight joint. 
The Key Engineering Co., Ltd., 
Larkfield, Maidstone, Kent. 


HEATING 

THE ‘ VECTRON’ SPACE HEATER: a new free 
standing model of a semi-venturi type which 
blows the warm air through the heater with 
tremendous force without a fan. Cold air 
is drawn through the base of the heater and 
is accelerated internally. The fast moving 
air strikes the ceiling, circulates, cools, 
descends, and is recirculated through the 
heater. It is estimated that in an average 
room the air would circulate through the 
heater approximately two to three times per 
hour, Made from aluminium and stainless 
steel with a base of cast iron. If knocked 
over, a gravity switch cuts off the current. 
The electro-chemical dye finishing process 
gives a wide range of colours. The finish is 
resistant to scratches and corrosion. Easily 
transportable and completely silent in opera- 
tion. It may be run at 1 or 2kW. 
Thermain Domestic Appliances, Ltd., 
Tame-road, Witton, Birmingham, 6. 


VENTILATION 

* MECHAVENT 75° EXTRACTOR FAN: intended 
for installation in domestic kitchens, this 
one piece unit is complete with external auto- 
matic shutters, easily cleaned internal grille 
and rustproof steel wallbox. The unit, 
mounted in the wall without projections, 
uses very little power and will change the 
air in the average kitchen more than 14 
times per hour. May be connected to AC 
mains or power unit, requires no mainten- 
ance and is guaranteed for one year. 
Greenwood’s and Airvac Ventilating Co., 

Ltd., 
Beacon House, Kingsway, WC2. 


UNCLASSIFIED 


AIR ENTRAINMENT METER: aN instrument 
which will measure the air content in con- 
crete as a percentage, it consists of a rigid 
container which is filled with the sample of 
concrete. A conical shaped cover is clamped 
to the top of the container. In the centre of 
the cover is a vertical metal column housing 
a glass tube. Water is introduced into the 
instrument through the top of the column 
and the water level in the glass tube 
observed through a slot in the column and 
adjusted until it coincides with the zero mark 
on the scale engraved alongside the slot. The 
top of the column is then sealed with a 
screwed plug and through a valve fitted to 
the side of the pressure gauge housing, air 
is pumped into the instrument until the 
gauge registers a predetermined pressure. The 
air content is then indicated by the water 
level in the glass tube. 

Caplin Engineering Co., Ltd., 
Beconsfield-road, NW10. 


above : A close-up of a length of 
* Trakmat ' in use 


below : A view of part of a dual duct 
high velocity air condition installation 
with the false ceiling removed 





NEWS IN BRIEF 
Building Board ‘ Brains Trust’ 


R. ERIC BIRD, MBE, ARIBA, will act 
as chairman of a panel composed of 
Messrs. J. Gwyn Davies, E. P. Lawrence, 
Peter Matthews, ARIBA, and A. W. 
Vatcher, who will constitute a ‘ Brains Trust’ 
on Fibre Building Board organised by Fidor 
at the Building Centre, Store-street, WC1, on 
Tuesday next, March 24, at 5.45 p.m. 


Travelling Allowances, Birmingham 


The NJC for the Building Industry on 
January 14° decided to increase as from 
March 16 from 2d. to 4d, per day the special 
daily allowance payable under the Birming- 
ham Metropolitan Award, Ratification has 
since been declared by the adherent bodies. 


Building Workers’ Pay Increase 


The Builders’ Committee of the Ancillary 
Staffs Council have agreed that the rates of 
pay of building labourers, craftsmen, charge- 
hands and foremen at hospitals be increased 
by Id. an hour from February 2, last, and an 
increase in the plus rates paid to charge- 
hands and foremen of id. an hour with 
effect from the first full pay period following 
December 9, last. 


A Safety Guide 

Seven hundred civil engineering contrac- 
tors have received a Safety Guide setting out 
recommendations on those safety precau- 
tions shown to be the most important by a 
factual analysis of over 3,000 civil engineer- 
ing accidents. The guide, which has been 
issued by the Federation of Civil Engineering 
Contractors from Romney House, SW1, is 
in a handy pocket size and costs Is. 


Public Health Engineers’ Address 


Owing to demolition of the present build- 
ing at 118 Victoria-street, the offices of the 
Institution of Public Health Engineers will 
be vacated on March 23 next. Until new 
premises become available in mid-summer, 
the temporary address will be: c/o Portman 
Building Society, 39 Portman-square, Lon- 
don, WI (Phone: Welbeck 0981, Ext. 30). 


Brixton Old Boys’ Association 


The AGM and supper of the Brixton 
School of Building Old Boys’ Association is 
to take place at the Windsor Castle Restau- 
rant, Victoria, SW1 on Friday, April 3. The 
cost of the supper is 16s, 6d, and application 
for membership and for supper tickets 
should be made as soon as possible to the 
Hon. Secretary, L. Wilder, School of Build- 
ing, Ferndale-road, Brixton, SW4. The sup- 
per will be at 6 p.m. for 6.30 p.m. followed 
by the AGM and a general get-together. All 
past students will be welcomed into the 
Association, and it is hoped that prospective 
members will apply straight away and attend 
the supper and AGM. 


Councils and Apprenticeship 

While expressing their sympathy with the 
aims of the West Sussex Joint Apprentice- 
ship Committee, Worthing Rural Council 
has refused the latter's request that they 
should not accept tenders worth more than 
£1,000 from firms not employing the correct 


number of apprentices. The Council had 
been advised by the Rural District Council’s 
Association that it was not a matter with 
which local authorities should concern 
themselves as it was related to internal 
arrangements of the building industry. 


Thermal Insulation and Fires 


The introduction of the Thermal Insula- 
tion (Industrial Buildings) Act, 1957, has 
brought the subject of thermal insulation 
and the fire hazards involved into promi- 
nence, and the Fire Protection Association 
has accordingly issued a reprint of Fire 
Hazards Associated with the Thermal Insu- 
lation of Buildings, Technical Information 
Sheet No. 4002, which describes the impli- 
cations of numerous tests carried out in this 
field by the Joint Fire Research Organiza- 
tion. Special attention is paid to the restric- 
tions placed by the Act on the use of certain 
insulating materials which enhance the out- 
break and spread of fire. Copies and any 
further details from the Association at 31/45 
Gresham-street, London, EC2. 


USA Award to British Builders 


An award of merit in America’s 1958 
National Home Week has been received by 
the United States subsidiary of Wates Ltd., 
the British building and civil engineering 
contractors. The award was received for a 
six-roomed house with three bedrooms, 
which was designed by a New York archi- 
tect, Herman H. York. The house has an 
overall area of 1,845 ‘square feet. It is 
located at The Ridge, Woodbury, New York. 
Wates & Company were the only company 
in the New York area to receive an award 
in the competition, which was entered by 
more than 200 builders. The firm also is the 
only British company currently operating a 
house building programme in the United 
States. 


Attracting Light Industries 


At the annual meeting of Scarborough 
Building Trades Employers’ Association, 
held in the Salisbury Hotel on February 4, 
it was agreed that every effort must be made 
locally to attract light industries to absorb 
surplus labour in the Scarborough area. It 
was also reported that despite the continued 
shortage of skilled craftsmen in the industry 
over 10 per cent of all boys entering em- 
ployment were going into the building 
industry. Any increases in the number of 
apprentices would have to be coupled with 
better craft training facilities if current high 
standards were to be maintained and im- 
proved. Mr. T. Cockerill was re-elected 
president. 


Further Education Course 


A short Residential Course for Works and 
Plant Engineers organised by the Regional 
Councij for Further Education for the South 
West in conjunction with the National Indus- 
trial Fuel Efficiency Service and the Bristol 
Education Committee will be held at Wills 
Hall, University of Bristol on April 6, the 
course terminating on April 10. The fee for 
the course will be £12 12s. Applications and 
further inquiries from Mr. S. Brook at the 
Regional Council's headquarters in 12, Lower 
Castle-street, Bristol, 1. Further particulars, 
and application forms, are obtainable from 
Dr. H. J. Willavoys, College of Technology, 
Ashley Down, Bristol, 7. 
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TRADE NEWS 

Safety for Hire 

SCHEME whereby their stretcher / 

ladder first aid and rescue equipment 
may be hired has been introduced by J. 
Nesbit-Evans & Co., Ltd., St. Oswald’s-road, 
Gloucester. It is expected to appeal to 
voluntary bodies with limited capital and 
the hiring may last for any length of time. 
If required, 75 per cent of the fees may be 
counted towards the purchase price. 


‘The Municipal Architect’ 

This is the title of a new filmstrip by 
Educational Productions Ltd., East Ardsley, 
Wakefield, Yorkshire. It consists of 25 
photographs mainly following the progress 
of a school through all the stages from 
sketch design to finished building, 


Change of Direction 

Specifile Ltd., 131 High-street, Croydon, 
announce that Mr. John Brunton, ARIBA, a 
partner of the company’s consulting archi- 
tects, Brunton, Baden Hellard & Boobyer, 
has taken over the direction of their design 
department for the time being, and Mr. 
Maurice Frankling, formerly Design Direc 
tor, has retired from the board. 


COMPANY NEWS 


J. Hewitt & Son (Fenton) Ltd. have recom- 
mended the payment of a ordinary dividend of 
15 per cent (less tax) on the ordinary shares 
ie the aan for the year ended December 

birenitte Limited recommend the payment 
of a final dividend of 104 per cent (less tax) on 
the 1,900,800 ordinary shares of 5s. each, mak- 
ing, with the interim dividend of 7 per cent 
already paid, a total for the year of 174 per cent. 


PERSONAL COLUMN 


Following the recent announcement of the 
appointment of Mr. Ropert Jarvir as managing 
director of United Dominions Trust (Com- 
mercial) Ltd., further developments can now be 
reported. In future all the instalment credit 
business of the UDT Group in England, Scot- 
land and Wales will be handled by the 
Commercial company, whose board has been 
reconstituted. In addition to Mr. J. Gipson 
JaRvie as chairman and Mr. Ropert JARVIE as 
managing director, the board now includes three 
directors who are also on the board of the parent 
company, namely, Mr. D. CARMICHAEL, MR. 
P. M. Gray and Sir Brian MounTatn, Bt., and 
three executive directors, Mr. A. H. B. BANG- 
HAM, Mr. L. Rosemont and Mr. W. W. A. 
WALLACE. 

Mr. W. K. MansrFie_p has been appointed by 
the Croft Granite, Brick and Concrete Co., Ltd.. 
of Croft, near Leicester, as their technical repre- 
sentative in the Northern Counties. Mr. Mans- 
field will be operating from Main-st., Cayton, 
near Scarborough. 

Mr. J. Marspen, late of British Paints 
Ltd. of Newcastle-on- dui pe has joined Anti-Dust 
ror a Lid. as general sales manager in charge 

Mr. R. Crvor, President of North Ameri- 
can Asbestos Corporation of Chicago, American 
subsidiary of The Cape on Co., Ltd., 
has been elected President of Cape Asbestos 
ee Ltd. of Toronto, and Caposite Insula- 
tions of Sarnia, Canadian subsidiaries of 
Cape habeas. This election follows the death 
of Mr. L. W. Dennis, first President of Cape 
Asbestos (Canada), last summer. 

C.A.S. (Industrial eg pe ee Ltd. an- 
nounce a appointment of Horn 

. B. CasTLe to the Board. heen 

Horn and Castle have also become directors of 

C.A.S. (Contractors) Ltd., and i S. (Domestic 

nee greene Ltd. Mr. H. Howmes, 

onge wearer of C.AS. Ecesmiions Ltd., 

been elected to the Board of that 

company. Mr. C. A. SAMUELS remains chair- 

man and managing director of all three com- 
panies. 








March 20 1959 


Architects: Harrison & Cox, P./A.R.1.B.A. Contractors: Hinkins & Frewin, Oxford 


Over 1,330 sq. yds. of Marley floor tiles 
were used throughout the new 


Blessed Edmund Campion School at Iffiey, Oxford 


MARLEY 


SEVENOAKS KENT SEVENOAKS 5*255 - LONDON SHOWROOMS: 25] TOTTENHAM COURT ROAD - W.1 
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J your qutomstic 
_ front door receptionist 


SAYS STERDY PORTER 










“I don’t want to brag but you 

won’t find my equal anywhere. In flats, 

offices and converted houses I can deal diplomatically 
with front door callers 24 hours a day. At the push 
of a button I put each one through to the appropriate 
occupant’s telephone, admit them only when so 
desired and relock the door as they close it. 

That means no tiring journ¢ys up and down 

stairs for residents, no ‘gate crashers’ 

and no need for a Hali Porter. Small 

wonder I’m so popular with Architects 


and Builders everywhere.” 

“I'm available for outright 
purchase or on excellent rental 
terms—so write or phone 
today for full details.’’ 


STERDY TELEPHONES 
LIMITED 


(Incorporating W. C. Davey & Co.,) Queens House, 180-182, Tottenham}Court Road, London, W.1 Telephone: MUSeum 4414, 4415 and 6388 


DURIVE 


—2 great SUCCESS 
BITUMEN MACADAM 
IN BAGS! 


All over the country people are discovering how easy 
it is to lay their own drives and paths with Durive. 
Durive is so much quicker, easier and cleaner to use than 
old-fashioned methods. No mixing, heating or special 
equipment is required—you just tip it out of the bag, rake 
it level and roll it firm. The job is done! You can walk on it, 
drive a car on it as soon as it is laid! 














| AN IMPORTANT 

| DEVELOPMENT OF 

SPECIAL INTEREST 

| TO THE BUILDING AND 
HARDWARE TRADES 





Photograph of a drive laid with Durive and topped with Durite chippings 


3 The remarkable new American way. 


Durive forms a hard-wearing macadam surface with an 


for laying garden paths and drives attractive speckled finish and can be laid on any firm foun- 

%¢ Outdates all other methods dation or existing surface. 
Durive is the ideal material for all those building and repair 
*% Ideal for the man who does-it-himself jobs that require individual quantities of macadam in a 
Please write to us for further details: convenient and easily usable form. Durive can be stored 


KENT TARMACADAM CO. LTD under cover for several months. 


NEW DOVER ROAD - CANTERBURY: KENT Widely used in America, Durive was perfected in this country 
Telephone Canterbury 321! : , : 
A subsidiary of Robert Brett & Sons Ltd.—the manufacturers of Durite after intensive research and trials. 


See Durive at the Ideal Home Exhibition, Stand No 75 
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OVERSEAS BUILDING 


From Our Own Correspondents 

BRITISH COLUMBIA: John Laing and 
Son (Canada) Limited have been awarded 
the contract for the construction of the new 
Queensborough Bridge across the north arm 
of the Fraser River. The employing autho- 
rity is the New Westminster City Council. 
The main span over the river is 300 ft. long 
with two side spans of 136 ft. each. 


CANADA.—The report of the consulting , 


engineers, Sir Alexander Gibb and Partners, 
for the new Lakehead harbour terminal, has 
been received and accepted by the Canadian 
Works Department at Ottawa. The contract 
for this work will be let in the next few 
months. It is estimated that the totat cost 
of the development will be about $6,600,000 
plus $900,000 for a railway overpass....A 
contract worth $1,488,353 for 8.4 miles of 
Highway 401, Ontario, has been let to Peel 
Construction Company of Brampton.... A 
79-suite block of flats is planned for the 
south-east corner of Jameson-avenue and 
King-street West, Toronto. Ownerbuilder is 
Belmont Construction Co., Ltd... . Welling- 
ton Square, Ltd., a subsidiary of Webb and 
Knapp (Canada) Ltd., are to build a $10m. 
shopping centre in London, Ontario. The 
project will include accommodation for 
about 50 stores and two parking garages, 
and is scheduled for completion in the spring 
of 1960....An $18m. international highway 
has been proposed to link the main San Juan 
Islands with the mainland state of Washing- 
ton and Vancouver Island, British Columbia. 
.. Springfield, Nova Scotia, will be the site 
of the new penal institution to be constructed 
in the Maritime Provinces. . . . The 
Dominion Steel & Coal Corporation, in con- 
junction with Sogemines Ltd., Belgium, is 
to start construction of a new steel mill in 
the Province of Quebec, this summer..... 
The Canadian Department of Public Works 
are to construct two new parks at the Terra 
Nova National Park, Newfoundland, and 
the Revelstroke Parks in British Columbia. 
.. The Chenneii Construction Co. Ltd. has 
been awarded a $328,275 contract to surface 
21.5 miles of highway in Manitoba. ...The 
Canadian Construction Association estimate 
that $7 billion will be spent on construction 
this year....The Canadian Indian Affairs 
Department has agreed to construct dams 
and dikes in the Summerberry Marsh deve- 
lopment covering about Im. acres. It is 
anticipated that water control structures 
and excavation of channels will be 
finished within the thyee-year period 
of agreement....The final cost of the 
new harbour development at St. John’s, 
Newfoundland, will be in the neighbourhood 
of $12m....A modern $500,000 residential- 
type Home for Girls is to be constructed on 
a 15-acre site in West St. Paul, Manitoba, a 
suburb of Winnipeg. Architects are Smith, 
Carter, Searle and Associates, and the plans 
call for four 15-person cottages and a main 
administration building. Tenders will be 
called for shortly for a new barrack block; 
medical equipment depot; 500-men mess and 
a junior ranks’ club, at Camp Borden, 
Ontaria....A cantilever hangar; anti-corro- 
sion hangar, a pump house and reservoir are 
Edward Island....R. G. Johnson, President 
to be constructed at Summerside, Prince 
of Defence Construction, Limited, Ottawa, 


estimates that $180m. will be spent in 1959 
on construction work for the Department 
of National Defence. 


CHINESE REPU BLIC.—The construction 
of 72 stone and earth causeways is to be 
undertaken in the Pearl River Delta to 
improve agricultural production in the 
Kwangtung region.... The Cellulose Deve- 
lopment Corporation, Hatch End, Middlesex, 
has signed a contract with the China 
National Technical Import Corporation for 
the construction of a £250,000 pulp mill near 
Canton. 


HONG KONG.—The PWD have called 
for tenders for the construction of a gravity- 
type earth dam and diversion tunnel in con- 
nection with the $120m. reservoir to be built 
at Shek Pik on Lantao island. The dam will 
be 2,300 ft. long and 176 ft. high, faced with 
concrete slabs. Work is expected to start 
this summer and will take about four years 
to complete. Engineers are Messrs. Binnie, 
Deacon and Gourlay, of London. ...A poly- 
clinic, designed by Leigh and Orange (J. 
Howarth, ARIBA), is to be built at Sai Ying 
Pun, one of Hong Kong islands most densely 
populated areas. The estimated cost is about 
$4,500,000, the whole of which will be met 
by a grant from the Hong Kong Jockey 
Club. The building will be eight storeys high 
and, in addition to a large out-patients’ 
general clinic, it will contain three floors of 
specialised accommodation for the Univer- 
sity of Hong Kong, a dental clinic, social 
hygiene and dermatology rooms, X-ray unit 
and chest clinic, and a pathology laboratory. 

.. The China Products Company's premises 
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at 24 Des Voeux-road Central is to be rebuilt 
at, a cost of $3,722,000. The building 
designed by T. Lam, authorised architect, 
and owned by the Liu Cheong Hing Estate 
Co., will be 20 storeys high and contain 
Offices on all the upper floors. 

MALAYA.—The airport at Kuala Lumpur 
is to be improved at a cost of $15m. The 
existing 6,200 ft. runway will be extended 
to 9,000 ft. and widened for its full length. 
Night flying facilities will be installed and 
the present terminal building will be 
extended. 

SOUTHERN RHODESIA, — A contract 
for a housing scheme worth £500,000 at Que 
Que, has been signed between the munici- 
pality and Roberts Construction Co. (S.R.), 

.. The £400,000 contract for extending 
the Ambassador Hotel, Salisbury, has been 
won by John Laing and Son (Rhodesia). Part 
of the hotel is to be used by the Southern 
Rhodesia Government as offices, The exten- 
sions will carry the hotel to 19 floors, rising 
to 230 ft.... Building plans approved by the 
Salisbury City Council in 1958 sha ; a drop 
of about 40 per cent on previous peak years. 
There are, however, projects for considerable 
building activity in the future. These include 
the eventual completion of a £2m. general 
hospital; £500,000 worth of buildings for 
two building societies; the new £60,000 
Nestlé factory; another tobacco floor cost- 
ing £160,000; a central commercial building 
valued at £80,000; a store for a South Afri- 
can multiple concern costing £180,000; and 
£200,000 extensions to the Anglican Cathe- 
dral. The Rhodesian breweries are to build 
a £1,500,000 brewery....The Welkom 
(OFS) building industry has a programme of 
nearly £10m. to be completed in the next 
few years. Mining companies are to spend 
£2,500,000 on housing in the next two years. 
In addition work on the Provincial Hospital, 
to cost £600,000, is to be begun.... The 
government have passed plans for a £450,000 
Magistrate’s Court and an automatic tele- 
phone exchange building to cost £320,000. 


TRINIDAD.—The Minister of Housing 
and Local Government has announced plans 
to construct a further number of houses for 
rental at a cost of about $im. reports Bar- 
clays Bank DCO. 


Colonial Development Schemes 


GRANTS AND LOANS totalling over 
£1,100,000 were made in January under the 
Colonial Development and Welfare Acts. 
Public Works and Health schemes accounted 
for nearly two-thirds of this sum. Among 
the grants for these schemes was £218,190 to 
Uganda for improvements to major roads; 
£196,700 to Sierra Leone for the construc- 
tion of the Freetown to Bo road; £71,165 to 
St. Lucia for feeder roads; £36,818 to Basu- 
toland for the erection of a bridge over the 
Orangi River at Seaka; £7,500 to Somaliland 
for the widening of the Sheikh Pass; £79,963 
to British Guiana for the provision of cottage 
hospitals, health centres .and mortuaries; 
£62,230 to the University College of the West 
Indies for various construction works; and 
£26,000 to Sierra Leone for improvement 
and extension to the Connaught Hospital. 

Other grants included £21,900 to St. Lucia 
for the improvement and reconstruction of 
existing schools, a supplementary gram of 
£10,831 to Grenada for hurricane rehabilita- 
tion and £2,650 to Cyprus for aerial geo- 
physical surveys. 








SCOTTISH BUILDING 
TRADE WAGES 


OLLOWING are rates of wages 

authorised by the Scottish National 

Joint Council as from February 2, 1959. 

as ly to the whole of Scotland, 

including the islands of Orkney, 
Shetland, etc. 

Grade A: Craftsmen, 4s. 9d.; Labourers, 4s. 2}d. 


For apprentices, the rates are : 


Percentage of For a Cd 
Crafisman’s rate 44 hour 
$s 


ia 
50 
: 664 
ti 75 
For female labour, the rates are : 


Operatives on craft ~ epee ms end of 

probationary period) 

Operatives on labouring imitans cat 
end of probationary period) ... 
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Clean Air in Scotland 
COTTISH Local Authorities have been 
very slow in making use of their powers 
under the Clean Air Act, said Lord Forbes, 
Minister of State for Scotland in Edinburgh 
on March 6. He added that two authorities 
had established smoke control areas, two 
others had smoke control areas under con- 
sideration, and two more were considering 

putting forward proposals. 


Glasgow Development Application 

FOLLOWING the application by the House 
of Fraser to develop the St. Enoch-square / 
Argyle-street area of Glasgow, the Corpora- 
tion have received a similar application from 
the City Property Investment Trust Cor- 
poration, Glasgow. This is for permission to 
build shops, warehcuses and offices on the 
site; an area of about 10,000 sq. ft. The 
planning committee are to consider both 
applications, 


NEW BUILDINGS 


Fife.—Proposed modernisation and extensions 
to Ballingray sec. sch. Contractors complying 
with day release regulations. Al! trades. Apph- 
cations to County Clerk, Cupar. 

Glenrothes. lenrothes velopment Corp. 
received permission to erect five advance fac- 
tories designed primarily to meet the require- 
ments of small firms. 

Lossiemouth.—Moray and Nairn Education 
Committee approved erection of primary 
school. Est. cost £95,000. Also secondary 
school to have new hall and gymnasium at a 
cost of £20,000 

re. a poets a principle three 20- 


Paisley. 

s+ Pm wien Gl 4. 
ae ~ widen Glasgow-r 

Perth prone 


and CC.—Three approved 
schemes at a total cost of £522.600. The 
Southern School, Perth, to be adapted as a tem- 
aeey technical education centre (£25,000). New 
PS be added to County Offices at York-pl., 
(£203,100). Third project-—-permanent 
aoe education centre at Perth Old Academy 
(£294,500). 
Renfrew.—Three-storey £20,000 hotel to be 
built on site near Glasgow-rd. by Mr. E. 
Gardiner. 


FUTURE 


Full detaiis of Public 
found in the 
previous issues. 


CONTRACTS OPEN 


For some contracts still open but not included in 
this list, see previous issues. Those with an asterisk 
are advertised in this number. The latest date for 
the receipt of tenders or applications appears above 
each paragraph. A dagger (1) against the entry indi- 
cates that applications must be received by this Gate. 

MARCH 23 
+Stourport-on-Severn UDC.—104 dwellings 
with roads and services at Walshes Farm hous- 


img estate. C. 
MARCH 25 
*+Durham CC.—{a) Construction of lift well, 
and (b) provision and fixing electric goods lift 
at Bowes Museum, Barnard Castle. County A. 
MARCH 28 
*t+Essex CC.—{a) Chigwell Debden branch 
library, and (b) fire station at Canvey Island. 


County A. 
MARCH 31 

Durham CC.—One standard 
building at central repair depot. County E&S. 

*tFolkestone BC. “Pair of houses at Walton- 
rd. Boro’ E. Dep. £2 2s. 

*+Northampton Standing Joint Com.—Four 
-_—" houses at Rushden. County A. 

*tSouth Western Regional Hospital Bd.— 
Fixed price tenders for ward unit at Langdon 
extension. Dawlish, Devon. Secretary, 27 
Tyndalls Park-rd., Bristol 8. 

APRIL 1 
*+Southend-on-Sea CBC.—{a) Alterations and 
additions to Glenhurst Cottage to form new 
occupation centre at Southchurch-rd., and (b) 
old ple’s home at Whittingham-ave. Boro’ 
A. . £2 2s. each contract. 


Appointments open will be 
Advertisement pages of this and 


steel-framed 








Ensure 


BETTER QUALITY 
BRICKWORK 
by using 


‘BONDENN’ 


REINFORCEMENT 
* Increases resistance to load by 
68%. 


* Allows use of 4)” brickwork in 
place of unreinforced 9” walls. 


* Saves floor space, bricks, cement 
and labour. 


* Is hot spelter galvanised to resist 
moisture, 


Send for comprehensive technical information 


GALVO (Wire Netting) LTD. 


Coneygre Road, 
Tipton, Staffs. 
Telephone : Tipton 1191 
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CONSTRUCTION 


*+Wandsworth MBC.—Nine flats and three 
houses at Polworth-rd., Streatham. Boro’ E&A. 
APRIL 6 

*+Bristol City C.—Fixed price tenders for 
recreation and parade building at Redland 
police station. City A. Dep. £2 2s. 

*Hatfield RDC.—{a) 33 dwellings at Dellsome- 
la., North Mymms, and (b) 11 bungalows on 
four, sites at Hatfield. E&S. Dep. (a) £10 10s 

*Rugby BC.—34 ‘ Woolaway ’ 
site works, etc., at Perkins Grove, Abbotts 
Farm estate. Boro’ S. Dep. £2 2s. 

pton CBC.—New swimming baths 
at Western Esplanade. Boro’ A. Tenders by 
June 1. 

*Uttoxeter UDC.—Three aged persons’ bunga 
low and incidental ‘works at junction of Stafford 
rd. and Westlands-rd. S. Dep. £2. 

APRIL 7 

Belfast City C.—35 flats and maisonettes at 
Eglinton-st. Housing A., 97, Townsend-st., Bel- 
fast, Nl. Dep. £5. 

*tWest Sussex CC.—Three-storey extension to 
North East wing of County Hall. Chichester 
and erection of canteen kitchen and dining 
room. County A. 

APRIL 8 


*Salford City C.—Firm price tenders for care- 
taker’s house at Pendleton high sch. for girls. 
om Old-rd., Salford, 6. City E&S. Dep 
2 2s 

*Southend-on-Sea CBC.—Foundations to pre 
fabricated classrooms at mae high sch. for 
girls, Boston-ave. Boro’ A. 

*tSouthend-on-Sea CBC. -—Bathroom and w.c 
extensions and provision of hot water mete 
tions, etc., to 40 houses at Ruskin-ave. Boro’ A 


Dep. £2 
APRIL 9 

Cavan, RI, CC.—Aliterations and extensions 
and erection of staff living accommodation at 
Lisdarn hospital, Cavan. County Secretary 
Dep. £20. 

*Salford City C.—Firm price tenders 
public conveniences at Victoria bus siation. 
Chapel-st., Salford, 3. City E&S. Dep. £2 2s 

APRIL 10 

*Lymm UDC.—78 houses and flats at Whit 
barrow-rd. J. Mather & W. H. McAlister (A) 
84 Bridge-st., Warrington. Dep. £5 5s. 

APRIL 13 

Grimsby CBC.—Fixed price tenders for new 
weights and measures offices at King Edward 
st.:—({a) General building work, drainage, road 
works, etc.; (b) oil-fired heating installation: 
(c) electrical installation. Boro’ E&A. Dep 


2 each contract. 

*Oldham CBC.—Fixed price tenders for 24 
flats at Alt estate. QS: Cameron & Middleton, 
F/ARICS, 21 Queen-st.. Oldham. Dep. £2 2s 

*Sittingbourne and Milton UDC.—Fixed price 
tenders for (a) 48 houses, and (b) 40 houses at 
Canterbury-rd. housing estate. E&S. Dep. £3 3s 

*Wallasey CBC.—Alierations and extensions 
including new three-storey science block, with 
paths, roads, drainage, etc., at Wallasey Tech- 
nical College. Boro’ A. 

*Wallasey CBC.—({1) Changing room accom- 
modation at Lyncroft-rd., playing fields. (2) 
Nine flats at New-st. Boro’ A. 

*Wallasey CBC.—Changing room accommo- 
dation, etc., at Wallasey grammar sch. playing 
fields, Twickenham-drive. Leasowe. Boro’ A 

APRIL 14 


garages, with 


for 


*Basingstoke BC.—58 dwellings comprising 
two-storey flats, houses and bungalows, and 27 
garages at St. Peter’s+d. Boro’ A. Dep. £2 2s. 

APRIL 15 

*East Riding of Yorkshire CC.—F our-bay fire 
station, drill tower and station officer’s house at 
Bridlington. County A. Dep. 

*Rugby BC.—31 houses at 
estate. Boro’ S. Dep. £2 2s. 

APRIL 17 

*Chadderton UDC -—Extensions to 

Chadderton library. Ee. Dep. 2 
APRIL 20 

*Stepney MBC.—75 dwellings. 
housing scheme. Howes & Jackman (F), archi- 
tects, 1 Verulam-bidgs.. Grays Inn, WC1. Dep. 
£10 10s 


£2. 
Abbotts Farm 


South 


2 2s. 


Martineaw-st., 
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mi neces 4 PLASTICISER COSTS % 


Reed SSS. 





(Example: Net cost 4° per cwt. of mortar) 





te TEST IT YOURSELF - Send the 
Coupon NOW for FREE TESTING SAMPLE 





dc PROVE POSITIVELY its 
outstanding quality and 
amazing economy in use. 




















No. 230 No. 1010 No. G 12 Design B 


Finest because there is such an excellent range of more than 
forty designs to choose from, ready for delivery. Well-made 
doors, in traditional or contemporary designs and half-hour 
fire check flush doors. Wallboard, standard mouldings and 
mouldings of special section also promptly supplied. 

We offer a service as good as the doors themselves. A note 
on your trade card or letterhead will bring you our complete 
Illustrated Catalogue. 


MAIN DISTRIBUTORS OF ‘WEYROC’ AND ‘HARDEC’ | as To: ASSOCIATED BUILDING PRODUCTS LTD. 
memes NORTH MILLS, FROG ISLAND, LEICESTER 


a ke YC E WwW H IT a | THIS i. Telephone: Leicester 59696 


COUPON Send me free sample of DOUBLE STRENGTH F & E. 
AND COMPANY LIMITED MN Nanc 


LANGLEY, SLOUGH, BUCKS. _Tel.: Langley 232 | Raed ADDRESS 
Also at SOUTHAMPTON = BRISTOL - LONDON $< 
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A MULTI-PURPOSE MATERIAL 
strong, simple, economical 


FLOOR AND ROOF SLABS 


Hy-Rib is a combined centering and 
reinforcement that eliminates close- 
boarded shuttering and provides an 
excellent key for plaster on the soffit. 





ARCHED FLOORS 


Hy-Rib acts as permanent shuttering 
for bridge decking, warehouse floors 
and other industrial buildings ; and 
provides a key for rendering the soffit 
where this is required. 














PARTITIONS 


Hy-Rib with metal 
lathing plaster on each 
face offers a thin 
partition, free from 
cracks and highly fire- 
resistant, from floor to 
ceiling. Thinness and LONG-SPAN SUSPENDED CEILINGS 
fee ane make Hy-Rib with three coats of plaster gives an unbroken 
Hy-Rib especially ‘ - f 

: surface, accurate alignment and a high fire-resistance. 
suitable where space f : ae ‘ aes 
SE ae Hy-Rib makes possible curved ceilings with a minimum 
is limited, ; : 

of special framing. 








Plaster ceiling 








PRICES per sq. yd. 


24G 26G 28G Hy-Rib 
DELIVERED TO SITE IN . : : : 
ENGLAND, TLAN! Hy-Rib Hy-Rib Hy-Rib Lathing 


_— Over 750 sq. yds. | 10/3d. 8/10d. 7/744. 4/6d. 
a 100 to 750 sq. yds.} 10/5d. 9/- 7/94d. 4/7d. 
CHARGE FOR CURVED SHEETS == Under 100 sq. yds.}_ 10/7d. 9/2d. 7/114. 4/8d. 





























HY-RIB DIVISION Truscon Limited, 35-41 Lower Marsh, London SE1. Telephone: WATerloo 6922 


Also: Birmingham, Central 2345-6 - Bristol 21861 - Glasgow, Central 0157-8 - Liverpool, Central 5281-2 
Manchester, Trafford Park 2766 - York 24594 





THE BUILDER March 20 1959 


SERVICES, PAINTING, MATERIALS, ETC. 


APRIL 1 
*tSwansea CBC.—Elcctrical installation at 
new students’ hostel, Swansea Training College. 
Boro’ A. Dep. £2. 
APRIL 4 
*Wrexham UDC.—External painting of 140 
houses, six bungalows, two shops and 16 gar- 
ages at Rhosycoed, Trevor, and/or 99 houses, 
eight flats and four bungalows at Penycae and/ 
or 35 houses, four bungalows and two shops at 
Johnstown, Rhos, and/or 106 houses at Wheat- 
sheaf-la., Gwersyllt. E&S. 


APRIL li 

*Uxbridge BC.—External painting of :—(a) 
54 houses at Churchclose, Uxbridge; (b) 60 
houses at Uxbridge; (c) 53 houses at Hilling- 
don; (d) 106 houses at Hillingdon; (c) 150 
houses at Hillingdon; (f) 82 houses at Hilling- 
don, and (g) 74 houses at Harefield. One or 
more. Boro’ E&S and A. Dep. £2 2s. 


APRIL 13 

*Stepney MBC.—Sidney-st. housing scheme, 
comprising seven-storey block of 38 dwellings, 
five-storey block of 14 dwellings and three-storey 
block of 10 dwellings—{a) Heating, hot water 
and sanitary plumbing installation; (b) elec- 
trical installation; (c) two passenger lifts in 
seven-storey block; (d) lightning conductor in 
seven-storey block. Sydney Clough, Son & 
Ptnrs. (F/A), 39 Devonshire-st. W.1. Dep. 
£2s. 2s. 

*Wallasey CBC.—External painting of various 
schools. Boro’ A. 

*Welwyn Garden City UDC.—External re- 
decoration of (a) 93 dwellings and (b) 84 dwell- 
ings (either or both). Housing Mer. 


APRIL 20 
*Richmond (Surrey) BC.—External painting 
and minor repairs to 272 houses and 267 flats 
On various estates (five contracts). Boro’ E&S. 


NO DATE 
Durham CC.—Renewal of wood floors at 
South Moor Greenland county sch. C 
MUNICIPAL AND CIVIL ENGINEERING 
WORKS, ETC. 


MARCH 31 

East Suffolk CC.—Widening and realigning 
1,500 lin. yd. of Bungay-Beccles road, A.1116, 
from *‘ Watch House’ PH to Post Office at 
Mettingham, including short diversions, fencing, 
etc. County S. Dep. £5. 

Sevenoaks RDC.—Foul sewer consisting of 
2,070yd. of 18in., 1Sin. and Qin. dia. concrete 
tubes and 730 lin. yd. of 6in. dia. G.S. pipes, 
and SW sewer of 240yd. of 24in. O.G. con- 
crete tubes to serve LCC estates, Edenbridge, 
and sewer extension to Mowshurst. E&S. Dep. 
£2 2s. 

APRIL 1 

Braintree RDC.—1,000yd. of 6in. and Qin. 
dia. spun-iron water mains, etc., at Petches 
Bridge pumping station. Lemon & Blizard, 
Ccl’s. engrs., 59 Tufton-st.. SW1. Dep. £5 5s. 


APRIL 4 
Edmonton BC.—Fixed price tenders for:— 
(a) Silver-st. Sewer (foul water)—-4S0yd. of 21lin. 
dia. concrete pipes in section of North Circular- 
rd.; (b) Cemetery ditch (SW)—S40yd. of 48in. 
dia., 120yd. of 24im. dia. concrete pipes and 
30yd. inverting of existing culvert. Boro’ E&S. 


Dep. £2 2s. 
APRIL 6 

Haverfordwest RDC.—Hook drainage.—Sew- 
age disposal works and 3,580 lin. yd. of 6in. 
dia. stoneware sewers, with manholes and house 
connections. John Taylor & Sons, Ccl’s. constg. 
engrs., Artillery-hse., Artillery-row, SW1. 
£5. 

Long Eaton UDC.—990 lin. yd. of foul and 
SW sewers and 3,010 yd. super. of road founda- 
tions at Sawley housing site. E&S. 

Queensbury and Shelf UDC.—Fixed price 
tenders for concrete lining of part of mountain 
reservoir, mass concrete dividing walls and r.c. 
roof to give capacity of 800.000 galls., and 
700yd. of 3in. dia spun-iron main, etc. Arnold 
Brooksbank & Son, Ccl’s. constg. engrs., 48 
Sunbridge-+d., Bradford, 1. Dep. £5 5s. 

+Stevenage DC.—Civil engineering works in 

of £50,000 or over:—{1) Estate deve- 
lopment; (2) main drainage; (3) main roads; 
(4) water mains. Ch. E. 


APRIL 7 
Eston UDC.—Fixed price tenders for 


five 
miles of 18in. to 60in. dia. 


sewer (70Gyd. in 


heading), including trunk sewer and branch 
sewers intercepting existing sewerage syMem 
oy discharging to tidal outfall. E&S. Dep. 


5s 
APRIL 10 
Northfleet UDC.—Fixed price tenders for ex- 
tensions to sewage treatment works and 2,00)yd. 
of 5ft. dia. effluent outfall. E&S. Dep. £5 5s. 


APRIL 11 
Thetford BC.—Concrete service reservoir, 
capacity 600,000 galls., at Barrow Hill. Elliott 
& Brown, Ccl’s. constg. engrs., Stanley-hse., 
Pelham-rd., Nottingham. Dep. £5 5s. 


APRIL 13 

Flint, Connah’s Q: and Hawarden Joint 
Water Com.—Renewal of Halkyn main.— 
3,000yd. of 12in. dia. water main, etc. Ward, 
Ashcroft & Parkman, Com.’s constg. engrs.. 
38 The Temple, Dale-st., Liverpool. Dep. £3 3s. 

Helmsley RDC.—(1) Reconstruction of sewage 
disposal works and 300yd. of 12in. and 9in. 
CI and concrete pipe sewers, with manholes, 
etc. (2) Electrically operated pumping plant: 
(a) two pumping sets for tank effluent; (b) one 
pumping set for sludge. Arnold Brooksbank 
& Son, Ccl’s. constg. engrs., 48 Sunbridge-rd., 
Bradford, 1. Dep. £5 5s. each contract. 

_ Holland (Lincs) CC.—Half mile of new car- 
riageway adjacent to ‘ Ball House’ PH on route 
A.52. County S. Dep. £5. 

Holland (Lines.) CC.—New bridge, 84ft. long 
by 27ft. wide, with approaches, and demolition 
of existing Cuckoo bridge crossing North Drove 
drain, 24 miles SW of Spalding. County S. 


p. £5. 

Ipswich CBC.—Fixed price tenders for one 
mile of SW sewer, Princes-st. area. Boro’ 
E&S. Dep. £5 5s. 

Wareham and Purbeck RDC.—Two miles of 
3in. dia spun-iron water mains, with fittings, 
communication pipes, booster pump chamber, 
etc., at Cold Harbour, in Wareham St. Martin 
parish. E&S. Dep. £3 3s. 


APRIL 15 

Prescelly Water Bd.—Western Cleddau intake 
and pumping main and Bolton Beacon reservoir 
—8.500yd. of 18in. dia. steel main with Viking 
Johnson couplings, weir, river intake, screening 
chamber, pumphouse and 5 million galls. open 
r.c. reservoir. Ward, Ashcroft & Parkman, 
Bd’s. constg. engrs., 38 The Temple, Dale-st., 
Liverpool, 2. Dep. £5 Ss. 

Taunton RDC.—Fixed price tenders for (1) 
2,052 lin. yd. of 9in. spun-iron, concrete tube 
and glazed stoneware sewers, 2,650 lin. yd. of 
6in. spun-iron and glazed stoneware sewers, 442 


GALT-GLASS 


ROOF LIGHTS 
DOME LIGHTS 








eliminate 





QUICK AND EASY TO INSTALL 


DETAILS FROM : 


ALLAN BLUNN LTD 


29 CRAVEN STREET, LONDON W.C.2 
Telephone : WHitehall 8801-2-3 
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lin. yd. of 4in. spun-iron rising main, including 
laying under River Tone, a canal and main line 
railway, concrete tube manholes, pumping 
station, etc., at Creech St. Michael; and (2) 
2,356 lin. yd. of 6in. and Yin. glazed stoneware 
sewers, 100 lin. yd. of spun-iron pumping main, 
concrete tube manholes, pumping station, etc., 
at Ruishton. Harvey, McGill & Hayes, Ccl’s. 
constg. engrs.. 8 Richmond-rd., Exeter. Dep. 
£5 5s. each contract. 


APRIL 17 
Cannock RDC.—Fixed price tenders for sew- 
age disposal works at Coven. A. H. S. Waters 
& Ptnrs., constg. engrs., 25 Temple-row, Bir- 
mingham, 2. Dep. £5 5s. 


GENERAL BUILDING WORK 
(LONDON) 


Camberwell. — ScHoot ADapraTions. — The 
LCC Further Education Sub-Com. has approved 
a scheme for the first stage of proposed improve- 
ments at the Camberwell school of arts and 
crafts at an estimated cost of £10,500. The total 
cost of the necessary adaptations is estimated 
at £30,000. 

Deptford.—ScHoot IMPROVEMENTS. — The 
LCC School Planning Sub-Com. has approved 
proposals for the extension of a first floor class- 
room over a flat roof to provide a laboratory 
for advanced chemistry and the erection of a 
detached building to provide a geography room, 
stores and a classroom at Haberdasher’s Aske’s 
Hatcham (boys) school at an estimated cost of 
£13,000. 

Hornchurch —BUNGALOWs.—By-law and TP 
approval to Matthews & Pearce for 38 bunga- 
lows and layout of new streets leading from 
Lake-ave., Rainham. 

Hornchurch —Houses.—By-law and TP ap 
proval to Key (Upminster) Lid., for 13 houses 
at Esdaile-gdns., Cranham, and to Manber 
Building Co., Lid., for 65 houses at Vincent-rd., 
Orchard-ave. and Woodside-close, Rainham. 
The latter firm also received by-law approval 
for 10 houses at Lambsa. and The Glen, Rain- 


ham. 

Hornchurch —Hovuses.—The UDC proposes 
to build a further 46 houses at the Front-la. 
housing site. The Council's E&S is V. Williams, 
AMICE, MIMunE. 

Hornchurch —Houses.—The MH&LG has 
decided to permit the erection of nine houses 
at Rainham-rd., Rainham, for Mrs. E. Joseph. 

Paddington.—AprPoInTMENT.—The — Housing 
and TP Com. recommends the appointment of 
Andrew Roberts & Ptnrs., 17 Cromwell-pl., 
SW7, as quantity surveyors for John Aird Court 
Stage Il] housing scheme, which is now envi- 
saged as a 12-storey block of 48 flats. The 
Director of Housing and Boro’ Architect is 
W. H. Beesley (A), FRICS. 

St. Marylebone.—F.iats.—The Housing Com 
has approved a scheme for the development ot 
the Broadley-st./Penfold-st. site by 32 flats and 
recommends the appointment Gardiner & 
Theobald, 49 Bedfordsq., WCl, as quantity 
surveyors for the scheme. The arehitect is Sir 
Thomas Bennett, KBE, (F), 43 Bloomsbury-sq., 


wci. 

St. Marylebone.—Orrices AND GARAGES. — 
The MH&LG has Yay permission to 
Howard de Walden Estates, Ltd., for a_ six- 
storey building for use as professional offices, 
with five garages, on the site of 21 Devonshire- 

1., at the east corner of Marylebone-rd. and 
th ond High-st, 

St. Pancras.—O._p Peropie’s Fiats.—The 
Planning and Housing Development Com. has 
approved, for submission to the plannin 
authority, a proposal for 12 old people’s bed- 
sitting room flats in a two-storey block on a 
site at Varndell-st. previously reserved for a 
social centre. The architects are Davies, 
Arnold & Partners (F), 44 Lowndes-st., SW1. 

St. —APPOINTMENT.—The Planning 
and Housing Development Com. recommends 
the appointment of Waggett & Bradford, 25 
Victoria-st., SW1, as quantity surveyors for the 
proposed scheme of 20 old people's flatlets and 
a branch library at Oseney-cres. The architect 
is ee Sibthorp (F), AMTPI, 10 Manchester- 
ae Pancras.—APPOINTMENT.—The Planning 
and Housing Development Com. recommends the 
appointment of Bridgwater & Shepheard (F /A), 
42 Bruton-pl., Wi, as architects to prepare a 
sketch scheme for the redeve t of area 
*B’ of the Camden Town (No. 2) estate with a 
view to the immediate redevelopment for hous- 
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ing of the site of the Camden-st. mis- 

sion hall (recently damaged J fire) and the re- 

ee ee ee amden studios at 
rear. 

St. Pancras.—AvrpointTMent.—The Planni 
and Housing Devel —_ Com. ecmmauads 
the appointment of 
surveyors for 114 Unity 2 
at Dartmouth Park Hill and on aoe small 
sites. The Housing Manager is A. W. Davey, 
AIAS, ie 7 


St. Pancras.—Po tice Station.—The MBC has 
Fhe as freeholder, plans for the proposed 
new Albany-st. police station as submitted by 
the Receiver for the Metropolitan Police Dis- 
trict, The Chief Architect and Surveyor to the 
Metropolitan Police is J. Innes Elliott (A), New 
Scotland Yard, SWI. 

St. er AcquisiTion.—The LCC 
Housing oy ah to acquire areas and a 
site at $y or partial redevelopment in 
conjunction with a site. being acquired under 
eee powers, providing a total area, for 

ousing purposes, of 1.88 acres, on which 52 

can be erected. 

W; orth. — SUPPLIES Depor. — The 
Finance Com. of the LCC has submitted an 
estimate for 1959-60 of £150,000 for the erection, 
on the Camborne-rd. site, Kimber-rd., of a new 
supplies depot. The total cost of the work is 
estimated at £519,000. 


(PROVINCIAL) 


Birkenhead.—EC received Ministry Soper 
for alterations and additions to Park high sch 
for girls, £73,815 est.—BC approved scheme for 
reconstruction of Argyle-st. baths.—Proposes 
eight-storey flats on Tranmere Depot site. 
Co. Durham.—J. E. Myers, 20 Finkle- 
, Stockton-on-Tees, appointed QS by Durham 
CC for proposed mod. sch. County A: G. R 
Clayton (F), South-st., Durham. 
Brighton.—Marsden (Kent), Lid., Orpington, 
= pose votes baildieg 10 or 11-storey block 0: luxury 
ts, with bars and restaurants below, on site of 
Albemarle hotel. 50,000 est. 
Baxton.—Plans submitted to BC :—Extensions 
and adaptations at Kents Bank sec. mod. sch. 


r & Son as quantity 
cal Reema dwellings 


for boys for Derbys. CC.—Industrial —- 


ment at Hardwick-sq. South for Otter Contr 
Lid.—Industrial and residential development at 
Grin Quarry for F. Eve, Lid. i ae en 
bap om ret at Manchester-rd. for F. Allcock 
S 
Cartlisie.—Plans erent for 44 houses and 
18 bungalows nr. Iston-rd. and Langrigg-rd. 
for John Twiname, Ltd., builders, Brigham, 
Cumberland. A: Oldfield, Simpson & Saul (L), 
os Provincial Bank-chbrs., Workington. 
Carlisle.—City C to 7 out improvements 
to west bay at Market Hall. £25,000 est. City 
E: L. J. A. Stow, 18 Fisher-st., Carlisle. 
Chesterfield —MoW proposes commencing 
work in autumn on new telephone exchange at 
Saltergate, £160.000 est—TC to erect 300 houses 
in 1959 programme, first 60 to be put out to 
tender and second 60 to be allocated to direct 
labour——The Dee Lea Colliery Co., Lid., pro- 
pose residential development south of Dukes- 


dr., Newbold. 

Chesterfield —RDC approved erection of 
workshop, lecture room and records office at 
Area Workshops, Old Peveril-rd., Duckmanton, 
for National Coal Bd. 

Clowre.—RDC to erect 12 bungalows at Park 
View and 16 houses at New-st. area, Bakestone 
Moor, Whitwell. A: J. Haslam & Sons, Ryton- 
ber tant peace peor ww 

—TC proposes further 2 
Ellesmere-ave. 

Felling, Co. Durham.—R. Burke (L), 10 
Lambton-rd., Jesmond, Newcastle-on-Tyne, is A 
for proposed RC sch. at Colegate, Leam-la. 
estate. 


2 bungalows at 


——Cackett, Burns Dick & McKellar 

pe pos Ellison-pl., Newcastle-on-Tyne, are pre- 

g plans to extend by 15,000 sq. ft. Bur- 

gess y Proderts’ factory at Team Valley Trading 
te. No contracts let. 

Yorks.—UDC seeks loan sanc- 
tion for re 795 for housing scheme at Hutton- 
ja. S: A. T. Pallister. 

Essex.—Whitlock Bros., Ltd., re- 
ceived planning a for factory exten- 
sions covering 50000 sq. ft. with additional 
access road, on their 30-acre site at Yeldham. 
Firms’ own plans. 

Havant and Waterloo.—-S.E. Hants Area 
Planning Com. recommended County Planning 
Com. to give outline permission to application 


from Grenfield, Ltd., for 20 houses, 52 bunga- 
lows, one shop, 8 flats, and 77 garages, off Red- 
lands-la. Emsworth. 

Jarrow.—TC plans 500 houses in Boldon over- 
spill area——MH&LG approved Ccl's. plans for 
20 houses at Shakespeare-st. and 83 in Stead-st. 
redevelo mt area. Boro’ E: H. W. T. Perkins, 
Town ll, Jarrow. 

~—TC to negotiate tender with 
G. Wimpey & Co., Lid., London, for 125 dwell- 
at Habberley estate. , 

Pedi mpmat Authorities propose new sec. 
sch. in 1960 programme and Lancs. EC pro- 
pose new county sch. at Torrisholme. 

Leigh.—Lancs. CC approved erection of 
kitchen, small hall and nee room at CofE sec. 
sch., £13,814 est. 

-—TC approved Pas” for aged 
persons’ hostels in garden Sarah Laski 
Children’s Home, Ce Crumpsall, for 
Manchester Jewish Board of Guardians. Plans 
by P. R. Nuttall (A), 5 Hawks-gro., Rawtenstall. 

go purchased Hippodrome, Cecil- 
sq. and bombed Regal cinema site for redevelop- 
ment in connection with proposed new town 
hall and municipal offices. 

North Shields.—-G. H. Gray & Ptnrs. (F/A), 
Portland-terr., Newcastle-on-Tyne, are A for 
factory extensions (13,500 sq. ft.) for Torday, 
Ltd., electro-platers. No contracts let—Hastie 
D. Burton, Lid., builders, to rebuild their 
premises between King-st. and Queen-st. which 
were recently destroyed by fire-—J. H. Rogers, 
builder, Regent-terr., North Shields, to build 
houses and bungalows on site of former pitheap 
at Tudor éstate. 

Northants.—CC approved erection of hall, 
classroom, staff room and lavatories at Brig- 
stock, Latham’s Charity sch., £15,000 est.: hall 
and classroom at Corby, Studfall county infants’ 
sch., £12,500 est.: hall, two classrooms, staff 
room and lavatories at Dunston CofE sch., 
£20 000 est. 

Northumberland.—CC to proceed with 
£286.000 scheme for new road between Bebside 
and Sleekburn, and bridge over River Blyth. 
Road, about 14 miles long, will be built by 
direct labour, but tenders will be obtained for 
bridge scheme. County S: G. Sage Phoenix- 
hse., Queen-st., Newcastle-on-Tyne. 

Nottingham.—TC proposes new hostel at 
Clifton estate, £56,102 est. 

Oxford.—Oxford University Congregation 
proposes extensions to Dept. of Education to 
accommodate 70 more students and transfer 
of Institute of Education to new site at Norham- 

s. 


MAKE AND KEEP 
cee nam 


WITH HIGH SILICONEM/CONTENT 


Penetrex 93 


This highly efficient Water Repellent 
is quicklyand easily brushed or sprayed 
on to stone, brick, or any of the usual 
materials. Coverage of up to 270 sq. ft. 
tothe gallon, depending on 

of the surface. Sizes from Pint Tins to 
5-Gallon Drums, PENETREX is a clear 
colourless liquid, or cannow be had in 
12 pleasing colours for treating very 

porous surfaces. Ask your or 
write to mfrs, F.A.WINTERBURN LTD. 
Holborn Street, Leeds,6. Phone 25692 
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Ramsgate.—TC approved erection of 28 bed 
Sitting-room flats in blocks of four on land at 
top of St. ; and ys Og 

—Nelbarden Mfg. Co., Lid., 
wich, received MH&LG approval for a oe 
on site of old greyhound stadium at Newington. 

Rochdale-—RC Authorities propose new sec. 
sch. at Shawclough and new prim. sch. in New- 
bold area. 

Southampton.—BC recommended that No. 19 
Winn-rd. be converted to old people’s home, 
£15,000-£20,000 est. 

e-on-Trent.—Licensing Justices approved 

~e for new PHs at Dividy-rd., Bucknall, for 
orthington & Co., Lid., and at Pound-gdns., 
Norton-in-the-Moors for Ind Coope & Co., Lid. 

Sunderland.—Quantities in hand for six shops 
and flats at Ravenscourt-rd., Hylton Red House 
estate for TC. Boro’ A: H. C. Bishop (A), 
Grange-hse., Stockton-rd., Sunderland. 

Sunderland.—TC received sanction to borrow 
£167,574 for site preparation works on Town 
End Farm estate. 

Sutton Coldfield.—Executive of Latter Day 
Saints proposes new church at Carsic estate. 

Thornbury, Glos.—Central Electricity Gene- 
rating Bd. to start work in September on new 
research centre adjoining Berkeley nuclear 
power station, £lm est. 

Warrington.—Co-operative Socy., Ltd., pro- 
poses new office accommodation and Co-opera- 
tive Hall in former Winwick-rd. bakery. 

West Hartiepool.—TC has decided that three- 
storey blocks of flats, maisonettes and old peo- 
ple’s bungalows should be built in Hilda-st. and 
Burnbank-st. redevelopment area, instead of 
terrace houses, as previously proposed. Boro’ 
A: A. G. Sinclair (A), Municipal-bldgs., West 
Hartlepool. 

West Hartlepool._-TC to sell 3,300 sq. yds 
of land at junction of Burn-rd. and Whitby. st. 
to Readymixed Concrete, Ltd., for readymixed 
conarete production centre—George Wimpey 
& Co., Lid., Orchard-hse., Fenwick-terr., New- 
castle-on-Tyne, to carry out housing develop- 
ments on 13 acres of land at West Park.—Taylor 
& Evans, builders, Elwick-rd., West Hartlepool. 
to erect 30 houses at Eldon estate, and plans 
approved.—Cairns & Byles, 8 Osborne-rd., New- 
castle-on-Tyne, appointed constg. engrs., for 
heating and lighting work in connection with 
welfare hostel at Owton Manor estate. Boro’ 
A: A. G. Sinclair. Tenders expected in autumn. 
—The British Transport Commission to spend 
£102,000 on flood prevention works in Old 
Town area. Work will be done in two stages. 

£48 000 and £54,000 est. 

Wolverhampton.—BC approved 
119 dwellings at Wright-st. 


TENDERS 


* Denotes accepted 

+ Denotes provisionally accepted. 

t Denotes recommended for acceptance. 

§ Denotes accepted subject to modification 

€ Denotes accepted by H.M. Government Depart- 
ments. 

Amersham, Bucks.—New Chalfont St. Peter 
county sec. sch. for Buckinghamshire CC. 
County A: F. B. Pooley (F), FRICS, AMTPI. 
*E. S. Gates, Ltd., Amersham, Bucks. £86,000. 

Arnold.—30 houses at Sherbrook estate for 
UDC. E&S: L. H. Roxby, AMICE, MIMunE. 
QS: Herbert J. Turner, Nottingham. Brailsford 
& Pigott (Builders), Ltd., £44,869; G. Foster. 
£44,173; H. Parkinson & Son, Ltd., £43,652; 
Herbert Baggaley, Ltd., £43,409; C. A. Warden, 
£42.413; G. Shipman & Son, Ltd., £42,250: 
J. Searson, Ltd., £42,127; Rostance (Builders). 
Ltd., £42,111; Adam Eastwood & Sons, Ltd.. 
£42,039; *Arthur G. Clower, Ltd., Daybrook. 
Notts, £40,770. 

Ashton-under-Lyne.—Fixed price tenders for 
106. houses at Lords’ Field Estate for BC. Boro’ 
E&S: Allen Fisher, MiMunE. QS: Harry 
Eaton, ALIAS, 134, Deansgate, Manchester, 3. 
*Direct labour. £150,000 (approx.). 

-on-Tees.—Erection of infants’ sch. 
at Low Grange, Billingham, for Durham CC. 
County A: G. R. Clayton (F), South-st., Dur- 
ham, *J. W. Henderson & Co. (Stockton), Ltd.. 
Church-rd., Stockton-on-Tees. £47,180 

—Following for EC: Erection of 
Wychbold mixed tech. sch. *Frank Davis 
(Builders), Ltd, College-rd., Birmingham. 
£218,452.—Erection of Ladywood E im. jun. sch. 
*Ww. & J. Webb. Ltd., 257 Great King-st., Birm- 
ingham. £75,900.—Erection of Firs infants’ sch. 
*John Dallow & Sons, Ltd., John-st., Black- 
heath. £34,672. 
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BUILDERS SINCE 1786 


Y. J. LOVELL & SON LTD. 


Chartered Architects: John Grey & Partner. 





Development at Roscoe St., E.C.1, for the Peabody Donation Fund. 


LONDON OFFICE: 4 ENDSLEIGH GARDENS, W.C.1 


GERRARDS CROSS, MARLOW, HIGH WYCOMBE, BEACONSFIELD, HORSHAM, EAST GRINSTEAD, EASTBOURNE, BURY 








UP-and- OVER 


GARAGE DOORS 


lasily 
Weaned 


Luxury doors at. 
‘the RIGHT PRICE! 


* For new garages, ; *Fitting can be ,» * We supply fittings 
or makingold ones | used with metal | separately or metal 
up-to-date doors or timber doors with fittings 


... DICKINSON “CHANNEL” — 
tough rubber—MATTING for in- 
stallation in the ‘‘heavy-wear’’ 
areas in public and commercial 
buildings, because it gives the 
maximum wear-resistance, and 
unfailing trouble-free service. 


..» DICKINSON ““CHANNEL’’— 
tough rubber—MATTING for the 
ease with which it can be cleaned, 
thus reducing labour costs. 


.- +. DICKINSON “CHANNEL’’— 
tough rubber—MATTING because 
it solves satisfactorily many of 
their floor covering problems. 
It can meet your problems too! 
Why not, write for particulars 
NOW? 


‘DICKINSON’ 
Way “74772009 4 


GEORGE DICKINSON &@ CO. LTD. 
CALABRIA ROAD, LONDON, N.5. 
Telephone: CANONBURY 3510/4546 








FE DUM PERS 


MAKE EVERY LOAD PAY! 


G.F. Dumpers — the Go Faster Dumpers — have everything 
you want and more! That’s why you'll find them doing 
their job so efficiently under any conditions. G.F. Dumpers have 
speed, stamina and the kind of efficiency that brings bigger profits. 
Have one on 7 days FREE trial, without obligation, and see for yourself. 


Acknowledgements to Messrs. C. P. Unwin and Sons Ltd., Tiverton, Devon. 





HERE IS EVERY FEATURE YOU NEED! | AND THE RIGHT PRICE 
REAR WHEEL DRIVE FOR CONSTANT TRACTIVE POWER FOR CASH. H.P. OR HIRE! 
Weight of engine, gearbox, transmission and driver is carried by the Atay 
driving wheels thus giving full traction with hopper loaded or empty. 4 ton Petter £342, } ton Lister £384 
SPEEDY OPERATION Petter £375 


The new transmission system gives a certain journey out and top TRY ONE FOR YOURSELF FOR 
speed back every time. 

SIMPLICITY OF CONTROL SEVEN DAYS ENTIRELY FREE 
Reliable steering gear means that the driver can’t overslew. Single WITHOUT OBLIGATION. 


nym simplicity of operation. Restyled guarding For full details, contact your Winget 
STAMINA : representative or depot. 


Strong all-welded chassis fabricated from channel and angle sections. 


Built for long-life toughness. 
se inge 
Belt drive gives flexibility and an insurance against shock-loads. 


Salisbury hypoid rear axle. Pivoting front axle carried on Harrisflex 


flexible mounting allowing four wheel grip under rough site WINGET LTD - ROCHESTER - KENT 
conditions. Powered by Petter or Lister Diesel engines. Telephone: Strood, Kent 7276 (5 lines) 
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Bolton.—Block of shops at Newport-st. 
Ravenseft Properties, Ltd. A: Messrs. Lionel 
H. Fewster & Ptnrs., 22 Conduit-st.. Wl. *John 
Dickinson & Co., Ltd,, Fairclough-st., Bolton. 
_Carlisie.—86 houses, four bungalows and 
eight flats at Morton estate for City C. City S: 
L. J. A. Stow, AMICE, MIMunE. fJohn Laing 
& Son, Lid., Carlisle. ‘£117, 751. 

Chatham. —i2 flats at Ordnance-st., 12 flats at 
Hardstown for BC. Boro’ E&S: J. A. T. 
Richards, FIAS, MinstHE. QS: Rider Hunt & 
Ptnrs., Gillingham. *C. J. Howard & Son, Ltd., 
272a High-st., ee £38,241. ; 

Coventry.—Block in middle precincts of 
Civic Centre, with ‘ani on ground floor and 
offices above, incorporating ballroom for lease 
to Mecca Dancin Lid., ae at et ee 
restaurant, etc. Ci J. Ling (F), MTPI. 
*George er & Co. Litd., Hammersmith- 
gro., W6. £204,209. 

Crewe.—Fixed price tenders for 20 flats and 
40 ma ty, at Marshfield Bank estate for BC. 
Boro’ S: F. Merrill, AMICE. *Direct labour. 


3318. 

Daventry.—8 houses and 4 bungalows at 
Byfield and 6 houses at Kilby for RDC. 
*Haynes & Sons (Daventry), Lid. 

Dorking.—32 dwellings at Goodwyns estate 
on UDC. *Walker (Tooting) Ltd. £55,519. 
Co. Durham.—59 maisonettes in 
Walenta. redevelopment area for UDC. S: 
R. Morton. *Jobn Clark & Son, Ltd., Gregson- 
terr., Seaham. 

Felling, Co. Durham.—New mod. sch. at 
Leama. for Durham CC. A: Messrs. C. S. 
Errington, 46 Grainger-st., New -Tyne. 
*D. Glen, Ltd., . Albert-rd., Jarrow-on-Tyne. 
£174,477. 

Gateshead.—Factory —— (14,000 sq. ft.) 
for Perga Cartons, Ltd,, Team Valley trading 
estate. Plans by North-Eastern Trading Estates, 
Ltd. *A. Monk & Co., Warrington. 

Gosport.—F ive-storey block of 11 flats and 
maisonettes in ‘ No Fines’ construction (includ- 
ing abnormal foundations) at Portland-pl. for 
BC. {George Wimpey & Co., Lid. £19,998. 
(Fixed price tender.) 

Hampstead.—Conversion of 116 Fitzjohn’s- 
ave., NW3, into 38 dwellings for BC. Housing 

: C. E. Jacob (A). QS: A. E. Thornton-Firkin 
& Ptnrs., 17 Fitzhardinge-st. Wl. {Poolman 
(Builders), Lid., Sutherland-hse., Edgware-rd., 
NW9. £44,039. 

Ilford.—Roding Valley mid-level sewer for 
BC. Boro’ E: H. J. Mulder, MICE... *Percy 
Bilton, Lid., Park-la., W.1. £99,787. 

Ipswich —Reinstateméent of war damage and 


additional accommodation at Nacton-rd. sec. 
mod, girls’ sch. for TC. {George A. Kenney & 


for 


Son, Ltd.. Ipswich. £25,943. 
Liskeard.—8 |! dwellings and nine garages at 
Lake-la. for BC. Boro’ S: R. C. Sanderson. 


: G.R. Bg ee Ellis, Trehawke-hse., 
H. Snellgrove & Ptnrs., 5 Port- 
land-sq., Plymouth. C, Bryant & Son, Ltd., 
£159,559; Aubrey Long, Ltd., £159,376; John 
Garrett & Son, Ltd., £158,122; Dudley Coles, 
Ltd., £154,350; Gray, Conoley & Co., Lid., 
£149.097; Staverton Builders, Ltd., £143,523; 
E.B.C. & Sleeman, Ltd, £140,589; J. W. 
Spencer, Lid,, £139,149; *Selleck, Nicholls & 
Co., St. Austell. £139,105. 

GLondon (Air Ministry)—New works con- 
tracts to value of £500 or over for week ended 
March 13:—Building work: Chicksands, Beds., 
Robert Marriott, Ltd., Midland Works, Rush- 
den, Northants. Artificers’ works: Stafford, etc., 
Staffs., Lewis & Watters, Lid., Lillington, Leam- 
ington Spa, Warwicks.; Exeter, etc., Devon, 
Devon Contractors, Ltd’; Venny Bridge, Whip- 
ton, Exeter ; A ve, etc., Northern Ireland, 


F. Parkinson, Mowbray-dr., ‘Blackpool, 
ones. Roofing work (refelting): Boscombe 
Wilts., Macartney, Ltd., Birkett-hse., 27 


aaa ™! 4% 

London (British Railways).—New contracts 
placed by Western Region :—Colston Electrical 
Co., Ltd., 39 Buller-rd., Exeter, for supply, a 
stallation, testing, connecting and settin: 
work of electric lighting facilities, etc., at a. 

lington, Somt. station and yard. Fisher & & Lud- 
low, Ltd., Bordesley Works, Birmingham, 12, for 
supply and erection of overhead stora plat- 
form and m type steel shelving at ‘ R° stores, 
carriage and wagon works, Swindon.—Fuel Fur- 
naces, Ltd., Great Bar, Birmingham, 22a, for 
and ‘erection of two quenching machines, 


one charging machine and one oil cooler at case 
Y oe. locomotive works, Swindon.— 
A ‘oles (Contractors), Ltd., Sutton-rd., 


Plymouth, for earthworks, inspection pits, 
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drainage and fuel storage in connection with 
fuelling and inspection facilities for i 
working at running and maintenance depot, 
Newton Abbot. (Contract No, 1.)}—Nott, Brodie 
& Co., Ltd. Sheene-rd. Works, Malago-vale, 
Bristol 3, for construction of storage Set. 
examination pit, amenities block and draina; 
connection with fuelling facilities for Di 
cars at Westbury, Wilts—Cowans, Sheldon & 
Co., Ltd. St. Nicholas Works, Carlisle, for 
supply and erection of one 2-ton electrically 
operated capstan at Merthyr (Plymouth-st.) 
seer depot :—Lorne, Stewart (Heating), Lid., 
mpire-way, Wembley, Middx., for supply and 
installation of water mains at Margam marshall- 
ing yard, Port Talbot.—Stone & Co. (Bristol), 
Litd., Redland-rd., Bristol 6, for construction of 
warehouse, messroom and offices at Avonside 


Wharf, Bristol. 
London (British Railways).—Contracts placed 
:—Siemens and General Elec- 


rail 


by Eastern Region 
tric Railway Signal Co., Lid, East-la., Wembley, 
for supply and installation of signalling equip- 
ae etc., including automatic train control 
uipment between Barking and Pitsea via Til- 
ee (Tilbury loop line).—W. & J. Simons, Ltd., 
Friars-la., Lincoln, for reconstruction and repairs 
to platform walls and resurfacing and drainage 
of platforms at Lincoln Central station. —Bright- 
side Heating and Engineering Co., Ltd., Don-rd., 

Sheffield, 9, for supply, delivery and installation 
of compressed air facilities and oil stores at 
diesel maintenance depot, Finsbury Park.— 
Carter-Horsey (Engineers), Ltd., Merebank-la., 
Waddon, Surrey for repairs to Valkyrie-+rd. over- 
bridge at Westcliff—Hosking & (Essex), 
Lid., Windmill-la., um, Herts, for pro- 
vision for feeder station at Rye House.—Samuel 
Hodge & Sons, Lid., Victor Engineering Works, 
New-rd., Rainham, Essex, for rn S to wagon 
hoist at Sebby-st. St. goods yard, Spitalfields 

London ( Railways).—-Recent contracts 
placed by North Eastern Region :—Darlington 
North-rd. locomotive works: retaining walls, 
foundations, ducts and drainage. Tarslag, Ltd., 
Stockton-on-Tees.—Bradford Forster-sq.: two 
diesel industrial tractors. Lansing Bagnall, Ltd., 
Basingstoke.—Stockton goods Electric 
platform trucks and equipment. 5 by 

Birmingham.—Newcastle Forth goods station: 
two runabout cranes and re batteries. Ran- 
somes Sims & Jefferies, Lid., Ipswich—Hull 
Springhead vacuum ——— and machine shops : 
heating installation. W. Richardson & Co., Lid., 
Darlington. 

London CC.—Accommodation for teaching 
of science and minor adaptations at Henry 
Compton county sec. sch., Fulham. A: Shingler 
& Risdon (F), 47 Bedford-row, WC1:— 


Ford & Walton, Ltd. £37,497 
John Mowlem & Co., Ltd. 37,496 
Ward & Paterson, Ltd. 36,010 
Walter Gladding & Co., » Se 35,995 

J. Jerram, . 35,890 
E. J. Lacy & Co., Ltd. 34,578 
*Rice & Son, Lid., Lambeth 34,109 


(after arithmetical eee 
Architects’ comparable estimate is £39,000. 


ACCOUNTING & COSTING 
SYSTEMS FOR SMALL & 
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London CC.—Contracts recently placed by 
Council :—Major repairs at John Milton county 
> sch., Battersea. *A. H. Franklin & Sons 

d., SW6. £14,131.—Improvements to science 
accommodation at Henry Compton county sec. 
sch, Fulham ‘Rice & Son, Ltd., Lambeth. 
£34,109.—Electric water heaters in 209 dwellings 
at Becontree estate, Dagenham. *F. J. Baynes 
& Co., Lid., Islington. £10,528 —Gas water 
heaters in 394 dwellings at Becontree estate, 
Dagenham. *F. J. Baynes & Co., Ltd., Islington. 
£15,995.—Alterations to Archway county sec. 
sch., St. Pancras. *Robertson & Cameron 
al Contractors), Ltd, Camberwell. 
£16,590. 


London CC.—Provision of additional class 
rooms and laboratories and other accommoda- 
tion at Ensham county sec. sch., Wandsworth. 
o — Co-Partnership, 44 Charlotte-st., 


Brid ge Walker, Ltd. , 665 
M. Howard (Mitcham), Lid. 32,458 
Truett & Steel, Lid. 31,743 
W. R. Oldham, Lid. 31,000 
a ag Chapman, Lid. 30,821 
ay: & Co., Lid. 3,811 
Greenawa , Led. 600 
*William Lid., Lambeth . 29,886 


(after arithmetical correction). 
Architects’ comparable estimate is £30,080. 

_ London CC.—Fixed price tenders for ~ gn 
tion and improvement of ~—" for use 

new Archway county sec. sch. for boys ass 

eae: pone | 


Adams. £19,200 

T. R. Roberts Teitders); Ltd. 18,963 
Mullen & Lumsden, re 18.764 
wa & Spooner 18,606 
C. J. Manning Tilden Ltd. 18,467 


*Robertson & Cameron (Building Con- 
tractors), Ltd., Camberwell .. 16,590 


Architect's comparable estimate is £16,908. 


London CC.—Major repairs, redecoration 
and some minor Sir ge: at Wyvil county 
prim. sch., Vauxhall : 


Walter Lilly & Co., Ltd. £37,598 
William H. Figgis 35,978 
William Blood Ltd. 35,854 
Sims & Russell, Lid. .. 35,392 
H. T. Oliver & Sons, Ltd. 34,732 
R. J. Truscott, Ltd. 33,583 


*Courtney & Fairbairn, ‘Ltd., Camber- scan 
9 


well : 
E. A. Russell, Ltd. (tender withdrawn) 38. 288 
Architect's comparable estimate is £33,344. 


{London ( Police).—Works of 
adaptation and dilapidations at East London 
Juvenile court (ex Bow County Court). A. E. 
Field (Builders), Ltd. £5,283. 


{London (MoW).—Contracts placed for week 
a March 6:—E£ssex: Sorting office, North- 
, Romford, extensions to welfare accommoda- 
anby Barvis Ptnrs., Ltd, 45 Queens-rd., 
Brentwood. Fifeshire: Head Post Office, Leven, 
reconstruction, Robert Durie & Son, 246 
Wellesiey-rd., Methil. Glamorgan: Post Office 
telephone exchange, Park-st., Cardiff, extension 
Gee, Walker & Slater, Ltd., Coychurch-rd.. 
Bri . Hampshire: Northbourne, erection of 


telephone exchange, Cooper & Rowe, Ltd., Lion 
Works, Wallisdown-rd., past ecw y Fern- 
, erection of te xchange, Cooper & 


Rowe, Ltd., Lion Works, Wallisdown-rd., Bourne- 
mouth, Huntingdonshire: Head Post Office, 
George-st., Huntingdon, erection of ga etc., 
Kerridge (Cambridge) Ltd. Sturton-st., Cam- 
bridge. Isle of Wight: Osborne- 
to kitchen, etc., W. H. Brading 
Cowes. London: No: rland-hse., 
umberland-ave., WC2, internal decoration work — 
modernisation of zone “A,” Sykes & Son, Ltd. 
8 Essex-st., Strand, WC2; Inland Revenue Office. 
uhoun-hse., Broadwick-st., W1, occupational 
services, Howe & Ltd., 35 Manor-rd., 
hp og Surrey; H oe 
wark, SEI, erection 
printing works, Wilson Lovait'& Sons Lid. mie 
tosvenor-cres., SWI. Hertfordshire: Welwyn 


Garden City, erection of sorting and 
he Set a & Co., Lid, 6 


Jersey-rd., 
and drains, 


erection of . 
Duncan Logan (Builders) Lid. Muir of Ord. 





578 


Sussex: Post Office and sorting office, North-rd., 
eee a _——— and extension, James 
ae & San (Builders) Lid., 37 Grand-parade, 
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GLondon (War ).—Works contracts 
placed in week ¢ March 6.—Cheshire: 
(Chester), miscellaneous, W. H. Roberts (Builder 
& Contractor) Ltd., Birkenhead. Essex: (Shoe- 
buryness), ranges, W. J. Cearns, Ltd., London. 
Kent: (Dover-Folkestone), concrete structures, 
Crendon Concrete Co., Ltd., Aylesbury. Mon- 
mouthshire: (Beachley), building, S. J. Kear & 
Son, Ltd., Coleford. Oxfordshire: (Wheatley), 
painting and decorating, Decorative Painting 
Contractors, Hounslow. Shropshire: (Wem), 
Fit and decorating, T. E. Cundy & Son, 

icester. Surrey: {Blackdown and 
Woking), repairs to Eclair doors, Eclair Doors, 
Lid., Birmingham; (Guildford) hot water, The 
Ray-Heeting Co., Ltd., Gt. Bookham. 

Maidstone —Western section of Maidstone 
by-pass, consisting of 14 miles of dual carriage- 
ways, diversion of London-Dover road, ADO 
near Boro’ boundary, for } mile, and several 
bridges, including one over River Medway with 
clear span of 120 ft. *Sir Robert McAlpine & 
Sons, Ltd. £900,000 (approx.). 

Nottingham.—67 houses and 14 flats at Clif- 
ton estate for TC. *Rostance (Builders) Ltd., 
Kings Meadow-rd. £98,700 

Nuneaton.—Phases 1 and 2 of Camp Hill 
infants’ sch. for EC. . R. Lane, Ltd., 
Coventry, £9,678 and £29,946. 

Paddington.—12 bed-sitting room flats for old 
people at 210-220 Kilburn-la. for MBC. Direc- 
tor of Housing and Boro’ A: W. H. Beesley (A), 
FRICS. *Poolman (Builders) Ltd., Sutherland- 
hse., Edgware-rd.. NW9. £19,939 (fixed price 
tender). 

Redditch.—New district office and depot at 
Windsor-rd. for Midlands Electricity Bd. *J. & 
F. Wootton, Pinfold. Bloxwich, Walsall. 

R .—New Methodist church at Kirk- 
holt estate. *Ernest Haigh & Son, Ltd., Deep- 
- Rochdale. 


“—New Town Hall 
ofc ae Tc. 
 Sheflield. 


and municipal 

*J. Parnell & Son, Ltd., Oliver- 
£163,920. 

—Alterations and extensions to City 

Training College for TC. *Direct labour. 

Southend-on-Sea.— |2 en oe Ie | flats at 
Archer-ave. for CBC. Boro’ A: P. F. Burridge 
(F). QS: Reekes & Mann, 23 Bloomsbury.<4. ’ 
WCl1. *C. S. Wiggins & Sons, Hart-rd 
dersley, Essex. £15,887. 

Tipton.—8-storey block of 48 flats, stores and 

rages at Church oy rd. site for TC. *Wates, 

. London, £8 

——T4 4 ND 22 garages and 
electricity sub-station with paths, drains, etc., in 

Church-st. area for CBC. Boro’ P. 
ty (A). QS:-Langdon & Every, Church- 

Liverpool. *J. L. Rawsthorne, Ltd., Belvi- 
ot Sawmills, Wallasey. 

West Bromwich.— 180 dwellings, 59 Pay i 
and roads and sewers for TC, ‘*F. & H. 
Taylor, Croxtall-rd., Bloxwich. £231, 782. 

Westminster.—31\-storey tower block of offices, 
8-storey block of offices and 11-storey residen- 
tial block with parking space on ground floor 
and two upper floors for 250 cars, on 34-acre site 
fronting illbank, between Thames-hse. and 
Queen Alexandra Military ae for Legal 
and General Assurance , Ltd. A: Ronald 

Ward & Ptnrs, (F/A), 29 C sham- -pl., Belgrave- 
sq., SW1. QS: Franklin <= Andrews. Constg. 
engrs.: Travers Morgan & Ptnrs. Main contrs.: 
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*John Mowlem & Co., 
est.) 

Whitby.—Repairs to east and west piers fo: 
UDC, Constg. engrs.: Lewis & Duvivier, 122 
Victoria-st.. SW1. *Yorkshire Hennebique Con- 
struction Co., York. £133,815. 

Wolverhampton.— New district fire station at 
Busbury for BC. *Direct labour. £42,549.— 
Three additional classrooms at Underhill CP 
sch. *Vic Hallam Lid., Langley Mill, Notts. 
£12,000. 


cut cost 15/ 


using 
3” BROAD - ACHESON 
LOADBEARING haiti. 


fel nr r leaf of 


Ltd. (Total cost £5m. 


ter Cem meen meen. 1e)ell, iengel, Ke. a: 
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W.& M. NEGUS LT® 
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OFFICIAL ANNOUNCEMENTS 


COMPETITIONS 





EASTER 


THE ISSUE DATED 
MARCH 27th 
CLOSES FOR PRESS 
MARCH 23rd 


24 HOURS EARLIER 
THAN IS CUSTOMARY 


CONTRACTS 


SWIMMING. _BATHS, 
. SOUTHAM 








TION, at Western Esplana: 
‘of NEW SWIMMING “BATHS, 


Mary 


contract includes all building, civil engin- | 


eering and mechanical services; consult- 
ants for the structure and services are 
Messrs. J. Mouchel and Partners 


Forms and particulars including Bill “of | 


Quantities from Borough Architect on 
written application by 6th fo 1959. 
R.LB.A. Contract us mentary 
Conditions available for inspection 

Tender to Town Clerk, Civic "Centre, 
Southampton, by 10 a.m. ist JUNE, 
1959. 


(COUNTY BOROUGH OF 


SOUTHEND-ON-SEA. 


PROPOSED BATHROOM AND W.C 
PROVISION OF 

LATION TO 

40 NO. HOUSES, RUSKIN-AVENUE. 


The Council invites applications from 
Building , 
TENDER for the above Works which 
comprise the ERECTION of a BATH- 

OOM and W.C. EXTENSION and 
INSTALLATION of HOT WATER 
SYSTEM to each of forty houses, and 
works incidental thereto 

Such Applications must be received by 
the Borough Architect, 30 Alexandra- 

Southend-on-Sea, by 10 a.m., 

8th APRIL, 1959, 

with details of similar works 

undertaken and names of 

ew a from whom a May be 

From such applications a 

selected ‘list of tenderers will be made, 

and those selected will be notified and 

will be required to make a payment of 
a deposit of £2. 

Upon receipt of this deposit, the Bills 
of Quantities and Form of Tender will 


rec na 
fide tender OR the return of all loaned 
documents. 
The Corporation do not bind 
selves to accept the lowest or any tender 
ARCHIBALD GLEN 


Town Clerk. 
(COUNTY BOROUGH OF 
‘ SOUTHEND-ON-SEA. 
PROPOSED FOUNDATIONS TO 


PREFABRICATED CLASSROOMS AT 
DOWSETT 44 | ees FOR 


TENDERS are invited for the per- 
formance of works in connection with 
the proposed CONSTRUC OF 
FOUNDATIONS TO te ee gg he 
CLASSROOMS AND ORKS INCI- 
DENTAL THERETO, Be Dowsett Hieh 
School for rls, Boston Avenue, 
Southend. 


General Conditions of Seeunn may be | 


inspected and copies of | + 9g of Tender. 


Specification. and Drawi obtained on | 
moth MARCH, 
Borough 


and after THURSDAY, 
1959, on application to the 
Architect, 30, Alexandra-street. 

_ Sealed tenders addressed to the under- 

“ Foundations to 

‘ooms, Dowsett High 


School for Girls” are to be delivered to | 


this office before 3 p.m. on WEDNES- 


1959, and no tender | 
r will Ge considered. 


not bear any name or mark indi 
the sender. 

The Corporation do not bind them- 
selves to accept the lowest or any tender. 
ARCHIBALD GLEN, 

Town Clerk 





CONTRACTS 


Rate : 30/- per inch, minimum }-inch ; each additional line 2/- 


PUBLIC APPOINTMENTS 











Contractors who wish to | 





them- 


| West 
li | MARCH, 1959. 


S TEPNEY M.B.C. 
SIDNEY- STREET | REET HOUSING 
SCHEME. 

5—7 storeys (38 dwellings). 

6—S storeys (14 dwellings). 

12—3 storeys (10 dwellings). 
Tapers are invited for :— 


s to have individual 


ies passenger lifts’ in Block 5 
(ad) ijettains conductor installation in 
Block only. 
on of Tender, with conditions, 


(c) Two 


j 
ae ee from Messrs. Sydney Ciough. 


39 ye ee 
2s. Od. 


| W.1, om payment of deposit of 
| for each set of Ti 
i sos payable to Stepney Borough Coun- 


. douse to be 


date for Tents —NOON, 
1¢h APRIL, 1959 

wl weiene. REEVE. 

own Clerk. 


NORTHAMPTON SHIRE 
STANDING JOINT COMMITTEE. 


RUSHDEN: “Two PAIRS OF 
STANDARD TYPE POLICE HOUSES 


Contractors wishing to tender for the 
ERECTION of these houses are asked to 
notify the County Architect, County Hall, 
Northampton, by TUESDAY, 31st 
MA RCH From the names received the 
Committee will select firms to whom 
particulars will be sent. 

J. ALAN TURNER, 
Clerk of the Committee. 
County Hall, 
Northampton. 


METROPOLITAN 


BOROUGH OF WANDSWORTH. 
FLATS AT \T STREATHAM. 


Contractors wishing ishing a TENDER 
py OF RE 


Closing 
MONDAY, 


names to 
APRIL, 1959. giving details of ex ~ 
ence, plant and 


may 
Borough Engineer A Architect. Saunici- 
pal “puildings. ore 


. NOEL ART. 
Municipal Lae 
Wandsworth, S.W_ 18. 


(COUNTY BOROUGH OF | 
SWANSEA. 


BOROUGH ARCHITECT'S 
DEPARTMENT. 


aware TRAINING COLLEGE— 
STUDENTS’ HOSTEL. 


ELECTRICAL INSTALLATION. 
mg to TENDER for the 


} wishi 
} ELBCTRICAL INSTALLATION at the 


above Hostel are invited to submit their 
a The 








—_ deposit of T Two Pounds. Brovded “ye 
gives o 
having previously carried out work of a 
similar character 
hall oe 9 — vil be refunded after deli- 
very bona fide Tender (not subse- 
pr withdrawn) and the return of all 
documents 


No guarantee is given that the lowest 
or any other Tender ee be serene 


Town Clerk. 





Tip Guns Guildhall, 
wa 
10th th March, 1959. 


BOROUGH OF 
FOLKESTONE. 


PAIR OF HOUSES—WALTON-ROAD. 


Contractors wishing to TENDER for | 
the above are invited to submit their | 


names, together 
£2 2s. Od. to the Borough 
Terrace. by mot later than the 3ist 
N. C. SCRAGG, 
Town Clerk. 

wn Clerk's Office, 
Terrace, 

Folkestone 
10th March, 1959. 


TVest 








Engineer, 2-10, | 


"County COUNCIL OF 
ESSEX. 
:. Chigwell Debden BRANCH LIB- 


2. Canvey Island FIRE STATION. 
Contractors wishing to TENDER for 


| the ERECTION OF THE ABOVE should 


forward their names, from which panels 


will be chosen and provided with Bills of | 
| Quantities. 


1. In load bea brickwork, timber 


| roofs and light steel trusses, estimated 


— £18,500 Bills of Quantities are 
expected to 5088, available about the middle 


1 framed and traditional con- 


rtners 1. 
Separate applications for each contract 
to reach the undersigned not later than 
28th MARCH, 1959. 
H. CONOLLY, 
C.B.E., ‘ 
County Architect. 
County Hall, 
Chelmsford. 


[JTTOXETER URBAN 
‘ DISTRICT COUNCIL. 
ERECTION OF THREE PERMANENT 
58) 
ROAD AND WESTLANDS-ROAD 
UTTOXETER. 


TENDERS are invited for the EREC- 
TION OF THREE PERMANENT BUN- 
GALOWS and INCIDENTAL WORKS. 

Conditions of Contract, Bills 
tities, and Form of be 
btai on 


to the Council, 





SS as al be ae 


upon the receipt of a bona 
not subsequently withdrawn and the return 
f all ts supplied for tendering 


ms can be inspected | 


ice hours by appoint- 
of the Surveyor. 
ouse Annexe, High-street, 


plain sealed 
nder—three Bungalows. 


are to be delivered to 
ned not eer than 12 NOON 


01 
lth March, 1959. 


| YMM URBAN DISTRICT 
4 COUNCIL. 


HOUSING SCHEME. 
WHITBARROW-ROAD. 


TENDERS are invited for the EREC- 
= 4. HOUSING UNITS consist- 


E' ACHED a 
TERRACE: TYPE HOUSES and 
nd THREE-STOREY FLA 


TW 
TS, at Whit- | 


Gosrens road, Lymm 
Drawings may be inspected and Bills 
of Gapatigies, Forms of Tender and 
General Con ue as may be obtained 
from Messrs. Mather & W. H 
McAlister, Sone. B4 
Sridoo-exrest, Warrington, on payment of 
deposit of five gu noms. which will be 
feturned on receipt of a bona fide tender 
a ag ype pee gy ues, 
crossed and made payable to 
iviam URBAN DISTRICT 
Tenders will only be considered if they 
are submitted in the envelope provided. 
sealed and delivered not later than 12 
o’clock on FRIDAY, 10th 
A? 1959. 
The COUNCIL do not bind them- 
selves to accept the lowest or any Tender 
The Contract will be subject to the 
Standing Orders of the Council. 
G. BURNIP, 
Clerk of the Covncil. 

Corel Offices, 


M. 

llth March, 1959. 
]J) URHAM COUNTY 

COUNCIL. 
TENDERS invited Bowes Museum, 

Barnard Castle. 
ie CONSTRUCTION OF LIFT 
THE 'GOO PROVISION AND FIXING ELEC- 
GOODS LIFT. 


to 


9th February, 1959. 


| Kitchen end "Stat Rooms 
| Struction with roofs of prestressed beam 


} n' 
work are invited to submit 
| From the nome |S 
£2 (two pounds) which will be returned will 
fide Tender | be furnished with Bills rj Daaratios. 


envelopes, 


ST SUS 
COUNTY COUNCIL, 


Contractors wishing to submit a han 4 
ndermentione 


SEX 














tr. & 
rk of the County Council. 


County Hall, 
ichester. 
10th March, 1959. 
S OUTH WESTERN 
‘ REGIONAL HOSPITAL 
BOARD. 
LANGDON EXTENSION, 
AWLISH, DEVO 


Board proposes poses to invite FIXED 
PRICE TENDERS for the ERECTION 


| of a ee — comtaining Dormi- 


tories ‘oom, Sanitary Wing. 

con- 

and hollow tile. 
The project 


mned by and 
mg to tender for this 
ted & panel 
chosen who 
or Pr 
the aengnes TUES. 
DAY. the 3ist MARCH. 1959. " 
CARTER, Secretary, 27° Tyndalls et. 
road, Bristol, 8. 


(COUNTY | BOROUGH OF 


HOUSING COMMITTEE 
ALT ESTATE. 
24 perce x tate y 


“Committee are d 
PR te 


The How 
- somes FI ICE TENDERS for 
F THE 24 


12, om the Alt 


] RECTI ABOVE 
| TRADITIONAL By in two blocks of 
experi- 


Tender 


of 
| General Conditions may be obtained from 


‘ameron & 
-, Chartered 
jeen-strect, 
it of two guieses * hich 

de 


Middleton, 
“sap a —. 


of 
| Mill'be returned ‘on Teceipt of a bons 


Soques, rr be crossed and made 
to the Bon ~~ et, 

The Bills of Guat 

available on —~ | after M 


day, 23rd Mar 
Tenders will ¢* envelone ‘provides. 





case, for the provision 


EDWARD HAINES. 
Town Clerk 
Ciry OF F SALFORD. 
‘PROPOSED CARETAKER’S 
AT PENDLETON HIGH SCHOOL FOR 
GIRLS, SA _ SALFO! RD, 6. 


FIRM PRICE TEND! Ferogas are 
for the construction 


of Surcties. 








BOROUGH OF RUGBY. 


SITEW' AnD FP OF 34, 

The Corporation TENDERS for 
oe jevens of TF. FORE- 
ro RAINAGE 


and the 


BOROUGH OF UXBRIDGE. 
EXTERNAL PAINTING CONTRACTS. 
TENDERS 


are invited 
EXTERNAL PAINTING OF Houses | 


Et a HOUSES, 
xbridge. 
HOUSES, 
401: HOUSES, 
402: 
403: 
404; © 
407: 


HOUSES, 
HOUSES, 
HOUSES, 


Specification, Bills of Quantities vf 
Form of Tender may be obtained from 
Harold E. G. Stripp. A.M.LC.E., 

Borough Engineer, Surveyor and 


Architect, 
263 High-street, 
Uxbridge, 
M x, 
on receipt = a ro al s. £2 eae to 
be agg receipt of fide 
Tenders may a submitted for one or 
contracts 


must be Pig in 


d 
later than noon on SATURDAY, 
Tith APRIL. 1959. 
Councii 
to accept the lowest or any tender. 
JOHN POOLE. 
Town Clerk. 
265 High-street, 
Uxbridge. 


(COUNTY BOROUGH OF 
WALLASEY. 
EXTERNAL PAINTING OF SCHOOLS. 


TENDERS to reach the undersigned 





own 
BOROUGH OF OF RUGBY. 
ERECTION OF 31 HOUSES. 
ation invite TENDERS for 


The 
the 1ON OF 31 HOUSES, com- 
two-bedroom and 20 three- 
a. at the Abbots Farm 


pe is baa 4 pouantities and forms of Ten- 


do not 

ves to accept the lowest or 
T. L.._ DUFFY, 

Town Clerk. 

6) 


any Tender. 
B OROUGH 
RICHMOND (SURREY). 
TO BUILDERS. 


Council invite 
NAL PAINTIN 
; TO 272 CO 


| HOUSES. AND 8B Ows, 
BH os SEVEN GARAGES to _ the 
St. Peter’ 


HOUSES, | of | bor 





do not bind themselves | T, 
| signed not 








| accept the lowest or a ender. 


| obtainable 
Town Hall 


THE BUILDER 


B OROUGH 
BASINGSTOKE. 


SOUTH_HAM “HAM ESTATE. 
BASINGSTOKE. 


TENDERS are invited for the ER 
TION OF FIFTY-EIGHT DWELLING: 
COMPRISING TWO-STORE 

JUNGAL 


's-road, oke. 
“Forms. of of Tender, age B of Quantities, 
Conditions of Contract may 


a 
be obtained from the Architect 
Dipl. Arch., A.R.LB.A.. 
Buildings, Basingstoke, 
of a Lo of £2 2s. which 
-eaaane receipt of bona 
"are 


to be returned to the 
first 


on Mth | 


| ‘Council donot bind | themselves | 
to accept 


a? tender 
L. WOMERSLEY, 
‘own Clerk. 


EC- | 


O Fj 


| by the 
| for the 


| storey 


Ciry AND COUNTY OF | 


TO BUILDING CONTRACTORS. 


Watch Committee invite TENDERS 
s% F RE 


Pameet Police Wades. oO) 
Contractors willing to submit FIXED 
PRICE a ae apply to City Archi- 


tender not 


We tFierp RURAL 
DISTRICT COUNCIL. 


33 DWELLINGS, Dellsome-lane, North 

ymms. 

i BUNGALOWS on four sites at Hat- 
pate ae is prepared to receive TEN- 


ERS 
(a) The ERECTION OF 33 DWELL- 
GS_ on the Council site at Dellsome- 





on recei 
Lal ae subsequently withdrawn. 
received by the under- 
«later than 12 NOON on MON- 
DAY, 6th APRIL. 


F. JAGO. 
Clerk of the Council. 
3rd March, 1959. 


W REXHAM RURAL 
DISTRICT COUNCIL 


EXTERNAL PAIN PATI OF 
COUNCIL HOUSE! 
TENDERS are invited from_ experi- 
enced a pet for the EXTERNAL 


ea 
HOUSES, 6 BUNGALOWS, 2 
SHOPS and 16 GARAGES, Rhosycoed, 
his wd anndier 
FLATS, 


SES 8 
BUNGALOWS: "Pe enycae; and 


OPS, Johnstown, Rhos: an 
o sree HOUSES, Wheatsheaf-lane, 
wersy 
A copy aS = Goerteden and Forms 
T Cees 


and. o* or, 


A. 
-Mun.E., Sebel, “Buildings, 





envelope m not or be 
marked Ay A way po o "e indiene. the 
sender. 


The Contractor whose Tender is 
accepted will be required to provide a 
satisfactory surety for the due perfor 
ance of the Contract. 

The Council does not bind 


ny t 
TREVOR L. WILLIAMS, 
Jerk and Solicitor. 
I i Buildings, 
nt-street, 


10th March, 1959. 


subsequently | 


ane 4) 
su HOUSES. 4 BUNG Gatows | and 2 | 


from the | 


| tities and Form of 

CREA- | 
BUILDING at. 
ristol. 


| previously 
| be obtained. 


ps forwarded, and } 
} wie pe ——_ ] the middle of 
The de of £2 Os. will 


| tender 
documents. 


| the ee Architect, 
| street, 
| WEDNESDAY, 


itself to | be 


(COUNTY BOROUGH OF | 
WALLASEY. 


PROVISION OF SANGESO ROOM 
ACCOMMODATION 


LYNCROFT-ROAD 
PLAYING FIELDs. 
es tae | to reach the 


ndersigned 
13th APRIL, 1959, ‘i > 
bove 


are invited for 
which 


| drainage 


works. 
Bills of “Goamnities and Form of Tender 
from Borough Architect. 
> Wahtaey. 


G. HARRISON, 
Town Clerk. 


| Hall. 
of 


(COUNTY BOROUGH OF 
WALLASEY. 


EXTENSIVE ALTERATIO 
WALLASEY TECHNICAL COLLEGE. 


TENDERS, s reach the undersigned 
13th APRIL, 1959, are invited 
out of extensive altera- 
tions and extensions at Wallasey Tech- 
nical College, the ion of a 3- 
Science Block, ons 
Workshop Block, cogechar with other 
ancillary works includ: Paths, roads, 
drai etc. 


‘ous 
should make immediate appli- 
Borou: 





(COUNTY, BOROUGH OF | 


| —RENEWAL OF woop F 


ERECTION OF 3-STOREY FLATS. 
TEND 


TAIN 
ACCOMMODATION 
New-street,- Wallasey. Bills of 
obtainable 
from 
Wallasey. 
A. G. HARRISON, 
T Clerk. 


OUNTY BOROUGH OF 


SOUTHEND-ON-SEA. 


PROPOSED OLD PEOPLE’S HOME, 
WHITTINGHAM AVENUE. 


The Council invites applications from 
Building Contractors who wish to 


j Perenty for the above a which 


omprise the ERECTION a TWO- 
STOREY OLD PEOPLE’S OME of 
15, ft. super, of brick con- 
cowaias and tiled pitch roof, and works 
incidental thereto. 
Such applications must be received by 
30 ©Alexandra- 


a.m., 
1959, 
undertaken 


and names of 
Architects from whom 


references may 
selected list of 


tenderers will be made, 


and those selected will be notified and 
will be required to make a payment of 
| a deposit of £2 | 


Os. 
Upon receipt of this deposit. the Bills 
of Quantities and Form of Tender will 
it is anticipated that 


MAY, 


be sluniied on receipt of a bona fide | 
loaned | 


OR the return of all 
Corporation do not 

selves to accept the lowest or any tender. 

ARCHIBALD GLEN, 


Town Clerk. 


SOUTHEND-ON-SEA. 


PROPOSED ALTERATIONS AND 
ADDITIONS TO GLENHURST 
COTTAGE TO FORM NEW 

ATION CENTRE, 

SOUTHCHURCH-ROAD. 


The Council invites applications om 
Building Contractors who wish 
TENDER for the — Works which 

the ERECTION of SIN 


comprise i 
STOREY CLASSROOM EXTENSIONS 
| of about 2.500 ft. 


. super, - 
TIONS to the existing building, 
works incidental thereto. 


Such applications must be received by 


1959. 
together with 
Prev: undertaken 
Architects from whom references may 
be obta . From such applications a 
Selected list of tendere 
and those 
will be ew to make a payment of 
a deposit of £2 Os. 

Upon ax. of this deposit. the — 
of Quantities and Form of Tender 


t 





the 
The copes of £2 Os. wit 
refunded on receipt of a bona fide 
the return of all loaned 


The Corporation do not bind them- 
selves to accept the lowest or any tender. 
ARCHIBALD GLFN. 
Town Clerk. 


FAST RIDING _ OF} 


YORKSHIRE COUNTY COUNCIL. 


TEN os are invited for the EREC- 

TION s FOUR-BAY FIRE STA- 

TION. RIC TOWER AND STATION 

OFFICER'S HOUSE at Bridlington. 
ender ments 

age March, 1959. and application should 
be made to the County Architect, County 


ned not 
° eth APRIL. 
jope supnlied 


dorse: 
lington Fire Station "—and which shall 
not bear any name or mark indicating the 
sender. 
THOMAS STEPHENSON 
Clerk of the Council. 


to a! 


of | 


ender 
ough Architect, Town Hall, 


details of similar works | 


From such applications a | 


bind them- | 


and | 
30 ae } 


similar works | 
names of 


Ts mai | 
will be notified and 
| by FRIDAY, 


be pag gy and it _ anticipated that | 


will be available on | 


Beverley, accompanied by a deposit | 
0s. Od. 


| APRIL. 
The 
a" De 'Tender—-Brid- } 
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METROPOLITAN 
BOROUGH OF STEPNEY. 


MARTINEAU-STREET HOUSING 
SCHEME. 


TENDERS are invited for the EREC- 
TION OF TWO SIX-STOREY 
(62 dwellings) and ONE FOUR-STOREY 
BLOCK (13 dwellings) 
Forms of Tender, with conditions, etc. 
obtainable from the Architects, Messrs. 
Howes & Jackman, 1, Verulam Buildings, 
Grays Inn, W.C.1, upon payment of a 
deposit of Ten Guineas 
Closing date for Tenders—3 p.m., 20th 


APRIL, 1959. 
WILFRED, REEVE. | 
DURHAM COUNTY 


COUNCIL 


TENDERS invited. 
outh Moor Greenland County School 
LOORS. 


Clerk of the County Council. 
= = Hall, 
Durham. 


(Clty OF SALFORD. 


PROPOSED PUBLIC CONVENIENCES 
AT ICTORIA_ BUS STATION, 
SALFORD. 


FIRM-PRICE TENDERS are invited 

SONSTRUCTION of PUBLIC 

INIENCES at Victoria Bus 
Chapel-street, Salford, 3. 


my be ins; 
ties and 
obtained 


ion a bons fide Firm-Price Tender 
not subsequently withdrawn. 
Firm-Price Tenders on the prescribed 
form, sealed in the envelope . provided 


| and bearing no other mark or identifica- 
| tion, 
| signed so as 


must be forwarded to the under- 
to be received not later 
than 12 noon on THURSDAY, 9th 
APRIL, 1959. 

¢ Council does not 


bind itself to 
lowest or 


any Firm-Price 
R. 'RIBBLESDALE TrENroe. 


Town Clerk. 
(COUNTY BOROUGH OF 


WALLASE 


a OF CHANGING ROOM 
ACCOMMODATION. 


WALLASEY GRAMMAR SCHOO) 
PLAYING FIELDS— TWICKENHAM 
DRIVE, LEASOW 


TENDERS to reach the undersigned 

13th APRIL, 1959, are invited for 
the above-mentioned work which com- 
prises an extension to an existing . timber 


building to form new shower bath on 


(COUNTY BOROUGH OF 





other ancillary works. 
ntities Form of 
obtainable trom the Borough 
Town Hall, Wallasey 
A. C. HARRISON, 


Town Clerk. 
(CHADDERTON URBAN 


DISTRICT COUNCIL. 


SOUTH, CHADDERTON LIBRARY— 
PROPOSED EXTENSIONS. 


Mh PRICE TENDERS are invited 
proposed EXTENSIONS to the South 

Chadderton Library 
Specifications, Bills of Quantities, 
of Tender, etc., 


Architect, 


etc. e. inspected at 


be 
the Engineer and Surveyor, 
. Chadderton 


nders, in plain 
be ss ee for 


ved 
Sn APRIL 
Clerk of the Council. 


sealed 


Town Hall, 
Chadderton, 
Lancs. 
10th March, 1959. 


WELWYN GARDEN CITY 


URBAN DISTRICT COUNCIL. 


EXTERNAL REDECORATION OF 
COUNCIL HOUSES. 


HOUSING SCHEME No. 2 


(93 Dwellings). 
HOUSING SCHEME No. 8 
(84 Dwellings). 


are invite the 
REDECORATION of 
either or both of the above schemes. 
Copies of the specification may be 
obtained from the Housing Manager 
Council Offices, 
Completed tenders must 
as the undersigned 


not 
13th 
i does not bind itself to 
accept the lowest or any tender. 
J. SLOCOMBE, 
Clerk of the Council. 
cil Offices, 
Welwyn Garden City. 
14th March, 1959. 


on,” 
later than 12 noon on MONDAY, 
1959. 
Counci 
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—— 
AP 26 aS ona: 


Winner all the way... 


|hard board, |hard board, eo i ° Mo Mi o Ml am «| made from wood - better than wooa 


Write for samples and names of your local stockists to: 


THOMAS SIMSON & COMPANY LIMITED 
6 Great Winchester Street, London, E.C.2. 

Manufactured by: THE AFRICAN BUILDING BOARD CORPORATION LIMITED 

P.O. Box 671, Durban, South Africa. 

















March 20 1959-—-THE BUILDER 





May we send you a 
cop} of our publication 
describing the services offer ed 


at these new premises ? 


THE NEW S&L 

STEEL TUBE 

WAKEHOUSE AND 
FABRICATING SHOP IN LONDON 


PUDDING MILL LANE, MARSHGATE LANE, E.15 


Stewarts and Lioyds, due to increased demands for their products, have moved 


r . a . e - ; . > 9 ) 
from Kennington to a new warehouse and fabricating shop at Bow, London, E.15 Telephone your 
. , urgent orders 
where they can offer an even better service to their customers. _ 
direct to 


MARYLAND 
warehouse. The fabricating shop is equipped to execute promptly orders for 6571 


Stocks of tubes to BS. 1387/57 and fittings to BS. 1740 and B.S. 1965 are held in the 


pipework up to 250 Ib. /sq. in. working pressure. 


STEWARTS AND LLOYDS LIMITED 


GLASGOW - BIRMINGHAM - LONDON 
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S!TTINGBOURNE 


MILTON URBAN 
COUNCI 


AND 


DISTRICT! 


DEVELOPMENT OF PLOT 15— 


CANTERBURY-ROAD HOUSING 
ESTATE. 


ERECTION OF 88 HOUSES 


FIXED a TENDERS are invited 
for the ERECTION OF 88 TRADI- 
TIONAL HOUSES comprising “PP” and 

" types, on the above estate. 

The developmen is divided into two 
parts of 48 and 40 houses and contractors 
are invited to tender for either part or 
the total number of 88. 

Applications for Bills of 
and other contract documents 
with a deposit of £3 3s. Od. which will 
be refunded on receipt of a bona fide 
tender not subsequently withdrawn, must 
be made to the Engineer and Surveyor, 
“ Lydbrook,”” 89 London-road, Sitting- 
bourne, where House and Site Plans and 
form of Contract may be inspected during 
normal office hours. The contract docu- 
ments will be available on 20th March, 
1959 

Sealed Tenders in plain envelopes 
endorsed “ Plot 15—Erection of Houses.” 
ust be received by the undersigned not 
tater than . on MONDAY, 
i3th APRIL, 

The Council 
accept 


Quantities 
together 


does not 
the lowest cr any 
D 


bind itself to 
TI. nder 
. ALLEN 

Clerk of the Council 

Council Offices, 

76 High-street, 

Sittingbourne 

12 March 


PUBLIC 
APPOINTMENTS 


‘THE DIRECTORATE OF 
WORKS, WAR OFFICE (Direc tor- 
General, Mr. Donald E. Gibson, C. 

D.C.L., R.1.B.A., M.T.P.1.) requires 
qualified ASSISTANT ARCHITECTS. as 
JOB ARCHITECTS at Chessington. 
Surrey The opportunity occurs of join- 


1959. 


ESSEX 


SOUTH-WEST ESSEX 
TECHNICAL COLLEGE AND 

SCHOOL OF ART. 
Forest-road, Walthamstow, E.17 

Applications are invited for the follow- 
ing posts to commence on ist SEPTEM 
BER, 1959, in — Architecture 
Building Se gs 

ASSISTANT LECTURER (Grade B). 
to teach Structural Engineering subjects 
in the Building and Civil Engineering 
Sandwich Course and Higher National 
Certificate Courses Candidates should 
have a degree or an equivalent profes- 
sional qualification. 

ASSISTANT LECTURER (Grade B), 
to teach Building Science ‘and athe- 
matics in the National Certificate and 
Building and Civil Engineering Courses. 
Candidates should have a degree or an 
equivalent professional qualification 

Salary £650 x £25 to £1,025 with 
additions for degree ‘or equivalent), 
approved training, London allowance, and 
the 5 per cent. special increase. Incre- 
ments within scale for previous teaching 
service, approved industrial experience 
and War/National Service. 

Applications (no forms supplied) giving 
particulars of qualifications, training and 
experience, with three recent testimonials, 
or giving the names and addresses of 
three referees, to the Clerk to the 
Gove-nors at the College 


VV ESSEX REGIONAL 
HOSPITAL BOARD. 

This is a new Regional Hospital 
Board which will function from the Ist 
1959. The Board invites appli- 

the post of REGIONAL 

. HITECT. Salary scale under con- 
sideration by the Whitley Council 
Applicants must be Registered Architects 
and Fellows of or Associate Members 
of The Royal Institute of British Archi- 
tects and have had considerable experi- 
ence both of design and the administra- 
tion of architectural practice, especially 
in hospital work. he person appointed 
will be required to advise the Board on 
architectural matters relating to hospitals 





OROUGH OF 
RICHMOND (SURREY) 
BUILDING SURVEYOR 

(MAINTENANCE). 


Applications are invited for the above 
appointment on the established staff of 
the Borough Engineer and Surveyor at a 
salary im accordance with the Special 
Grade (£750 x £40—4£1,030 p.a. plus Lon- 
don Weighting) 

The duties will comprise the mainten- 
ance of public buildings and Cowuncil- 
owned estates 

Applicants must have passed the Final 
Examination of the Royal Institution of 
Chartered Surveyors 

Applications giving particulars of age, 
qualifications, and experience, and the 
names of two referees should be sent to 
the Borough Engineer and Surveyor. 
Hotham House, Heron Court, Richmond. 
by 4th APRIL, 1959 Canvassing will 
disqualify Relationship, if any, to mem 
bers of the Council or Senior Officers 
must be stated. No assistance with hous- 
ing 

CLIFFORD HEYWORTH., 
_To wh C terk 


Bucks ¥ (COUNTY 
COUNCIL 


Applications are invited for the appoint- 
ment of a BUILDING MAINTENANCE 
SURVEYOR in the County Architect's 
Department. Salary A.P.T. Il, £725-£845 


p.a. 

Applicants should have a sound know- 
ledge of building trades and have 
had considerable experience in a similar 
capacity preferably with a local 
authority 

The appointment is superannuable and 
subject to medical examination 

A weekly allowance of 25s. Od. and 
— fare home once every two months 

be paid for six months to_ newly 
appointed married officers of the Council 
unable to find ge age 
Applications, on fo ent musi 
be returned by Lie APR! "1950. 


‘Seca Saher 
County Offices, 
Aylesbury 


91 


C ITY OF CAMBRIDGE. 


ASSISTANT ARCHITECT 
(Special Grade £750-£1,030) 


Applications are invited for this super- 
annuated post in the Architects’ Section 
of the City Surveyor’s Departmen 

Applicants must have passed Parts I 
and Il of R.1.B.A. Final or Special Final 
Examination or equivalent and entry 
poimt on the Grade will depend on 
experience which should be at least five 
years 

Application forms from 
veyor, the Guildhall, 
able by 10th APRIL, 
may consider the 
accommodation 


the City Sur- 
Cambridge, return- 
1959 The Council 
provision of housing 


AN H. I 


The Guildhall, 
Cambridge 


? ” - 
(iry OF SHEFFIELD. 
CITY ARCHITECT'S 
ARCHITECTS wanted urgently to 
augment the group working on the 
second part of the Park Hill Redevelop- 
ment Scheme This part includes 1,144 
dw “ings in blocks up to 18 storeys in 
heieut together with shops, public houses, 
garages, factory and clubrooms ali 
integral with the dwellings structure. The 
site is a hilltop overlooking the city 
The whole contract will be let 


SWIFT, 
Town Clerk 


DEPARTMENT 


centre 
this year 

Salary 1 post, Grade A.P.T Iv 
£1,025-41,175 2 posts, Special Classes 
£750-£1,030 

Applications siating age, education and 
training. qualifications, present and past 
appointments (with dates and salaries) 
experience, and the names of two per- 
sons to whom reference may be made 
should reach me not than MON- 
DAY, 6th APRIL, 


Town Clerk 
Town Hall, 
Sheffield, ! 


HAMPSHIRE COU NTY 


COUNC 


in the region and will be responsible for | ~ gn 
take over design and supervision of all the working of the Architects’ Depart- (COUNTY BOROUGH 
the Army's new building — fs eee ~_< post CROYDON. 

d overseas. Buildings include Barracks, encinepinaras 

Clubs. Hostels, Schools, Hospitals, TEMPORARY CLERK 
Houses, Messes, Gymnasia, Churches, etennae ee 
Buildings for further education and 
many others. Not only will Job Archi- 
tects enjoy full architectural executive 
responsibilities, but will have opportunity 
of undertaking original research and 
development work on functional and 
structural problems under the Develop- 
ment Group. Opportunities for Establish- 


ing an expanding organisation formed to 


ARCHITECTURAL ASSISTAN T 
(Special Scale £750-£1,030) Required for 
pensionable Architect's 
Department have 
passed Parts I and I 
Final Examination, or equivalent, 
have had at least five years’ experience 
(including the period spent in theoretical 
training) The commencing salary will 
be determined by experience and ability 
Assistance given with removal and othe: 
expenses in approved cases. 

Application forms (send S.A.E) 
returnable by 3rd APRIL, from the Clerk 
of the County Council, The Castile, Win- 
chester 


OF 
is superannuable and subject 
to Whitley Council terms and conditions. 
Applications (5 copies) including the 
names and addresses of 3 referees should 
be sent to the Chairman of the Board 
at “ Highcroft,’ Romsey-road, Win- to housing 
chester, not later than llth APRIL, Storey flats. 
1959. The envelope should be endorsed | £15 i4s. if holding an approved quali- 
Regional _Archite=t. “4 fication. Applications on forms obtained 
“ from the Borough Engineer, Town Hall, 
BS OR UGH Croydon. Closing date 7th APRIL 
ment and promotion, an service on on Ss by ERFIELD, WORKS 1959. > 
short tours abroad with generous allow- DEPARTMENT Applications invited E. TABERNER. 


ances. Salaries within the range £830- | for position of WORKS MAN AGER. own Clerk 
£1,300 (men) and £830-£1,260 (women) Salary in accordance with Grade “* 


Cc’ Pitan Nes kbs HOP | ‘ 
(Equal pay by 1961.) Forms from A the National Scheme of Conditions of HUYTON - WITH “s ROBY E 
vice, } 


M.L.N'S., Technical and Scientific for Chief Officers, i.e. £1,385 URBAN DISTRICT T COUNCIL 
Register (K), 26 King-street, London, per annum rising to £1,620 
Ss. . 


W.1, quoting J271/8 by 3 annual increments of £60 and one 


of £55. 

~ AL oO P ce U N 7 Duties will include building mainten- 
ARCHITECT’S DEPARTMENT. ance of Corporation properties and the 
mustard building of houses by direct labour 
There are vacancies in the Department Candidates must have initiative, good 
fos gar | QUANTITY _— organising ability, experience in all sec- 
YORS on_ A.P.T. Grade Il (£7 to «tions of the building industry, be com- 

teas p.a.). R.1LC.S. Intermediate quali: 


petent to take off quantities and prepare 
cation or equivalent required in accord- estimates, a knowledge of present-day 
>. €onditions of Service 


and experience in control of 
the appointment. 


Previous experience 
fare and subsistence work with a Local 
allowance of a week will be paid an advantage. : 7 
for a maximum period of six months to Applications in writing. giving age, full 
a married man temporarily separated particulars of experience and names of 
from his family three referees to Town Clerk, Town Hall, na 
Conditions of Service and application Chesterfield, in sealed envelope marked the 
forms obtainable from RALPH CROWE, “Appointment of Works Manager,” not Architectural and 
A.A.Dipl., A.R.LB.A.. A.M.T.P later than 3ist MARCH, 1959 “ Grasscroft,”” possible, ~ Be particulars of age, edu 
County Architect, Column House. RICHARD CLEGG. by the 3ist . 1959 cation, qualifications and experience and 
London-road, Shrewsbury. Closing date Town Clerk. dD ILLG Ss the names and addresses of three 
10th APRIL, 1959 Clerk to the Council. referees. 


MARLEY MULTIPLE 


IN PRECAST CONCRETE 


OF WORKS 


Applications are 


invited for this 
appointment 


from persons accustomed 
contracts, including mult!- 
Salary £15 4s. per week, or 


OF 


SSEX 


COUNTY 
COUNCIL. 
per annum aetna 


| Applications invited from men for post 
Applications are re invited for the follow- of CIVIL DEFENCE RESCUE 
INSTRUCTOR on temporary staff 
Person appointed will be charged with 
duties of instructing volunteers and other 
potential instructors Candidates should 
be experienced in instructional work and 
be in possession of a Rescue Instructor's 
Certificate from a Home Office Civil 
Defence Technical Training q 
Salary according to qualifications and ex- 
perience, but not exceeding £725 a year 
National A.P.T. & C. Scheme of Con 
ditions of Service as applied to temporary) 
staff Medical examination Perron 
appointed required to undestake evening 
and week-end duty Canvassing for 
bidden. Applications in own handwriting 
should be addressed to County Clerk. 
County Hall, Cheimsford. as soon as 


R es 5 ay ek 
ely LF Grade A.P.1 Salary 
£557 to 2 

(b) ASSISTANT QUANTITY SUR- 
VEYOR, Grade A.P.T. Ill. Salary £845 
to £1,025 

Applicants for (b) should be 
qualified, ‘and should have had 
experience in preparing Bills of Quan- 
tities, Interim Valuations and Fina! 
Accounts for housing and other building 
works. 

Applications 
present ti 


suitably 
sound 
in similar 
Authority would be 


Stating age, 
together 

of two referees must 
Architect and 


experience. 
with the 
sent to 
Housing Director, 
Housing Department 
Archway-road, Huyton 


20th March, 1959 





Of spacious dimensions 

and good appearance. 

Fire-proof, Ne mpg 

garages available in 4 types — 

high front, high back, 

back-to-back and stepped— 

with traditional timber 

or up-and-over doors. 

Low initial cost. Virtually maintenance free. 

Marley will supply and deliver only or supply and erect. 
Site~work can also be undertaken, if required. Quotations on request. 


MARLEY CONCRETE LIMITED Dept. No. 739 


Peasmarsh, Guildford, Surrey. Guildford 62986 
Shurdington, Nr. Cheltenham, Glos. Shurdington 334/5 


Hatchpend Road, Waterloo, Poole, Dorset. Broadstone 626 London Showrooms: 251 Tottenham Court Road, W.1. 
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a solution to the problem —— does not always demand the genius of a 


master mind. But it calls for care, foresight and experience. Fores'ght in recognising where problems may arise. . care in 


choosing the best method of avoiding them . . experience in carrying it out. And the solution ? . . To let SIEGWART handle 


a/l your flooring problems. More than forty years of experience have proved our ability to deal promptly and successfully 


with even the most complicated issues. The speed and reliability of the SIEGWART service is gratefully acknowledged by 
Architects and Builders all over the country. So do not hesitate to consult us... our technical advice is always available 
—tree, and without obligation. 


SIEGWART PRECAST FLOORS AND ROOFS 


SIEGWART FLOOR COMPANY LTD 

Gable House, Rickmansworth, Herts 

Telephone Rickmonsworth 2268 

Berkeley House, Hagley Road, Birmingham 16 
Telephone Edgbaston 3960 

Cor'ton House, Siythswood Square, Glasgow, C.2 


Telephone City 5156 





We thank all those who wrote to us about the 
chess problem set in our January advertisement. 

In giving this suggested solution we 
acknowledge the assistance given us by chess 
expert, A. E. J. Mackett Beeson, Esq. 


SOLUTION 


white to move 

cg TEES A Oe B-K4; 
MOIR casas. cicase devas B-R7; 
a, EEE PEE Pe AO PxP; 
PrP cakes i incase cots BxP; 
PxP. 

GET BAES SSS Senne R-R1; 
PT Oss cee ate cares is K-Q2; 
K-Kt8. 

K-Kt7. Winning the pawn. 


CONAN Pwry> 
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I ONDON COUNTY 
- COUNCIL. 


arty. Tl (up 
CHITECTURA 
ASSISTANTS - to A Ts60) required for 
maintenance and restoration work on 
historical buildings owned by Council. 
Candidates should have knowledge of 
historical architectural detail and special 
interest in the work. Experience in main- 
tenance of buildings an advantage. Start- 
ing salaries according to qualifications 
and experience. 

Particulars and application form, 
returnable by 3rd APRIL, from Hubert 


-R.L.B.A., Architect to 
AR/EK/29/59, i, 
» 


ARCHITECTS. to 
an AL 


County 


City, AND COUNTY 


THE CITY OF EXETER. 


CITY ARCHITECT'S 
DEPARTMENT. 


Vacancy on established staff 
ARCHITECTURAL ASSISTANT, salary 
A.P.T. Grade Ul (£725-£845 per annum). 

Applicants must have passed the Inter. 
mediate R.I.B.A. Examination. 

appointment is subject to one 
mon**’s notice on either side and to the 
provisions of the ocal Government 
Superannuation Acts 1937 and 1953. The 
successful applicant will be required to 
pass a medical examination. 

Applications stating age, qualifications, 
previous and present appointments and 
salaries, full details of experience and 
earliest possible date when availabiec, 
should be sent to the City Architect, 
Municipal Offices. Exeter, mot later than 
the 28th MARCH, 1959 


| EEDS_ “REGIONAL 
4 HOSPITAL BOARD. 
Applications are invited for the follow- 


TANT ARCHITECTS. 
£730/£1,055 per annum. 
Commencing salary dependent upon 
relevant practical experience, but the 
additional increments granted will nor 
be more than the number of years by 
which the officer's ace exceeds 23 
e. be Associate Mem- 

(b) ARCHITECTURAL ASSISTANTS. 
Salary scale £545/£765 per annum. 

Applicants must have passed the Inter- 
mediate Examination of the R.I.B.A. 
and have had a sound architectural train- 
ing and some experience in a practising 
architect’s office is essential. 

T above appointments offer excellent 
opportunities to Architects to desien and 
construct a wide range Hospital 

including Nurses" Homes, 

Flats, Kitchens, 

Boiler Houses. The Service is an expand- 

ing one and many new Hospital pro- 

jects are to be built in the immediate 
future 

Applications, giving age, experience and 
the names of two referees, to the Secre- 
tary, Park Para‘te, WHarroeate by not 
later than 3ist MARCH, 1959. 


NATIONAL COAL BOARD, 


EAST MIDLANDS DIVISION 
ARCHITECTURAL ASSISTANT. 


Applications are invited for the above 
— in the Divisional Architect's Depart- 
ower Parliament-street, 
Nottingham. 
appointment will be made in the 
scale of £715 x £25—€850 (exceptionally 
£1,000) or £595 x £25—£710, according 
to qualifications and experience. For the 
higher scale, 
three years subsequent practical experience 
will normally be expected. The post is 
superannuabie. 

The architectural work of the depart- 
ment covers the design of colliery surface 
buildings of all 
shops, stores, 
head baths, canteens, medical 
and recreation buildings. 5 

Applications giving age and full details 
of education, qualifications and present 


centres, 


Arnold. Not- 
Please quote §.V. 969/R 


tingham. 


FAST SUFFOLK COUNTY 
COUNCIL 
ASSISTANT ARCHITECTS. 
A.P.T. GRADE IV: £1,025 x £50-£1,175. 


Applications are invited from qualified 
panes ted TECTS who have good general 

in design and  Coastioction. 
ona are capable of taking charge of sarge 


be fixed according to qualifications and 
experience, and + geen expenses will be 
paid in approved ca appoint- 
ments are subject to the ‘provisions of the 
Superannuation Acts and selected cardi- 
dates i be required to pass a medical 
examination. 


The posts offer interesting and respon- | 
sible with 


connection the 
Council’s extensive programme of school 
and other building. 

Applications. le age, qualifica- 
tions, experience and present employ- 
ment, together with copies of two recent 

must one to the 
J. Symcox, 
ipswich, 
3ist MARCH. 


| ence in an Architect's office. 
| civil 


| @ 


| of the design 


| £725 p.a. plus London Epo epee 


Laundries and | experience 


tw 
referees should be sent to the Borough 
| 6th APRIL, 


| lars from F. 


Intermediate R.I.B.A. with 


| for 
| examination. 
| Stating age, qualifications. experience and 


by the | 


THE BUILDER 


E ASTERN ELECTRICITY 
4 BOARD, 
CHILTERNS SUB-AREA. 


SENIOR DRAUGHTSMAN— 
SUB-AREA HEADQUARTERS. 


Candidates should have had a 


good 
technical 


training and preferably experi- 
They should 
be capable preparing detailed draw- 
ings and specifications of 
engineering work, 
stations, service centres, 
The 

required 
the preparation of drawings, 


including sub- 
workshops and 
successful candidate will be 
be capable 
of simple reinforced con- 


| crete structures and be able to carry out 


OF | 


site surveys. 

Saiary: N.J.B. Schedule D, Grade 5 
(£790-£890). 

Apply by letter by 27th MARCH, 1959, 
to the Manager, Chilterns Sub-Area, 
Lastern Electricity Board, Prebend-sireet, 
Bedford. 

(COUNTY BOROUGH OF 
SUNDERLAND. 
WORKS 


PUBLIC DEPARTMENT 


SMALL CONTRAC 15. ASSISTANT 
(BUILDIN 


GRADE A.P T. Th "(£725- £845 p.a.) 
Commencing salary according to qualifica- 
tions and experience. 


Applicants must be experienced in the 
construction and supervision of competi- 


| tive building contracts up to £30,000 in | 
and be capable of estimating for 


value, 


and supervising minor building mainten- 


| amce pro.ects. 


Further particulars and forms of appli- 


| cation from The Public Works Manage-, 


1 and 3, Otto-terrace, Sunderland. 
Applications must be addressed to me 

and received at my office. Town Hall, by 

FRIDAY, 3rd a a 195 

McINTIRE. 
Town Cle k 


BOROUGH __ Ol OF ACTON. 


BOROUGH ENGINEER’ Ss 
DEPAR MENT. 


Applications 
appointment 
INSPECTOR. 


“gre invited for the 
of JUNIOR BUILDING 
A.P.T. Grade I (£575- 
App.:i- 


cants must have had education 


f 


| 


| tion forms from County Architect, 


building and | 


to supervise staff engaged on | 


| ditions. 


| ings and specifications. 


good | 
and have a knowledge wr Building Con- | 


struction. 

The commencing salary will 
according to age, qualifications and ex- 
perience. The Council has adopted a 
five-day working week. 

Applications stating age, yg 
and the names of 


be fixed 


Engineer, Acton, 


Town ey w.3, 
1959 





NORTH RIDING EDUCA- 
TION COMMITTEE. ASSISTANT 
ARCHITECT Required in Education 
Architect’s Department. Grade A.P.T. 
4 and Special. Salary £725 to £1,030. 

A.R.L.B.A. required. Previous experi- 
ence may be taken into account in fixing 
commencing salary and experience with 
ocal pay not cossatio’. Car, 


| returned by 
1959, 


BEDFORDSHIRE COUNTY 


ar rae invite applications from 
qualified ARCHITECT for posts in 
County Architect’s Dept. which has a 
Programme of varied and interesting jobs, 

Colleges. Civic buildings and 
new buildings for the various County 
services. Salary £750-£1,030. Applica- 
Shire 
by 4th 


dford, to be retur 


SOUTH-EAST METRO- 
POLITAN REGIONAL 
HOSPITAL BOARD 
Applications are invited for posts of 
ASSISTANT ARCHITECTS, Superan- 
nuable and National Health Service. con- 
Applicants must be -LB.A. 
or equivaicnt and will either assist 
senior architects on larger proposals 
themselves for smaller 
Projects. should be capable of 
preparing sketch plans, working draw- 
he work covers 
the whole range of General and Sneri*!- 
ised Hospita's and Mental es nis 
and experience of hospital work win be 
an advantage thouch not essential. 
is within 


Hall, Be ned 
APRIL. 


The 
range £750-£1,105 


More detailed information be 
obtained from the Regional Architect, 
but applications stating age. qualifications 
and experience with na two 
referees should be made to the Secre- 
tary, 40 Eastbourne-terrace, W.2, not 
later than 4th APRIL 


Clry OF WINCHESTER. 
Applications 

appointment of 

OF WORKS on the Council’s Housing 
Schemes. Weekly wage of £14 pos- 
sibility of superannuation. / pp ications 
in writing to City Engineer. Guildnail, 
Winchester, with the names of two 
referees, not later than MONDAY, 20th 
APRIL, 1959. 


the 


| 





93 


City OF SALFORD 
DIRECT WORKS DEPARTMENT 


Applications a invited from suitable 
qualified person: for the following 
appointments in he above Department :—- 
BUILDING SUPERINTENDENT 
A.P.T. V. Salary £1,175 to 
£1, ye a, annum. 
must have had considerable 
in ali types of new iding 
work, and ess the ability to direct and 
control assistants on various contracts. 

The Building Superintendent will be 
responsible to the General Manager for 
the control of all Site organisation and 
all aspects of construction on new build- 
ing contracts of public buildings, houses 
and multi-storey flats. 

The successful candidate must be 
competent to handle a staff of some 300 
men, use of heavy plant, and ensure ade- 
quate supplics of materials and. in addi- 
tion, supervise and control sub-contrac- 
tors, He must also be capable of setting 
out, levelling, and the preparation of pro- 
gress reports. 

Previous experience with a 
Authority is not essential, but experience 

with a large 
would be advantage- 


Site 


(a) 


ol 


Local 


ous. 
incentive | —— 








may be con 
sidered in approved , * ~ * 


(b) MAINTENANCE SUPERINTEN 
DENT. 

Grade A.P.T. Ul. Salary £845 to 
£1,025 per anum. 

Applicants must have had considerabic 
experience in the building trade and must 
be capable of administrating and - 
vising the Maintenance Sect 

tment. This Section 


| Counce 
HUNTINGDONSHIRE 


EDUCATION COMMIi ten. 
TEMPORARY CLERK OF WORKS. 


Ageiastions are invited for the appoint- 
ment temporary CLERK OF 
WORKS for a of approximately 
two years in connection with educa- 
tional building. Salary Scale 
A.P.T. MH (£725-£845). 

Applicants should b hi 


very smal! 


must be capabic 
labour. etc., for 


The person ‘appoint 
of preparing details 


. Previous experience with 
2 Local a ~ “goa is not essential but 
exper ith Maintenance 





be 
the duties of Clerk of 


Huntingdon, Ane 4 
pleted application forms 
MONDAY. 6th oNPRIL, 
A. C. AYLWARD, 
lerk of the County Council. 
Colm” Bulidings. 
__Hemtingcon 


E LSTREE  RUR AL 
DISTRICT COUNLi., 
APPOINTMENT OF BUILDING 
INSPECTOR. 





travelling a es. 
Local Government Superanneation Act. 
Canvassing disqualifies. ‘losing ite for 
— applications iw APRIL, 


Application form and further particu- 
BARRACLOUGH, County 
Worthalietton. 


Hall, } 
NGT 
b Docal COUNCIL. 


Revuire BUILDING SURVEYING 
ASSISTANT (A.P.T. I, £605-£755 per 
annum). 

Candidates should have practical know- 
ledge of building construction, experience 
in surveying and levelling, the repair, 
adeptation and conversion of civic and 
residential properties. and be capa*ie of 
preparing plans. specifications and e*ti- 
mates of costs in respect of those works 
end their supervision. Candidates pre- 
ferred at advanced stave of p-cpsration 

R.LC.S, inte yerciate or couivalent 
itten applicet‘ons 


TON 


names and addresses three 

should reach the undersigned 

A.402) by Ist APRIL. 1959. 

W. H. BENTLEY. 
Town Clerk 


W.2. 


BUCKS COUNTY 
COUNCIL. 


referees 
(quoting 


Town Hall, 
Paddington Green, 





Applications are invited for the 
APPOINTMENT OF AN ASSISTANT 
Pal P F ae County Architect's 


Architects 
£750 J Eo it 030 p.a. 
Semen and 


‘County Architect. 
County 
Aylesbury. 





Applications are invited for the above 
Salary APT. 
plus London Weighting. 
The officer appointed 
to provide and maintain 
for which an allowance 
annum will be paid. 
Candidates should hold the Building 
ioagestery Certificate of Me Institution 
The 








successful 

Sesire be offered housing accommodation, if 
The appointment = be su! 

National Scheme 


< omchtiome to » 
Service: the -- Fe 


Government Pn — am beri 
1953 and will be determinable by 


to pass. a medical Page nm ~~ 
M cr Officer 


oO any 
<i tone rust be discloned “and 
a directly or indirectly will dis- 
qua 


Applications stating age, 
towether with 
two referees, 

semt in an envelope endorsed “ ine 
Inspector” so = to reach the Engineer 
and Surveyor these offices not later 
than sansa “he ard APRIL, 1959. 
LANCAS 


of the Council 





qualifications 
the nemes 
be 


Council Offices. 


‘on March. 1959 


(COUNTY, BOROUGH OF 


APPOINTMENT OF TOWN 


PLANNING ASSISTANT. 





Applications invited from persons with 
suitable experience for the above 4 inte 
ment in the Borough Surveyor’s 

ment at a salary in accordance with the 
Special Grade. £750 x £49-—*1.030 rr 
arcum. mg accom: tion. Appli- 
cation Forms, 


Town Clerk. 





| €1 pe Aad 








‘be an 
ihe afiwericnce of 


advantage, as 
the control of 








may be con- 
sidered in approved circumstances. 


(ce) TecpncaL ASSISTANT (Elec- 
trical and Heating). 
Grade A. ALE YL a Ill. Salary £725 to 


Aa toy, oo have had considerable 
ence in the prep 
= electrical and heat 
together with the Lote er 
cations f lter: 
tions. 
holding suitable 
A.M.LH. and A.M. re E.E. 
accommodation may be con- 
sidered in approved circumstances. 
(@) JUNIOR SUR- 
VEYOR’S ASSIST T. — 
Grade A.P.T. Il. Salary £575 to £725 
per annum. 
Applicants for this post must have had 
some experience the preparation of 
8c! measuring f 





in 
hedules of materials and 
contract 
in a Build 





ot 
veyor’s Institute or the R.1.C 

(ec) TRACING Ae ANT.. 

Grad: ill. Salary £505 
to £565 per annum. 

A — for this post must have had 
experi ence in a "Building Contractors Sur- 
veyor’s office oo of taking 
po from cristiano as and also 
have assisted generally in a 2 Bullding Sur- 
veyor’s office, 

All these ts are Su 
subject to a "Medical eee ” 

Applications for all » giving deta: 

present and ous eppolstments, 





with the names 
referees, 
Manager. 
Unwin-street. 
MARCH. 9. 
RIBBLESDALE THORNTON, 
Town Clerk 


(ity OF PLYMOUTH. 
CITY ARCHITECTS DEPARTMENT 





are invited for the 
appointment of — 


— ba ® ASSISTANT AR 


be given to members of 
forms obtai from the 
Seymour-road, Plymouth, 
copies of not more than 
three recent teatimoniats - iy 8 of 
vocuremele ca S ee” 
not ter 

MARCH, 1959 





City ty 
accompanied 


the “Ob 








5 
* 


en 


PREETI 


PE REEL ET TI 
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‘Well, the 
Esso people 
have certainly given 

us something 
to think about...’ 


VISIT STAND No. 54 YOURSELF! 
There’s a lot to interest builders on 

Stand No. 54 at the Ideal Home Exhibition. 
This is the Esso Home Heating Stand. On show: 
the latest types of equipment. And ready to 
answer all your queries: Esso Home Heating 
experts, who can give you the benefit of their 
specialised oil-heating experience. 

BIG SELLING FEATURE 

Oil-fired central heating offers many advantages 
to architects and builders. It meets the modern 
trend towards open planning and allows greater 
flexibility in design. And it certainly helps to 
sell houses. More and more builders are 
installing oil-fired central heating as a matter 

of course. For today’s home-buyers expect 
modern houses to have modern heating. 





HOME HEATING OILS 


pa Waanrn AND comPronT 
" Teem msomame moose 





STAND No. 54 - GRAND HALL : GROUND FLOOR 


DAILY MAIL 


Ideal Home 
Exhibition 


OLYMPIA +» MARCH 3-30 


HOME HEATING OILS 


—the modern way to heat homes 


ESSO PETROLEUM COMPANY, LIMITED - 36( C ) QUEEN ANNE'S GATE ‘ LONDON SW1 








March 20 1959 


| AMBETH BOROUGH 
4 COUNCIL. 

Applications ‘invited from ARCHI- 
TECTS for housing work, including 
extensive conversion programme. 

Senior applicants, qualified with good 
experience, capable of working with Tittte 
supervision. Salary according to qualifi- 
cations, up to £1,055. 

Junior assistants, £755 to £875. 

Full details to Town Clerk, Lambeth 
Town Hall, Brixton Hill, S.W.2, by 3ist 
MARCH. 


(COUNTY, BOROUGH OF 


READING TECHNICAL COLLEGE. 


Applications are invited for the follow- 
ing a ae teaching posts from Septem- 
ber ne 

DE PARTMENT avn BUILDING. 

GRADE B ASSISTANT. qualified to 
teach Building Coamarecsion and other 
subjects in O.N.D. id H.N.C. courses. 
Salary (basic) £650 x £25—£1,025 plus 
5 per cent. with additions for qualifica- 
tions, 

Application forms (returnable by 4rd 
APRIL) and further particulars (state 
which post) obtainable from the Princi- 
pal, ye —— College, King’s- 


road, © Readin 
IR 
AN Yesign Branch Requires in London, 
ENGINEERING DESIGNER 

BRAUG HTSMEN experienced in one or 
more of the following branches of engin- 
cering: (a) Earthworks and Stormwater 
Drainage; (6) Foul drainage and small 
disposal works: (c) Water pumping and 
distribution Salaries up to £1,055 p.a 
Starting pay dependent on age, quails 
and exp Long term possibilities with 
promotion and pensionable prospects 
Five-day week, three weeks’ three days” 
leave a year. Liability for overseas ser- 
vice. Normally natural born British sub- 
ject 

Write stating age. quals., employment 
details including type of work done to 
any employment exchange quoting Order 
No. Borough 252. 


PDOCRKING URBAN 

DISTRICT COUNCIL. 

APPOINTMENT KOE ARC HITECTURAL 
Il (£725-£845) 


MINISTRY WORKS 


Grade A - T 


Applications are invited for 
appointment Candidates must have 
had previous architectural experience 

Application form and particulars of 
the appointment may be obtained from 
the Enrineer and Survevor, to whom 
applications must be sent by 4th APRIL, 


1949 
SUTHERLAND, 
Clerk of the Council 


the above 


F.G 


Pippbrook, 
“4 
Surr 


toh March, 1959. 





BIRMINGHAM REGIONAL 
HOSPITAL BOARD 
SENIOR ASSISTANT ARCHITECTS 
required, £1,050 to £1,245 per annum. 
Applicants must be registered architects 
having passed the requisite examinations. 
Experience of hospital planning and con- 
Struction an advantage Ability to con- 
trol drawing-office staff essential. Super- 
Apply giving details of 
present appointment and pre- 
experience and naming three 
referees to Secretary, 10 Augustus-road, 
Birmingham 15, by 3lst MARCH, 





[RBAN DISTRICT. 


COUNCIL OF URMSTON. 
AP NTMENT OF 
ARCHITECTURAL ASSISTANT. 


Applications invited for this appoint- 
ment in the Engineer and Surveyor’s 
Department. A.P.T. Grade II, £725-£845 
per annum Appointment subject to 
N.J.C. Conditions ot Service and medical 
examinatio; 

ipetienate should have had experience 
in an Architect’s or Surveyor’s Depart- 
ment and be suitably qualified. 

Provision of housing accommodation in 


suitable cases. 

Application, stating age, qualifications 
and Uren of ee ange together with 
the names resses of two referees, 
should be delivered to to the undersigned not 
later than NOON on TUESDAY, 3ist 


MARCH, 1959. 
L. WATKINS, 
Clerk of the Council. 
Council Offices 
Crofts Bank-road, 
Urmston 
Sth March, , 1959 


MIDDLESEX | Cc OUNTY 


CLERKS OF WORKS required at 
sites in Northwood, Sunbury, Hendon 
and Tottenham areas. Unestablished, 
superannuable Salary range £665-£815. 
Prescribed conditions. Full particulars 
and two referees, to County Architect, 1 
Queen Anne’s Gate Buildings. Dart- 
mouth-street, S.W.1, by 27th MARCH 
Aquote Z304B). 


| and maintenance, and 


THE BUILDER 


GURREY 
COUNC 


Applications following 
appointments :— 
. ASSISTANT ARCHITECT. or 
£30 


A.R.LB.A 

"ARCHITECT. 

GRADE i. 725-4845 p.a. plus £30 p.a 

London Allowance. Must be of good 

general training. gy given those 
who have passed Imer. R.1.B.A. 

4. ASSISTANT QUANTITY SUR- 

VEYOR, Grade IV. salary as (1) above 

be Chartered Quantity Surveyor 

— taking-oft, 

and final 

ag buildings, in- 


COUNTY 
IL. 


Ynvited for 


above. 
—, o" heating and ventilating 


lau 
.. "ASSISTANT ELECTRICAL 
ENGINEER, Special Grade, £750-£1,030 
a. plus £30 pa. London allowance 
Must be A.M.LE.E. and 1 cpeammage 


electrical services in buildi 
6. ASSISTANT STRUCTURAL 
ENGINEER, 5 al Grade, salary as (5) 
above. waliied Civil or Structural 
Engineer, experienced in design and 
steel and/or  reinforecd 


detailing in 
SO TRI 
TRUCTURAL ENGINEERING 

ASSISTANT, Grade I, salary £575-£725 
p.a. plus of up to £30 p.a. accord- 
ing to ave. Knowledge of detail and 
some desien in steel or concrete 

Full details, present salary and 3 covy 
testimonials to County Architect, County 
Hall, Kingston, as soon as possible 


RoRouGH OF TAUNTON, 


ARCHITECTURAL ASSISTANT 


instal- 





Applications are invited for appoint- 
ment of ARCHITECTURAL ASSISTANT 
in the Housing Architect's Department. 
Grade A.P.T. . £725-£845 per annum 

Superannuable post, subject to medical 
examination, and to National Conditions 

Service. Applications, stating azc, 
present position and salary, qualifications, 
experience and names of two referees, 

sent to . Bacon, .B.A., 
Architect, Flook House. Station- 
road, Taunton, by 3ist MARCH, 1959 

Canvassing will disqualify 

Consideration will be given to housing 
accommodation, if required. 

K. A. HORNE. 


Town Clerk. 


BUILDING CLERKS OF 


REQUIRED BY MINISTRY OF 
WORKS. 


For employment 

United Kingdom 
G ENERAL CONDITIONS. 

Salary range £720 (age 26) to £900 per 
annum in London (slightly less elsewhere). 
Starting point according to age. qualifica- 
tions and experience. Five-day week. 
Three and a half weeks’ annual leave ini- 
tially. Prospects of promotion to_ posts 
with salaries of £1,065 and above. Oppor- 
tunities for permanent Bsa: leading to 
pensions, non-contributo 

QUA ALIFICATIONS. 

Possession of O.N.C. (Building) or 
Final City and Guilds certificate. or 
equivalent. Craft apprenticeship essen- 
tial and three years’ experience as Genera! 
Foreman or Clerk of Works. 

APPLICATIONS. 

State age, experience, training and 
qualifications to: The Chief Works 
Engineer. Ministry of Works (E), Room 

. Abell House, John Islip-street, Lon- 


don, S.W 
Offices 


anywhere in the 


1. 
Interviews at 


possible. 
B OROUGH 
BROMLEY. 


MAINTENANCE OFFICER 


enemas oer te for above appoint- 
Salary A.P.T. I (£625-£755). 

Persea appointed responsible for super- 
vision of housing and building repairs 
must be able to 


Regional when 





OF 


ve. 
Applications stating age. expericnce and 


| two referees must be received by Borough 


Engineer not later than 6th ea 7% 1959. 
LIONEL KAYE. 
Town Clerk. 
Municipal Buildings, 
BROMLEY, 


ent. 
16th March, 1959 





EAST ANGLIAN 


REGIONAL HOSPITAL 
BOARD. 


SENIOR ASSISTANT ARCHITECTS 
for work on major hospital development 
(estimated cost £23m.) at Peterborough 
and District Memorial Hospital expected 
to last 3 to 4 years. tes must 
be registered architects had 
good general experience; hospital experi- 
ence will be an advantage. Salary £1,050- 
€1,245 

App-ications stating age. 


qualifications, 
experience and 


details of present posi- 
tion (salary, etc.) with names of three 
referees to Secretary of Board, 117 
Chesterton-road, Cambridge, by ist 
MARCH 1959. 


| courses 


SSISTANT QUANTITY 
4% SURVEYORS: £730 to £1,055 pa, 


experience. Final 

in taking 

tities and settling final accounts essential. 

All : Apply 

Stating age and experience and naming 

three —— _to erm 4 10 a 
is 








road, Bi 


E NGIN E ERING 
4 ASSISTANT required by Hackney 
> Grade A.P.T. 
London 
age 


P. t 2 
mencing — according to 





nd c. 
Town Clerk. Towa Hall, Hackney, E.8. 
for apptication Fores returnable by 9 a.m., 
_1959 


6th APR" 
OF LIVERPOOL. 


(ry 


EDUCATION CC COMMITTEE. 
LIVERPOOL COLLEGE OF 

BUILDING 
T. E. Hall, 
A.R.LB.A, 


Principal : Dip.Arch., 


Applications are invited for _ the 
oreeermant of ASSISTANT (Grade 

B”) to teach General Building sub- 
jects A National Diploma and Certificate 
and courses leading to the 
examinations of the Institute of Builders 
in the Department of Building and Pro- 
feisional Studies, duties to commence 
ist SEPTEMBER, : 

Salary (men). £650 x £25 
per annum (plus 5 per 
Burnham Technical Scale.) 
additional graduate and 
ances, where applicabic. 
Increments up to a maximum of 
may be allowed for professional or war 
service 

Applicants should hold a qualifice<ion 
of the Institute of Builders or an equiva- 
lent qualification in Building Profes- 
sional or industrial experience is essen- 
tial and teaching experience desirable 

Further particulars and application 
form (returnable by Iith APRIL, 1959), 
from the Director of Education, 14 Sir 
Thomas-street, 


to £1,025 
cent.) (1956 
To this scale 


Liverpool, ; 
OMAS ALKER, 
Town Clerk and Clerk to the 
ocal Education Authority 
(5579) 





| £725); 
| with experience. 


| TEMPORARY APPOINTM 


B OROQUGH OF 
WATFORD. 

epee ot invited for the appoint- 
ment of MEASURING SURVEYOR on 
the unevisblienes staff at _a salary in 
accordance with Grade A.P.T. I (€575- 
commencing salary in accordance 
Duties comprise measur- 
ine and settlement of sub-contractors’ and 

builders’ small and 

for minor works. 

Applications to the 

later than 24th MARCH, 
F. C. SA 





undersiened not 
1959. 


E 
Town Hall, ngineer 


atford. 


(COUNTY | BOROUGH OF 


Applications 
MENT OF A 
TANT 8; ¢ F 
Commencing salary according to quali- 
fications and experience. 
Avovlications stating age. details of 
training, qualifications, present and pre- 
and experience. 
together with names and addresses of two 
- Must reach me by 13th APRIL, 


EDWARD 5S. SMITH 
own Clerk 
Barve 


invited for ry es oN 





SS GaNok REGIS URBAN 
DISTRICT COUNCIL. 


CLERK OF WORKS. 


Applications are invited for the above 
in con- 
erection of a two-storey 


The building will be of contemporary 
of cross-wall construction with 
reinforced © comm. 


oncrete 
contract will completed tn 
approximately 12 St and the Dene 
for the appointment is £17 a 
eee "ovine of Saale. 
ence and names two persons to 
pe ie can be made should be 
addressed to 
R. W. J. 


HILL, 
Clerk of the Council 
Town Hall. 


Bognor Regis 


16th March, 1959 


(SOUNTY BOROUGH OF 
STOCKPORT. 
ASSISTANT ARCHITECT  Reouired. 
Special Grade (€750-£1.030) or APT. 
(€845-£1,025) 


Commencing salary gceordias to age oem 
experience. Large programme 





gs 
particulars (age. experience. 
to Borough Architect 
. Stockport, by 4th April, 
related to 


two 


own 
“959, stat- 
for Officer 


| sionabie. 


| duction of all 


experience, 


{ IDDLESEX Cc OUNTY 


COUNCIL 


BUILDING SURVEYOR initially in 
Maintenance Section. a Aschinect’s 
Dept A.P.T 1. £605-£7 c 
mencing salary according to qualifaptiewe 
and experience bh 
5-day week. Prescribed con- 
ditions. Application forms (s.a. f'scap ¢.) 
from County Architect. 1 Queen Anne’s 
Gate Buildings, Dartmouth-st.. §.W.1, 
by 8th APRIL (quote Z305B). 


(COUNTY _BOROUGH OF 
BOROUGH ARCHITECT AND 


PLANNING OFFICER'S 
DEPARTMENT. 


Applications invited { for following estab 
lished posts :— 

(a) DEPUTY GROUP ARCHITECT 
Applicants must A.R 

(b) ASSISTANT PL. ANNING. 
CER. Applicants must be A.M.T 
equivalent 

Salaries in 
Grade, £750 
Allowance 

(c¢) ARCHITECTURAL ASSISTANTS 
Sees must be Inter. R.1.B.A. Stan- 

r 


Saiary A.P.T. Grade I, £575 x £30- 
£725 and London Allowance 

(Commencing point in Grade for all 
above appointments according to experi- 
ence and qualifications.) 

Application forms and details from 
Borough Architect ifficer. 
70, West . peers. E.15, 
returnable by 2nd APRIL, 1959 


W OKING U.DC. 


APPOINTMENT OF 
ARCHITECTURAL ASSISTANT 
A.P.T. Grade Il (£725 x £30--£845) 


Ee pad I. 


accordance with Special 
x £40-£1.030 and London 


invited for APPOINT- 
ARCHITECTURAL SBEC- 
ngineer and Surveyor's 
t be 


Applications 
MENT _IN 
TION of & 

ent. 


Engineer and Sur- 

13th APRIL. 1959 

G LOUCESTER SHIRE 
COUNTY COUNCIL, 


APPOINTMENT OF ASSISTANT 
COUNTY ARCHITECT. 


Applications are 
NT 


eT 
veyor, lbh MONDAY, 





invited for above 
(Grade C, £1, 385. 
Applicants must be quali- 
of the R.1.B.A. and Shave 


a 
with a major local authority for a num- 
years. 

he main duties include general 
co-ordination of the four Architectural 
Divisions, Heating and Lighting Engi- 
neecr’s Section and Building Surveyors — 
responsibility, after ar rome for pr 

ing works within vine 

Council's atom. The jon offers 
consi ble scope for an architect of 


initiative and drive. 
Post superannuable, J.N.C. Conditions 
of Service, is subject to satisfactory medi- 





| cal examination, and appointment deter- 
either 


wets by three months’ notice on 
““Apolications Stating age, qualifications. 
and previo Ppoint 


present ments 
together with names of two 
persons for reference must reach County 
Architect. Shire Hall, Gloucester, not 
later than 8th APRIL, 1959. 
GUY H. DAVIS. 
Clerk of we Cc powmty Council 


BRITISH RAILWAYS 
—EASTERN _REGION 
ASSISTANT ARCHITECTS with real 

ability in contemporary design Required 

for office of Architect, British Railways. 

Eastern Region. King's Cross Station 

Applicants should be able to play a 

responsible part in the design, adminis- 

tration and site supervision of buildings 
which are varied and interesting in charac- 
ter Starting salary: Post £943, or 

Post (2) £833, depending on qualifications 

and experience. Five-day week and con- 

cessionary rail travel; permanency with 
membership of superannuation scheme to 
suitable applicant after probationars 
peric 

Apply in writing stating post applied 
for and giving particulars of age, experi- 
ence and any qualifications . to 

Chief Civil Engineer, British Railways, 

Eastern Region, King’s Cross Station, 

London, 


COUNTY, 3B BOROUGH OF 


POROUGH “ARCH HITECT AND 
NNING OFFICER'S 
A DEPA ARTMENT. 


~ ag are for established 
post INISTRATIVE ASSIS- 
ia. (male) -Salary A.P.T. Grade 1— 

p.2. and London Allow- 
a RE A salary within scale 
according to experience a qualifications. 

Applicants should have good ex 
of general office Ad and be short- 
hand typists. 

Application form from Borough Archi- 
tect and Planning @fficer. 70, West Ham- 
ae ee mee 15, returnable by 2nd 
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High resistance to thermal 
transmission... 


Major six 


DOUBLE CLADDING 
INSULATION 


*“« Major six”? DOUBLE cladding insulation 
provides a high resistance to thermal trans- 
mission, contributing to higher equable interior 
temperature and consequent economical heat- 
ing. Here is dependable roofing made for quick 
erection and permanent service. 


It’s the DOUBLE cladding that does it !—a 
rigid asbestos-cement underlining sheet laid 
directly to purlins as a soffit upon which the 
sheet of insulation is laid before putting the 


Photograph above illustrates interior “* Major six ” sheet in position. 


view of roof 


"MAJOR SIX 
CORRUGATED SHEET UNDBERLAY SHEET 
FIBREGLASS | THICK 
“2744 


Easily fixed with hook bolts and washers. 
“Major six” Double Cladding Insulation complies 


} with the requirements of “Thermal Insulation 
hai Industrial Buildings” Bill. 


ay ARTILLERY HOUSE: ARTILLERY ROW ° LONDON sSsW1 
Telephone: ABBey 3081 Telegrams: “Atlastonco, Sowest” 


Works at: MELDRETH, nr. Royston, Herts. 
Also at: GREENHITHE « STROOD + CAMBRIDGE * SHORNE - RYE (Sussex) - GT. YARMOUTH 





March 20 1959 


(CounTy | BOROUGH OF 


BOROUGH SUR RVEYOR'S 
EPARTMENT. 


Applications are invited for 
appointment of THREE ARC HITEC. 
TURAL ASSISTANTS on Grade A.P.T. 
IV, £1,025 to £1,175 per annum 

Preference will be given to those 
having experience in the design and 
planning of Schools 

forms, obtainable from 
Surveyor, Town Hall, 

Lancs., are returnable 

10th APRIL, eed 


BY ORDER, 
HAROLD PARTINC 3TON. 


own Clerk 
JONDON | COUNTY 
COUNCIL 


ARCHITECT'S lS DEPAR TMENT. 


Vacancies for ENGINEERING ASSIS- 
ANTS (up to £860) and pat no 
As Ill (up to - ,030) required i 
) STRUCTURA ENGIN NEERING 
DIVISION. oceie Prozramme_ in- 


FRIDAY, 


exception with 


Metropolitan Borough 
boundaries. 


Work mainly outside involv- 


ing negotiations with architects, cngineers | 


and surveyors and supervision works 
in progress. Good prospects in both of 
these aspects of the Council's work 
Application form and particulars from the 
Architect to the Council, Countv Caan, 
S.E.1. quotine AR/FK/IS/59. (257 


‘, ONDON | “COUNTY 


ARCHITECT’S DEPARTMENT; 


Vacancies exist * aenneisien Division 
of Architect’s Dep 

(A) QUA ANTITY. "SURVEYING — 
TANTS with not less than 3 yea 
experience in an approved office and with 
Inter. R.I.C.S. qualification to undertake 
duties in the Severe branches of the 
pe any up to £860 according to 
experi 

(B) TECHNICAL ASSISTANTS experi 

ing-Up. Salary up to 


Application "form art particulars from 
Hubert Bennett, F RIBA Architect te 


Count, af*, WT ae 112/59, County 
1 


¢ ate rv BOROUGH OF 


HALIFAX 


BOROUGH_ ENGINEER'S 
DEPARTMENT. 
APPOINTMENT OF BUILDING 
INSPECTOR. 

Applications are invited for the appoint- 
ment of a BUILDING INSPECTOR at 
a salary in accordance with A.P.T. I 
(£575-£725) 

Candicates should have had previous 
experience either as a building inspector 
or as a building tradesman. Preference 
will be given to those holdine a Higher 
Natioral Certificate in Building. 

Applications stating age, education and 
trairine, qualifications, present and past 
employment and experience, toecther 
with the names of three persons to whom 
reference may be made, should reach me 
by SATURDAY. 4th APRIL, 1959 

RICHARD de Z. HALL, 
Town Clerk. 
Town Hall, 
Halifax 


OF 


Apriications are 


GH 


OU 
KENHAM 


all plus London Weiehting. Posts 

(>) Final Examination required; 

and (ec) Intermediate Examination 
quired. Applications stating age, quali- 
fications, experience, etc., and giving the 
names of two referees, must be received 
by the Borourh Engineer, Municipal 
Offces. Twickenham, by WEDNESDAY, 
30th MARCH, 1959. N.J.C. Conditions 
wilt apply and superannuation is payable. 
Canvassing will disqualify. An applicant 
who is related to a member of the Cor- 
poration or to a Senior Officer must 
disclose the fact in 
W. H. Jones, Town Clerk. 
Offices, Twickenham 


COUNTY 1 BOROUGH - OF 


Municipal 


BOROUGH SURVEYOR’S 
DEPARTMENT 
Applications are invited for the 
appointment of ONE ARCHITEC- 
TURAL ASSISTANT on Grade A.P.T 
IIL, £845 to £1,025 per annum. 
Preference be given to 
havi the 
plann 


those 


Application forms, obtainable from the 
Borough Reggie. 2 Town Hall. Bootle, 
20. Lancs.. are returnable by FRIDAY. 
10th APRIL. 1959. 

RDER. 


BY O 
HAROLD PARTINGTON, 
Town Clerk. 


} and experience 


| quatifications, 
3 referees should be sent to The (ouncil- 


the application.— | 


design and | 





OVERSEAS 
PUBLIC 
APPOINTMENTS 





vv 
N IGERIAN COLLEGE OF 
« ARTS, SCIENCE AND 
TECHNOLOGY 
(Principal: C. A. HART, C.M.G., 1T.D 
D.Sc. Ph.D., M. M.1.Mech.E 
F.R.LCS., A.M.LStruct.E.) 


Applications are invited for NIOR 
LECTURESHIP or ry tty URESHIP in 
LAND SURVEY and ES AN- 
AGEMENT (R.LC.5S.) aa Tn "Towa 
and Country Planning, Housing Manage- 
ment, Building Construction. 

Courses. at present to Inter. R.I.C.S. 
level. Cahdidates should be professionally 
qualified and prepared to lecture in two 
of the subjects listed. 
and teaching experience 
Research encouraged. 

Contract Salary Scale: Lectuver, 
£1,529 pa Senior Lecturer Grade Il, 
£1,254-£1,584 pa Senior 
Grade I. £1,980-£2,178 p.a., all plus 
gratuity at £25 or £37 10s. for each com- 
pleted 3 months’ residential service 
according to salary. Salaries of Lecturer 
and Senior Lecturer Grade [I attract 
inducement addition of £180-£300 p.a. 
for overseas appointees, but that of 
Senior Lecturer Grate I is consolidated 
Entry point according to qualifications 


advantageous. 


Pensionable terms may be arraneed at 
appropriately lower salaries or College 
would take over and mai~‘ain emplovers’ 
cortributions to former F.S.S.U. policies 

Pa-tlv furnished guarters at one-twelfth 
basic salary rental: Tours 10-18 months 
but leave normally taken in lone vaca- 
tion. Free Ist class passaves. Children’s 
U.K. maintenance grant up to £150 p.a 
and passaves assistance. 

Avvlications (6 copies) giving ave 
qualifica*ions, experience and names of 
3 referees should Be sent to the Courcil 
for Overseas Colleres. 12 Lincotn’s Irn 
Fiel¢’s, London, W.C.2, by 14th APRI! 
1959 


NIGERIAN COLLEGE OF 
ARTS. SC'IFNCFE AND 
TECHNOLOGY 
(Principal: C . CMG ° 
D : anak + 6 MAU Mech 

R.LC.S., A.M.LStruct.E.). 


— ations are invited for SENIOR | 


Ler RER or an nen in QUAN- 
TITY SURVEYING 
; at present to Inter. R.1.C.S. 
Cancidates should be professionally 
qualified and prepared to lecture a'so 
in one of the following as a Second Sub- 
ject Town and oun'ry Planning, 
Housing Manavement, Building Con- 
Struction. Relevart deeree and teaching 
experience advantageous Research 
encouraced. 
Contract Salary Scales: Senior Lecturer 
Grave 1. £2.160-£2.376 p.a. consolidated 
Senior Lecturer Grade Tl, £1.368-£1.728 
p.a. plus £300 p.a. inducement addi‘ion 
to overseas candidates. Lecturer, £1,020- 
£1,668 p.a. plus £270-£300 p.a. induce- 
ment addition to overseas candidates 
All plus gratuity at £37 10s. for each 
completed 3 months’ residential service. 
z according to qualifications 


Pensionable terms may be arranged at 
appropriately lower salaries or Colleve 
would take over and maintain emplovers’ 
contributions to former F.S.S.U. policies. 

Partly furnished quarters at ove-twelfth 
basic salary rental. Tours 10-18 months 


but leave normally taken in lone vaca- | 


tion. Free Ist Class passages 
U.K. maintenance erant up 
p.a. and passages assistace. 
Applications (6 copies) giving age. 
experience and names of 


for Overseas Colleges, 12 Lincoln’s Inn 
London, W.C.2 by I4th APRIL, 


AUSTRALIA ~ 
GOVERNMENT OF QUEENSLAND 


VACANCIES FOR yt ta AND 
QUANTITY SURVEYORS 


Applications are invited for appoint- 
ment to the following positions in the 
Department of Public Works, in Queens- 
land. Age limit 45 years 

SENIOR ARCHITECT SPUOemR AL) 
Salary range A£2.001-A£2. 

SENIOR ARCHITECT | DESIGN) 
A£2.001-A£2,221. 

ARCHT si ptf Division 1 (GENERAL). 
a ieee A£2.0. 

HiteCT, Division I (DESIGN) 
al Ase. Af£2.0 
aa tg UCTURAL DESIGNER. A£1.846- 


ARCHITECT. Division I! A£1,571- 
Af1,7 


aARCHITECT, Division UJ. Aé£1,221- 
QUA wees SURVEYOR, Division I 
A£1,746-A£1 
Mabplication. , and further details 


y be obtained from the Agent-General 
for’ yy ee 409-410. Strand. Lon- 


Relevant degree | 


£690- | 


Lecturer | 





That ‘Ribby’ 
Scr0eed 


IS A JOB FOR LEVELTEX 


SCREEDING COMPOUND 
LEVELTEX will 


x Smooth uneven screeded or concrete floors. 
% Make worn boarding uniform. 

* Provide a flush finish for worn tiles. 

* Enable levels to be adjusted. 


LEVELTEX is an excellent quick-setting base for Thermo-plastic 
tiles, wood block, Cork tile, Linoleum, etc. 


LEVELTEX provides a permanent and hygienic underlayment 
for Carpets and Linoleum. 


LEVELTEX as a floor finish will give long and “silent” service 
for normal] use. 


LEVELTEX is an economical means of patching or making good 
any surface on floors or stairs where only a minimum thickness is required. 


LEVELTEX can be iaid from 4” to 4” thickness and can be 
trowelled to a “feather-edge.” The setting time is approximately 5 to 7 
hours and hardening time 12 to 14 hours. 





Write for details and prices to: 


TILE FLOORS (INDUSTRIAL) LTD. 
YEOMAN STREET, LONDON, 5.E.8 
Telephone: BERmondsey 3237 











Two distinctive examples 
from the unlimited range 
(over 4,000 designs) 

of Hand Painted Tiles 
by Packard & Ord. 

Tile designs 

in standard sizes 

at extremely competitive 
prices are available 

to suit all tastes 

and colour schemes. 


MARLBOROUGH TILES 


by Packard & Ord Limited 


Kitchen Series No 7 











Individual designs and 
composite tiling schemes 
can be submitted to suit 
architects’ requirements. 


Come and see the full range of 
Tiles at our showrooms — or 
write for our illustrated leaflets. 








Shewrooms: PACKARD & ORD LTD. (8) 
22 &. Giles’ High Street, London, W.0.2. 
Telephone: Covent Garden |987. 
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PLANT HIRE 


A comprehensive range of tools and equipment to suit all building 
trades is always available on hire —full details on application. 


Road Rollers OUR STOCK Power Floats 
Vibrating Rollers INCLUDES Pumps 
Hand Rollers Rammers 
Concrete Mixers Rippers 
Compressors ets Electric 
Emulsion Sprayers a 
Planers 


ms Drills 
Saw Benches ~ 


PORTABLE ELECTRIC TOOLS — 4 uti range of 
portable electric tools and accessories is available on sale or 
hire—we are distributors for Black & Decker, Bridges, Multico 
Secomak, Tartan, Wolf, etc. 


wot) BK LTD. Plant Hirers and 


=e ie NEASDEN LANE Electric Tool Distributors 


H 
DOL/ 











FURNISS ® Co. 
introduce a NEW 


ALUMINIUM ALLOY 
PATENT 


GLAZING BAR Jb fy 


WITH ff ff ff ——-NO DRILLING 


LEAD WINGS OF BAR REQUIRED 


Also Manufacturers of SLIP-ON SHOES 


Lead clothed Patent Fp bV4 FOR BOTTOM FIXING 
GLAZING BARS and the PLATES FORTOP FIXING 


ALUMINIUM “V” BAR 
for flat pitch glazing. 3 EASY TO FIX 


SPECIFY AND INSIST UPON PATENT GLAZING BY: 


FURNISS & COMPANY | METAL WINDOWS 


DOME LIGHTS 
Head Office : London Office : 
QUEENS MILL ROAD, Stree Wihorsciesanensicer rtd 
FOLLY HALL, HUDDERSFIELD. WESTMINSTER, S.W.1. 
Phone: 4567 Phone: VIC 6049. Catalogue 


REPRESENTATIVES THROUGHOUT THE COUNTRY —— 


on request 
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Unapproachably lower in price than any other Compressor 
a ae of similar capacity in Britain! 


.“ JENBACH 


MOBILE DIESEL DRIVEN COMPRESSOR 


Now being used under all conditions 
throughout the World! 
There are two models—the hand start model and the 
electric start model (complete with battery). A mobile 
unit fitted with pneumatic tyres, over-run brakes and 
suitable for towing behind light vehicles. It has a 
capacity of 78 cu. ft. at a pressure of 100 Ib./sq. in., 
and its special type of transmission ensures greater 
mn —_ — be equilibrium and a remarkable degree of freedom from 
and available from vibration. Comprehensive after sales service with 
Pe chamberlain Hire either model. Descriptive literature from sole dis- 
Ring HOWard 4994 tributors in England and Wales :— 


CHAMBERLAIN PLANT LIMITED 


Member of the Chamberlain Group of Companies 


CROWN WORKS, SOUTHBURY ROAD, ENFIELD, MIDDLESEX. Telephone: Howard 4994 





SMARTER NAME BOARDS AT LESS COST 


by using 


PHILLIPS’ ALUMINIUM LETTERS 


EASY TO FIX * 
NON-RUSTING . 


EASY TO PAINT 
BOLD APPEARANCE 


Letters for all purposes 


ENGRAVED NAME PLATES MPL. A OWO ME od || MM MEM BD SEND Sze oF Boanns 


AND WORDING FOR 
IN METAL & PLasTics [Tel via \eh RM a el 10S me) 1016), Mey S QUOTATION 





For RAPID Repair or 
Fence Construction on 


Wood or Concrete, use 


——" Ni Ny y e 

— 1) / Welt » 5 

: . ee Ne #2 
Got Blbych = ay SL SA eee: FIXAFENCE 
. ° 1 ro ; ONoRETE Post 

‘ nell gg “ CREW 0 with or without 

Makes Plain Slabs, Grooved, or Tongued and Zl a ” won AN 
Grooved Siabs, Frogged or Plain Bricks, Rock J 
Faced and other Building Blocks. Hand Tam 
unnecessary. Fast in operation. Needs only 


pallets. 


our latest patent 


Write for tNiustrated Brochure. 
H.P. TERMS—ONLY 10% DEPOSIT. 


The LINER CONCRETE MACHINERY Co. Ltd. 
70 Park Road, Gateshead, 8 
Phone: 72501 Grams “* Liner, Goteshead™ 


London Office and Showrooms: 
Abbey Orchard Street, S.W.!. Phone: ABBey 6185. 


CONCRETE ARRIS RAILS 


Further particulars from 
CARDEN HEATING & FIREPLACE Co. 
SUREFIRE WORKS, YORK ROAD, W.3. 





THE BUILDER 


Craftsmen in 
plastering, 
granolithic 
and floor 
screeds 





Milne 


(PLASTERING) LTD 





Office and Works 
EMPIRE HOUSE - HANGER GREEN - 


tele: Perivale 5602 
WESTERN AVENUE - W.s5 


March 20 1959 


The 


“SWINTON” 


.a new IMPROVED 
under-floor-draught 
fire 





The design of the ‘* SWIN- 
TON *' Sunken Fire is such | 
that the air inlet pipe can be 
placed in any one of six 
directions to suit the most 
convenient position for the 
entry of air. This advantage, 
together with numerous 
others, makes the 
‘SWINTON *" the best 
and ‘easiest to sell’ 
sunken fire on the mar- 








ket. 





APPROVE 
THE MINS TRY 
OF aa 

E GAS 


COUNCIL 


% It is not necessary to cut the tile hearth. 

% The damper lever fully controls the burning rate of the fi ire. 

*% Back boiler to provide ample supplies of hot water can be fitted. 

% Extension trivet can be supplied for overnight burning with sofety. 

%*% Modern firefront available at no extra cost as alternative to period type 
front, as illustrated. 


As nationally advertised by .. . 


Hattersley Bros. Ltd 


QUEEN’S FOUNDRY * SWINTON <* YORKSHIRE 
Tei:— Mexborough 2332-3-4 








LLOYDS PERMANENT 
BUILDING SOCIETY 


Building finance readily available to builders 
for the Development of Freehold Residential 
Housing Estates built for owner occupation. 
An offer of advance made within 7 days of 
application and thereafter stage payments 


within 3 days of application. 


For further information please refer to :— 


SPRINGFIELD HOUSE - HAYES « MIDDLESEX 
Telephone: Huyes 6226/7 


Head Office: PALL MALL, LONDON 
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CLEANER / DRYER BETTER/ 
MASONRY 4«¢ BRICKWORK 








ROMANITE 
W.R. 


is manufactured basically 
from highly refined silicone 
resins. It is a potent silicone 
water repellent, effective, 
durable ana economical. 
Simplicity is the keynote of 
application by either brush- 
ing or spraying. Ready for 
use. 























Dirt and impurities in rain 
and atmospheric dampness 
simply flow away and leave 
the masonry and brickwork 


clean, dry and free to breathe. Concrete slab, partly treated. See how the water sinks into the untreated portion 
and stays in drops elsewhere. Note the sharp division. 


Manufacturers: ANDREW MAXWELL DIVISION 


(The Liverpoo! Borax Co. Ltd.) 

















Maxwell House * St. Paul’s Square ° Liverpool 3 








- Famous for 


| HARDWOODS 
ey . since 1802 


With another outstanding new garage. 


Expert workmanship and design have produced this spacious 
garage with external walls of fine finished concrete, ribbed to 
provide a most pleasing appearance. 

%* Fully portable—easy to erect. 

% Available in multiple form, any number in one block. 

% Free delivery in England and Wales. 

Standard Concrete Models also available for every car”and site. 
Prices from £49 cash or terms. Write for illustrated brochure. 


NEST BATLEY LIMITED 
ED cccy hm ony Cearnios iggl WANSBECK RD., VICTORIA PARK, LONDON, E.9 


Also at : 66 New Islington, Manchester 4. Collyhurst 2887 
123 Shepperton Rd. London, N.i. Canonbury 8793 








Telephone: and at 
Ambers: 8221 (5 lines) High Wycombe and Aldermaston 
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In places like these 


fit 
BROADSTEL 


MANHOLE AND ACCESS COVERS 


Standard Covers ex stock 
packed in cases 


La Patent No 606014 
a ¢ Full details sent on request Registered design No. 847545, 847382, 847383 


MANUFACTURING CO. LTD. 4 SOUTH WHARF, PADDINGTON, W.2 Telephone: PADdington 706! (20 lines) 








CUSHIONING for 
a LENGTH SEATING 


as used_in 
@ HOTELS, BARS & CLUBS 
© MUNICIPAL BUILDINGS 


@ RECEPTION & 
WAITING ROOMS 


@e SCHOOLS & 
LECTURE HALLS 


@ WINDOW 
BAYS & 
ALCOVES 
eee aC I 


on © EXHIBITION 
; STANDS 


; * Dunlopillo cushions and backrests supplied 
x tess padiehivsatbieh i. to any specification, uncovered or covered 
whikd added cco and ready for installation on site. 


cement makes con- Send for illustrated list. 
crete waterproof. 


relkos =" [tpgmmanaD 
CEMENT WATERPROOFER 41, LONSDALE ROAD, LONDON, W.I! 


Manufactured by PURIMACHOS LTD. ST. PHILIPS BRISTOL 
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.»- you can depend on 


CEMENT 


; 5 a 
a 
; 


9 Ne og AS 


So much depends on reliable deliveries of cement—when you 4 ‘ff caw aahenetiiliitenens 
want them—where you want them—how you want them. j leaflet. 

The Eastwoods Service gives prompt attention to your require- 

ments and immediate delivery of finest grade Portland or 

‘“‘Durocrete”’ Rapid Hardening Cements—either bagged, bulk 

(tupped) or bulk (pressurised), can be made to your site from 

three cement works at Barrington (Cambs), South Ferriby 

(Lincs), and Lewes (Sussex). 


EASTWOODS SALES LIMITED 


Head Office: Eastwood House, 158-160 City Road, Lendon. E.C.1. Telephone: CLErkenwell 2040 


Northern Sales Office: 39 Thorne Road, Doncaster Lewes Cement Sales Office: Southeram, Lewes, Sussex 
Telephone: Doncaster 49256. Telephone: Lewes 500 


Depots at: CAMBRIDGE. 117 East Road, Tel. Cambridge 2087; COVENTRY, Sandy Lane, Tel. Coventry 61707; DONCASTER, Crompton Road, Tel. 
Doncaster 61442: EASTLEIGH, Allbrook, Eastleigh, Hants. Tel. Eastieigh 2621/2: GILLINGHAM (Kent), Trafalgar Street, Tel. Gillingham 39071: 
GREENWICH, Norman Road, S.E.10, Ted. yng 1172; HILLINGDON, Uxbri Road, Tel. Uxbridge 6421/2; IPSWICH, Cumberland Street, 
Tel. Ipswich 53794; ISLEWORTH, 11 The Tel. HOUnsiow 1181, KINGSLAND, 4 Orsman Road, N.1, Tel. SHOreditch 4133/4; KING’S LYNN, 
South Everard Street, Tel. King’s Lynn 3718; ‘FEDS 7, 320 Meanwood Road, Lf Leeds 40484; LETCHWORTH, ~~ Hill, Tel. Letchworth 1700: 
MORTLAKE, High Street, S.W.14, Tel. PROspect 7231; NORWICH, The Nest, Road, Tel. Norwich 21498: IN-SEA, Fairfax 
Drive, Southend, Essex, Tel. Southend 48171; ar Jfpetom), North Street, Tel. yor ao mig amare St. Toba'e s Read, Tel. WEMbley 5404/5; 
RIDGE, Bridge Wharf, Tel. Wevbridge 3 
Bieas 





HAVE THE LARGEST RANGE OF 
GUNMETAL COMPRESSION 
FIT TINGS IN THE TRADE 


KAY & CO. (ENGINEERS) LTD 
BOLTON BRASS WORKS, BOLTON 


Telephone: Bolton 304) (3 lines) 
Lendon Office: 36 Victoria Street, $.W.!. 


| Kontite | 
} 
' 


Telex 63-186 
Telephone: Abbey 2144 





én KB 143 
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introducing the (all steel) 
Rol-over-do 


prices from 


£18°5°0 


ez works 


Saree ie The Rol-over-dor is so perfectly bal- 
anced that it can be operated with extreme ease. 
yet in spite of this ease of operation, its all steel 
(galvanized) construction makes for great 
strength and gives maximum resistance against 
damage by knocks and other pressures. 


The Rol-over-dor is supplied with all necessary 
operating gear and is made in the two following 
sizes to fit clear openings between jambs and 
from floor to underside of lintel : 

7 0° wide x 7’ 0” high. 980” wide x7’ 0” high. 


made by Haskins 


Gnome House, Blackhorse Lane, Walthamstow. London, E.17 Tel: Larkswood 2622 


special prices will 
f° bequoted for quan- 
tities of 10 or more 
doors, quantities 
over 20 carriage 
paid to any part of 
United Kingdom. 


Full details and 
descriptive leaflet 
will be forwarded on 
request. 








50,000 ft. 
SCAFFOLD TUBING 


SECONDHAND. Lengths 6',8', 10', 12', & 15/20' 


INSPECTION INVITED AT OUR KINGSTON, 








SURREY, STOCKYARD, or SAMPLE ON REQUEST 


10d. PER FOOT 
DISCOUNT FOR QUANTITY 


CONSOLIDATED Metac Co. Lrtp. 


18, ST. GEORGE ST., 
HANOVER SQ., LONDON, W.1. 


Telephones: MAYFAIR 2988-9. 
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WHITLOCK DINKUM DIGGER MAJOR 


THWAITES DUMPERS 
A range of 6... 4 to I} tons... 
covering all dumper work. We 
think they're the best, may 
we prove it on your site. 


and POWER SHOVEL 
For all site work. 18 ft. 
reach, 14 fc. depth, 
12 ft. 6 in. height, 190° 
slew. Will dig 14 ft. at 
2 fc. depth at one stand. 


AND SONS LTD 


1955 Piat 55L wide gauge diesel crawler with hydraulic wine. now being overhauled 


throughout, and Gtted new tracks, rollers, & ete. 
1954 MUIRBILL 148 4} cu. yd. diesel durnper 
£450 
1950 MUIRHILL 14B 4 cu. yd. diesel dumper 


MUIRBILL 4B 4a eu, yd. diese! dumper, needs 
some repairs. What offers ? 


A very weil cared for CHASESIDE j cu. lowd- 
ing shovel. Yours for only —... . £250 


ONIONS 4 cu. yd. scraper, good shales _——— | 
ONIONS 6 cu. yd. scraper, clean condition : _ $650 
FORDSON MAJOR V0 tractor on half tracks fitted 
with Mil Hydraulic loading shovel : 295 
DOUBLE RAM aepentis & bulldozer for Fordson 
Major diesel tractor : $150 
COUNTY diesel crawler tractor with nya 
angledozer : 


A genuine § cu. yd. cable operated —ree 
power driven from your own Fordson Major 
tractor. Send for details : e750 


1955 FERGUSON diesel tractor with rear mounted 
4 cu. yd, dumper scoop : 2345 


1956 TRACK MARSHALL diese! crawler tractor 
with hydraulic angledozer : A £1,460 


1955 WHITLOCK Dinkum Digger with 18x x 24° 
buckets mounted on new type Ford Major diesel 
tractor with operator's armour glass cab and fitted 
with a ‘Dozaloda’ § cu. yd. hydraulic loading 
shovel, with crowd action bucket, o/hd tested and 
resprayed: ¥ 

MARCH 1958 BL32 1 cu. yd. hydraulic loading 
shovel with crowd action bucket and 11’ 3” dis- 
charge height, powered by Ford 4D diesel engine 
with electric starting. Beautiful condition : $1,460 


INTERNATIONAL TD14 crawier tractor with 
hydraulic angledozer in good order : £390 


1958 WEATHERILL 12H hydraulic loading 
shovel, only done 4 months’ work: . 1,650 


3 ton heavy duty all steel hydraulic 
rear dump trailer: for use behind Ford Major 
Dexta or Ferguson. Used for demonstration - 
poses only . irs 


tin CaaS a £1,650 


THWAITES ‘Tusker’ 1} ton 12 h.p. diese! dumper. 
The ideal dumper for the larger building site. To 
work in conjunction with the Dinkum Digger or 
other excavator. A bargain at : £250 


NEAL PELICAN Loader with 21 cu. ft. hydraulic 
grab suitable for fitment to Fordson Major diesel 
tractor. Will take nearest offer to £495 


NKUM Digger Hydraulic excavator attachment 
wit 1 18” bucket, all ofhd, and ready for fitting to 
your own Fordson Major diesel tractor : £395 


1957 BRAY BL430 4-wheel drive loading shovel 
on 1,400 x 24 and 1,050 x 15 heavy doty earth- 
mover pneumatics, 1 cu. yd. crowd action bucket 
and operator’s full vision enclosed armour glass 
cab with windsereen wiper, double acting main 
rams, immediate delivery : ~.. £1,750 
AITES 3-wheel 15 ecwt. diesel dumper, 
powered by Petter 5 h.p. diesel engine, special low 
tip, to go ander 5/3) concrete mixer, o/hd 
throughout : £165 
New THWAITES ‘Nimbus’ 15 ewt. 4-wheel diesel 
dumper, with two-position skip : 5s. 
de on to your site—H.P. deposit only : £65 


FIAT 25 h.p. crawler tractor with hydraulic bull/ 
angledozer, and complete with Oonder 2 yd. 
scraper, genuine bargain. The two : 

HYDOR compressor with Krupp concrete breaker, 
and hose to fit 3 oe linkage of Fordson Major 
diesel tractor. The . £285 
HOLMAN 8 ee on VO Fordson Major tractor 
complete with hoses, and concrete breaking 
hammer. The lot : £315 
HOLMAN 8 tractair compressor on Fordson Major 
diese! tractor complete with hose and concrete 
breaker, The lot : 


Several HOLMAN CLAY SPADERS in very good 
Each: — £25 


order. 

FORDSON MAJOR diese! tractor on good 11 x 36 

kee 600 x 19 pneumatics, electric lights & starter, 
rator’s cab, f/m Skyhi hydraulic — shovel 

with § on. yd. bucket and dozer blade : . 475 


HYDRAULIC ANGLEDOZER equipment com- 
plete for County Crawler tractor : £275 


Write, Call or Cltphent.... ytthly 
Ernest Doe « Sons Ltd 


ULTING, MALDON, ESSEX. Telephone: Hatfield Pevere! 3/1 (12 lines) Night 319 








% INDIVIDUAL DESIGNS AT LOW COST AND SUB- 
SEQUENT UPKEEP 


% ROBUST PATENTED CONSTRUCTION ALLOWING 
LARGE WORKING AREAS 


%& INSULATION OF THE HIGHEST DEGREE FOR WINTER 


AND SUMMER YET GIVING MAXIMUM DAYLIGHT 
CONDITIONS 


#& ATTRACTIVE APPEARANCE INSIDE AND OUT. 

SEND FOR ILLUSTRATED TECHNICAL BROCHURE 
EMPLEX HOLDING 
STEEL CONSTRUCTION COMPANY LTD. 


110 KINGS ROAD + SLOANE SQUARE ~- LONDON, S.W.3 
Kensington 2539 & 2628 


STEEL FABRICATING WORKS: 
CUTHBERT STREET, ST. HELENS ROAD, BOLTON, LANCS. Bolton 1436 & 5579 














the answer to 


We design and produce a wide variety of 
pre-cast garages (with complete erection 
service) by “‘step site”’, yee to-front”’ and 


Alt arough 


MULTIPLE 


level site methods. can quote for 


GARAGING 
cpa seed Som Mente Aunon- PROBLEMS 


Alborough Garages are permanent, attractive and free from weather 
effects—and cost much less than brick buildings. Alborough Multiple 
Garages for multiple advantages ! 


ALBOROUGH TILED ROOF FRONT GARAGES 


Meeting the demand for a garage elevation to blend with 
the residential tiled porch and roof. Tiles to match existing 
scheme. This Garage combines all the good features of 
Alborough qualities with good 

appearance. 


Trade enquiries are invited 
A.B.C.D. (RAYNES PARK) LTD. 
34/35 Alpha Road, Surbiton, 


Surrey 
Tel.: ELMBRIDGE 6591/2/3 & 9347 
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HC 
» 

HOISTS THE PROFIT 
LOWERS THE COST 


The 100% Mobile up and 
Mobile down ANT QUEEN 
will revolutionise your 
time schedules. 
Load 10 cwt. Speed 110 ft./min. 
Max. height 140 ft. 
and super safety. 
Buy or Hire it and... 
DEPEND ON BHC 


Ask for Brochure 25 
Easy payments terms available. 


PATENTED 
FEATURES 
OTHER 
PATENTS 


BRITISH HOIST & CRANE CO., LTD. COMPTON (Newbury) BERKSHIRE 


Phones : Compton 234 (5 lines) | London Spares & Service Depot SLOane 0629 Grams: Brithoist Compton Berks. 





Ee O ie IN G ‘ELGAR 6757 <4 LinéEs) 


SHORT BORED PILE FOUNDATIONS, and you're on the right lines for a 


SITE INVESTIGATIONS, s FIRST CLASS PLANT HIRE 
POLES, FENCING, MANHOLES, ETC. & SALES SERVICE 


Maximum Depth 2! ft. 
Diameters 12 in. to 36 in. DIESE 

(} COLETS earth soring & Piant Hire LTD. 

Oreston Lane, Effingham, Surrey D U RA 3 E RS 

Telephone: Bookham 2506 /2472 


] 
| 
| 
| 
15,20&30cwt.machines | 
| 
| 
| 
| 
| 
| 

















Petrol or Diesel 
Self-Priming 2” to 6° 
Diaphragm 3” and 4’ 


SAW BENCHES 


Portable, Petrol, Diesel or Electric 

22”, 24”, 30’ and 33” Circular Saws 

eng. Trade Mark ene S woseetys mixens STONE CRUSHERS 

| WINCHES, CRANES 

oo 2-wAY OVERLOADER FLOOR SANDERS 
IBRATING ROLLERS 

* VARIATION SHEETS JASON PISTOLS 


* DAY WORK RETURNS BLACK & a eae Bae cae. Goemmpayion from stock. 
* QUANTITY AND ABSTRACT PAPERS 


Designed and produced in conjunction with the Advisory Service to th 
* Building Industry to combine economy and efficiency in use. r LEWIS & LEWIS LTD 


A. Jj. PLUNKETT & CO., LTD 
Bong vor oun pee gan ee aac SCHOOL RD., NORTH ACTON, LONDON, N.W.10 
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CONDITIONING 
SUPPLYING 


18,800,000 


cubic feet of air per hour 


EXTRACTING 


15, 100,000 


cubic feet of air per hour 


JUTE INDUSTRIES LTD. DOUGLASFIELD 
Architects and Consultants: Sir Alexander Gibb & Partners, London 


MELLOR BROMLEY (AIR CONDITIONING) LTD. 


HEATING , VENTILATING AND AIR CONDITIONING 


ENGINEERS AND CONTRACTORS 
BARKBY ROAD, LEICESTER. TELEPHONE: LEICESTER 66651 


MEMBER OF THE BENTLEY GROUP 
ACE 


Ts 
MOBILE HO gts, VIBRATORS 


SCAFFOLD HOISTS; 


Phone BRIXTO 





A.C.E. MACHINERY on 


BRIXTO"' - LONDON - 
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DISTINCTIVE 
DECORATION 
| NIC-O-LOID. 


EMULSION PAINT 





Outstanding for wall surfaces. Can 
be used on new cement, plaster, 
etc. Resists condensation. Fire 
retarding. No undercoat needed. 
Durable on internal or external 
work, Washes up like new paint. 





The claims made for these Paints have been freely sub- 
stantiated by the enthusiasm and rec d 
actual users—this results from our policy as manufacturers 
to market Paints of Quality which will build up and maintain 
the confidence of Architects, Builders and all who use them. 


PLEASE ASK FOR 50 PAGE DESCRIPTIVE BOOKLET 
“PAINTS, DISTEMPERS & DECORATORS SUNDRIES,” 
COLOUR RANGE CARDS FREE ON APPLICATION. 


ol 


























NICLAR 


ENAMEL GLOSS PAINT 


A first-class product combining all 
the features of a full gloss enamel 
with the ease of application and 
drying speed of high gloss paint. 
Free from brushmarks, it dries 
overnight to give a perfect glossy 
finish which is durable on both 
interior and exterior surfaces. 
EE ES SS ES A 


NIC-O-LAC 


PLUS 
SUNPROOF ENAMEL 


A high gloss paint with unusual 


=; 





strength of obliteration. Unique 
in ease of application without 
running off edges. Reduced brush- 
work enables saving in time and 


labour. 


Manufactured by 


NICHOLLS & CLARKE LTD. 
NICLAR HOUSE LONDON E.! 
Telephone: Bishopsgate 5432 
Telegrams: Niclar, Edo, London 


Also at || BANK STREET, NEWTON ABBOT, DEVON 
Telephone: 150 














GLASCRETE 


CELL UNITS 


Patent No. 700119 


Glascrete Cell Units provide a light-transmitting 
and load-bearing construction for roofs, floors, 
canopies, walls and partitions, giving excellent 
sound and thermal insulation and retaining a 
flush surface on both sides whatever the thickness. 





Data applications and possibilities 
of Glascrete are given in our 
interesting Brochure P47, which we 
shall be pleased to send on request. 


J. A. KING & CO. LTD. | 


181 QUEEN VICTORIA STREET, LONDON, E.C.4 











TURN TO 





FOR 
SCAFFOLDING 


SERVICE 








HIRE e SALE 
CONTRACT e¢ CRADLES 
AND 
OTHER BUILDING EQUIPMENT 








TURNER SCAFFOLDING LTD 


RIVERSIDE ROAD - TOOTING - LONDON : S.W.1!7 
Telephone: WIM 3071/2 
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BALDWIN BUTT HINGES are 
craftsman-made, as they have 
been for over a century. They 
are smoother in action and last 
longer, because the solid 
drilled knuckles give larger 
bearing surfaces and can 


never unwrap. The graphite 





content of cast iron, too, 


ae mame | provides permanent partial 
I I lubrication while helping 
' BALDWIN to resist corrosion. 

' ye) Wiustrated list of full series 
Pee ee eee on request. 


BFL I DAVE BIN 


CAST IRON BUTT HIN 





Sole Makers: 
ARCHIBALD KENRICK & SONS LID., _ WEST BROMWICH, STAFFS. 






| top concrete coal bunkers. 





20’ wide any length from 
Til 1d. oq. ft. 

Write for Garage, Coal 
Bunker or Industrial Build- 
ings Leaflets. 





PORTABLE CONCRETE BUILDINGS LIMITED 


fronstone House, Aynho Road, ey East, Banbury, Oxon. 
now rely on JUPITER Metal - Sapam 


Angle Bead to protect 


More and more architects 











window reveals, lintels and 


CONTROLLED 
VENTILATION ! 


chimney breasts. 


Easy to fix, it simply keys in with the rendercoat ; 


there’s no shrinkage ; and it gives permanent pro- COOPER'S 
tection against unsightly, chipped plaster corners. GLASS LOUVRE 
; VENTILATORS 
Write for leaflet to : 


Write for free copy 
of descriptive and fully 
illustrated catalogue of 
Cooper’sGlass Ventilators. 


t. W. COOPER & CO. LTD. Tel. PAD 4219 
3/5 Plympton St., Church St., London, N.W.8. 


BLAGG & JOHNSON 


NEWARK NOTTINGHAMSHIRE 
Tel : Newark 95 
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St. Mary’s Grammar School, Sidcup, 






Architect: F. G. Broadbent, F.R.1.B.A. 
of Goodhart-Rendc|, Broadbent & Curtis. 


STEEL WINDOWS 
DOORS AND 

LANTERN LIGHTS 
B 


ée& LUXFER LIMITED 


WAXLOW ROAD - HARLESDEN - LONDON - N.W.10 


TELEPHONE: ELGAR 7292 TELEGRAMS : LUXFER, HARLES, LONDON 













Manufacturers of | Metal Windows, Lantern Lights, Ferro-Concrete 
Pavement Lights, Bookstacks, and Partitions. 











—_" 


applying Tyrolean rough-cast 
cement finish for the decorative 
treatment of walls. 


* Light Weight % Uniform texture 
* Rapid coverage * Weatherproof 
* Simple to use * No crazing 


Price £9 . 18 . O 


All enquiries to: 


TYROL SALES LTD 


54 PARK LANE +» CROYDON + SURREY +» ENGLAND 
Telephone: CROydon 4529 
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Fosalsil Flue Bricks 


It is no coincidence that when flue lining 
bricks are mentioned in a B.Q. it is invariably 
Fosalsil that is specified. It is the natural 
result of close co-operation between our 
technical men and the architect during the 
design stage plus the proved reliability of a 
specialised product which has been in wide 
use for many years. 


Achievement of the specification by no 
means marks the end of our service. Fully 
trained technical men visit each site, 
arrange a convenient delivery programme 
and make their experience available to the 
contractor in any way that might assist him 
in his job. Furthermore they speak with the 
confidence of men who know that the 
product they sell is British manufactured, to 
conform to rigid standards of size and 
quality, in the largest and most modern 
works devoted entirely to the manufacture 
of insulating bricks. 


You know what you’re getting 


when you order Fosalsil. 


MOLER PRODUCTS LIMITED, 
COLCHESTER, ESSEX 





THE BUILDER WW 


ITS GOOD 


BUSINESS 


SENSE! to study 


the BASIC 


requirements ... 


Stuart’s Metallic Faced Tiles provide the perfect 
flooring when hard wear and tear have to be faced. 
Incorporating metallic aggregate and hydraulically 
pressed, they are easy to handle and are quickly 
fixed. Repairs can be effected in a matter of days. 
Supplies are available from matured stock. 


MACHINE SHOPS 














LONDON 

14 College Road, Harrow 
Middiesex 

Telephone : Harrow 6161/2 


BIRMINGHAM 
Northcote Road, Stechford 
Telephone: Stechford 3631 /2 
. EDINBURGH 
: 46 Duff Street 
Telephone : 
Edinburgh 61506 
MANCHESTER 
LOADING BAYS Ashton Road 
WS Bredbury Stockport 
SS Telephone: Woodley 2677/8 


WAREHOUSES 


STUARTS 


Woinljc | FACED TILES 


GRANOLITHIC PAVING SPECIALISTS 
FOR OVER A CENTURY 


RECONSTRUCTED STONE, REINFORCED CONCRETE 
CONSTRUCTION and DESIGN, STONE RESTORATION 











March 20 1959 


Iner for 


i! 
VAST STOCKS : 


—new and second 
hand suitable for 


all industries 





ready for 
immediate delivery 


all roller shutters! 


Milner have 50 years of 
experience in making 
shutters — their work- 
manship is of the highest 
standard—they use only 
the finest materials. 


Among the many exclu- 
sive advantages of Milner 
shutters are these: 
Ball bearings at | every 
friction point. Deep side 
guide channels for 
security. Close-coiled 
helical torsion springs 
ensuring a balanced cur- 
tain and ease of operation. 
Deep section curved slats 
for strength. 
Specifications available for 
10 different types of roller 
shutters and wicket gates. 
You can choose the shutter 
: = best suited for your particu- 
LIMITED = lar needs from MILNER. 





BIRMINGHAM MANCHESTER 


Scapa Works Frederick Road 
Langley Green Pendleton 
Oldbury, Birmingham Salford 6 


Tel: Broadwell 1611 Tel Pendleton 2481 


SHEFFIELD LONDON 


Scapa Works Scapa House 
Wadsley Bridge Park Royal Road 
Sheffield 6 London N.W.10 


Tel: Sheffield 344391 Tel: Elgar 3811 = M ad ner 


STEEL EQUIPMENT DIVISION 
OF HALL ENGINEERING LTD 


Makers of office equipment, shutters and partitioning 
Central Sales Office: 60 Rochester Row, London, 8.W.1 
Telephone : VICtoria 5631 
bs Branches at Birmingham, Bristol. Glasgow, Leeds, Liverpool and Manchester 


4iso at Newcastle, Bedford, C: ardiff, Bow, Coventry etc 
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This aluminium sash window costs £7°7°6 


SIZE: 3' 87,” x 3' 8'4.”; QUANTITIES OVER 48 


ALOMEGA windows are made of aluminium—they can’t corrode, 
need no maintenance ever and cost far less in the long run. Alomega 
windows work without counter-balancing mechanism. They are draught- 
proofed, supplied ready-glazed, and are fixed with 4 screws only. 12 
standard sizes—or purpose made up to 19ft. perimeter. 


KEEP CLIENTS HAPPY. Aluminium cannot rot, rust, warp 
or swell. There are no cords to break, no weights, no pulleys. Alomega 
windows give a lifetime of trouble-free service. 





See the ALOMEGA window at your local 
Williams & Williams merchant stockists 


WILLIAMS & WILLIAMS 


WILLIAMS HOUSE - 37/39 HIGH HOLBORN 
LONDON - W.C.I HOLborn 986! 





@ 


for flat roofs, pitched 
roofs, dormers, gutters 
rain water pipes 


es 
—S 
~ 
= 


weatherings, flashings 


uses of Zinc in building 
is obtainable fromthe © 


aprons, porches, canopies 
BE nce fascias and copings 
Information on all the 


Zinc Development Association 


34 BERKELEY SQUARE LONDON w1 TEL: GROSVENOR 6636 
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«MAXIMIXAM 


CONCRETE: MIAER 


The Builders 
Best Friend 


MODEL 2TM 
(3/2 cu. ft.) 
powered by 

1 H.P. 
Villiers 
or JAP 
Petrol engine 
£89-0-0 


WRITE FOR FULLY ILLUSTRATED BROCHURE 
OF OUR COMPLETE RANGE OF 
3/2, 5/34 and 7/5 cu. ft. 
STANDARD AND TRAILER CONCRETE MIXERS 


F. O'BRIAN @eew ti D 


CROWN ENGINEERING WORKS SWADLINCOTE - BURTON-ON-TRENT 
TELEPHONE SWADLINCOTE 7588 








HEAVY ROAD MANHOLE COVER AND FRAME 


ia & P, 


DEVELOPMENTS LTD 


Specialists in Manhole Covers and “Duraduct”’ 
Duct Covers and Frames of all Descriptions. 


Copies of our Illustrated Brochures, giving details 
of our full range, from : 


L. & P. DEVELOPMENTS LTD., SUFFOLK HOUSE, 
HAWTHORN GROVE, PENGE, S.E.20. 
Sydenham 2331. 














GUIDE TO BUYING AND SPECIFICATION 





ASBESTOS CEMENT PRODUCTS 





art 


/ 


eT mae 
ASBESTOS CEMENT ROOFINGS 
(LONDON) LIMITED 
3-4, HAROWIDGE ST., LONDON, S.E.! 
All cypes Asbestos Cement Decking 
Corrugseed and Fiat Sheets, ns etc. 
4 Asbestos Pa-tition Board 
Telephone: HOPwood 2491/2 





Name & address only 5/-; extra words 3d. 
Bold Type, 7/- ; extra words 6d. 
Telephone Number 6d. extra 
DISPLAY RATE 30/- AN INCH 

















Use Expandite Sealing Compounds, Seelastik, Asbestumen, 

or Expandite Extrusions Seel-A-Strip. .8.200. 
EXPANDITE LIMITED 

Chase Road Londen W.W.10. Tel: ELGar 4321 (16 lines) 











ASPHALT 








PITCHMASTIC & 


ASPHALTE 


(MANUFACTURING) CO., LTD. 
PARK HALL ROAD, DENBY, 
NR. RIPLEY, DERBYSHIRE 

Tel. HORsley 454 





Manufacturers of Mastic 
Asphalt Roofing, Flooring, 
Tanking, Coloured Pitchmastic 
and Asphalt Flooring to 
B.S.L. Specification 

















Telephone: 
RIVERSIDE 
6052 (5 lines) 





BROADWAY CHAMBERS, 
HAMMERSMITH, LONDON, W.6 








THE IMPROVED 
ASPHALTE CO. LTD. 
* 


45/51 NEPTUNE STREET, $.€.16 


BERmondsey 4080 Est. 1920 











ROOFING. 
SPECIALISTS 
FLOORING, 
TANKING. 
TARPAVING 


=> ASPHALTE 


255, GARRATT LANE, LONDON, S.W.18 








H.V.SMITH & CO.LTD 


ASPHALT 


ROOFING 
TANKING 


FLOORING 
24 Ashley Place, Westminster, $.W.1 
Victoria 4575 











AIR INLETS (AUTOMATIC ONE-WAY) 
W. G. PARSONS & SONS, BARBARA CLOSE, 
ROCHFORD, ESSEX, MANUFACTURERS 
OF THE ** DRAUGHT-MASTER™ AND 

** FLUE-MASTER * WARM FLOW AUTO- 

MATIC AIR INLET UNITS. 


ALUMINIUM PRODUCTS 
NORTHERN ALUMINIUM COMPANY, 


ALUMINIUM ROLLER SHUTTERS 


J. TAYLOR (SYSTON), LTD., Janus Works, 
Albert Street, Syston, Leicester Tel. WNos.: 
Syston 2133, and Manchester, Ringway 3996. 


ANTI-CONDENSATION SHEETS 

JABLO Plastics Industries, Lid, Mill Lane, 
Waddon, Croydon, Surrey. 
ANTI-FREEZERS 


Sealocrete Products. Ltd. Tretol, Lid 


ARTIFICIAL STONE MANUFACTURERS 
MALCOLM MACLEOD & CO.. LTD., GLEN 
ROAD, WALTHAMSTOW. LONDON, E.17. 
TELEPHONE: COPPERMILL 1147-8. 


ENFIELD STONE CO., LTD.. GREEN 
STREET. BRIMSDOWN, ENFIELD, MIDDX. 
TEL.: HOWARD 2618. 

ASBESTOS CEMENT PRODUCTS 
ASBESTOS CEMENT & i INSULATIONS 


LTD., 68, VICTORIA STREET, LONDON, 
S.W.1. Tel.: Victoria 9547-8-9. 


HARRISON & CO. (Buiiders’ Merchants) LTD. 


Corrugated and Flat Sheets, Rainwater 
and Flue Goods. 
(Supplied and fixed, or supplied only) 
LEYTONSTONE, LONDON, E.11 (LEY. 6851) 
HINE LIMITED, BEDFORD ROAD. 
LONDON, S.W.4. BRIXTON 1127. 


Atlas Stone Co., Ltd. Feiber, Gordon & Co., 
Boddy Roofing Co., Lid. Lid. 


ASPHALT 
OPOLITAN ASPHALTE CO., LTD., 
. Boreham Wood, Heris. Tel.: Elstree 1152/3. 
RUSSELL Asphah Co., Ltd., The, 14-16, Bath 
Road, Eastbourne. Tel.: Eastbourne 4148. 
Associated Asphalte Co., Permanite, Lid. 


ock Asphalte, Ltd. 
General Asphalte Co., Salter, Edwards & Co.. 
Lt 


Lia 
Neuchatel Asphalte Co., 
Lid. 


ASPHALT PAVIORS 
Wm. SALTER, Edwards & Co., Ltd., Hormead 
a Hormead Rd., Harrow Rd., London, 


General Asphalie Co., ee Asphalte Co 
q td. 

Metropolitan Asphalte 
Co., Lid. 


BARROW MAKERS 

Acrow (Engineers), Lid. Cayless Bros 

Randow Lid. & Carter, Lid 
BATHS 

Clark, Hunt & Co.. Ltd. Nicholls & Clarke. Lid. 
BITUMEN SHEETING 


Field & Palmer, Lid Permanite, Lid. 
MeNeill, F.. & Co.. Lid. Ruberoid Co.. Lid 


BITUMINOUS SOLUTION MAKERS, etc. 
nes LTD.. Chase Road, London 
an 





British Bye- Permanite, Ltd. 
Products, Lid. Ruberoid Co.. Ltd. 
Dussek Bitumen & Taro- Sealocrete Products. Lid 
leum, Lid. Tretol. Lid 

Maxwell, Andrew 


BLOCKS (ROPE) 
cmamse BUTTERFIELD, LTD., SOBRAON 
ORKS, STRATFORD, E.15. 
BRICK MACHINERY MFRS. 


SUTCLIFFE, Speakman & Co., Lid., Leigh, 
Lancs London Office:—2, Caxton Street, 
Westminster, S.W.1. 


BRICKS 
Accrington Brick & Tile Midhurst Whites, Lid 
Co.. Lid. Sussex & Dorkine United 
Eastwoods Sales. Lid. Brick Co., Lid 
BRICKS (FACING) 
Walley. T. E., 


ASPHALT 


PERMANITE 





SOUTHERN 
ASPHALT 


LTD 
15 SHIP STREET - BRIGHTON 
SUSSEX. Tel.: Brighton 24905 


Mastic Asphalt & Felt Roofing 





PAINTING CONTRACTORS 





BLINDS 


FOR ALL PURPOSES 


E. HIRSCHHORN & CO. LTD. 
FINSBURY WORKS, WOOD GREEN, N.22 
Phone: BOWES PARK 311 


SHUTTERS 





WooD and STEEL 








BOILER SETTERS 


POULTON & SON LTD. 
Boiler Setting Engineers and Chimney Builders 
READING 


MAKERS OF “CURVILINEAR” & “ADJUSTABLE” 
Boller Blocks and all Classes of Fire-Clay Goods 
"Phone: Reading 81754 ‘Grams: Poulton, Reading 











GREENAWAY 


AND SON LIMITED 








BUILDING 
CONTRACTORS 
REINFORCED 
CONCRETE 








FOREST HILL 6833-8 
265 Lordship Lane, DULWICH, $.E.22 














BUILDING CONTRACTORS 





CHIMNEY BUILDERS & REPAIRERS 


‘s WIAA 
y LIMITED 


351a LOWER ADDISCOMBE RD. 
CROYDON, SURREY 


"Phone : ADDiscombe 1113-4 


BRICKWORK REINFORCEMENT 


“ Brickforce * B.R.C. Expanded Metal Co., 
Engineering Co., Ltd. Lid. 





ing ag oN 

BUILDERS & CONTRACTORS 
wy * & LUMSDEN, LTD. 

See displayed advertisement), 


MULLEN ‘a LUMSDEN MAINTENANCE, LTD., 
5, STREET, W.C.1. 
(Telephone: MUSeum 3705.) 
Batty & Smith, Ltd. Laing, J.. & Son, Ltd. 
Costain, wer} Lid. Lovell, Y. J., & Son, 
Demolition and Con- R 
struction Co., Ltd., Negus, & M., Lid 
Rush oy Tompkins, Ltd. 
Falkus Bros., Ltd. Tersons, Ltd 
Galbraith Bros., Ltd. Trollope & Colts, Pa 
Hiags & Hill. Truett & Steel, 


BUILDERS’ IRONWORK 
H. M. JAMES & Sons, 736, Romford Road, 
Manor Park, London, E.i2. Tel.: Ilford 4166. 
SAYGUS SCAFFOLDING, LTD., Cambourne 
Road, Wandsworth, London, S.W.18. Tel.: 
Vandyke 2462/7361. 

BUILDERS’ MERCHANTS 
C. COLLIN LTD., The Giass House, High 
Street, Croydon. Tel.: CRO. 2134 (4 lines) and 
CRO. 832 


Clark, Hunt, & Co., Ltd, Nicholls & Clarke, Ltd. 
Sales, Ltd. Travis & Arnold, Ltd. 





"Grams. : “‘Chimneys, Croyd: 





BRITAIN’S LARGEST BRICK CHIMNEY 
450 ft. High x 20 ft. Internal Diam. at top. 


P. C. Richardson & Co. (Middlesbrough) Ltd 
52-58 daar Str Sven is Wibdecbrough 











CHIMNEY SHAFTS 


BOILER SETTINGS 
CHIMNEY REPAIRS 


TOPPING & LEGGAT 


13 OLD PARK ROAD, a. 13 
*Phone: Paimers Green 
coreuerSenshoceion eee? 








CHURCH SPIRE AND TOWER 
RESTORERS 





}. W. GRAY & SON, LTD. 
i] Princeton St.,Bedford Row,W.C.1 
LONDON. Cha 870!* 
Street, SALISBURY 
Sal. 2750 











CONCRETE FLOOR DUSTPROOFING 


SIKA. | IM | | ED 


CONCRETE WATERPROOFING 





For ali Joints in Concrete Structures and Waterproofing, 
consult 


EXPANDITE LIMITED 
Chase Road, London, 4.W.10. Tel: 4321 ELGar (16 lines) 











BUILDING PAPER 


EXPANDITE, LTD., Chase Road, London, 
N.W.10. 
Davidson, C., & Son, Ltd. 


BUILDING SLABS 
“ Marlith” Marley Tile Co., Ltd. 


CASKS, BARRELS & WATER BUTTS 
HAIG’S Cooperages, Ltd., Bank Chambers, 
Tower Bridge, Tooley Street, London S.E.1. 

CAST STONE 
Celcon, Ltd. 


CEMENT 
Eastwoods Sales, Ltd. 


CEMENT PAINTS 
SEALOCRETE PRODUCTS LTD., Atlantic 
Works, Hythe Road, N.W.10. Tel.: Ladbroke 
0015 /6/7. 

CHAINS & SLINGS 
CHARLES BUTTERFIELD, LTD., SOBRAON 
WORKS, STRATFORD, E.15. 

CHIMNEY BUILDERS & REPAIRERS 
FURSE, W. J., & Co., Ltd. ("S”"’ Dept.), 
Traffic St., Nottingham; also London, Man- 
chester, Bristol. 

Cc. & M. Enginecring 
Go., Lid. 

CHURCH SPIRE & TOWER 
RESTORERS 
FURSE, W. J., & Co., Ltd. (“S”" Dept.), 


Traffic St., Nottingham; also London, Man- 
chester, Bristol. 


CILLS, COPING, SHELVES, Etc. 
BROUGHTON MOOR Green Slate Quarries, 
Ltd., Coniston, Lancashire 

CLAMPS (STEEL ADJUSTABLE) 


Ww. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
Acrow (Engineers), Ltd. 


Gray. J. W., and Son, 
Ltd. 


CLINKERS & ASHES 
Cloke, Geo. E., Ltd. 


CLINKER BLOCKS 


Obo Construction Co., Ltd 


CLOTHES LOCKERS (STEEL) 


Abix (Metal Industries), Ltd. 


COLOURS FOR CEMENT, CONCRETE 
ROUGH CAST 
SEALOCRETE PRODUCTS, LTD., 
Works, Hythe Road, London, N.W.10. 
facturers of Sealantone Products. 


Freeman, Joseph, Sons, Sal-Ferricite & Trading 
& Co., Lid. Co., Ltd. 


CONCRETE BLOCKS 


Obo Construction Co., Ltd. 


CONCRETE CONSTRUCTION 


Helical Bar & Engineering Co., Ltd. 


CONCRETE FLOOR DUSTPROOFING 
Adamite Co., Lid. Sealocrete Products, Ltd. 
Byrd, A. A., & Co., Srteel-Crete, Lid. 

td. Szereimey, Ltd 
Kerner-Greenwood & Tretol, Lid 
. Watco (Saics), Ltd. 


Atlantic 
Manu- 


Lillineton. Geo., & Co., 
Led. 


CONCRETE FLOOR SURFACER 
c Dixon Organi The 
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CONCRETE WATERPROOFING 


CONCRETE TOUGHENER 


TYDROSHANTI 


CONCRETE TOUGHENER AND 
WATERPROOFING COMPOUND 


An Efficient Concrete Toughener 


SPECIFY and USE 
“1YDROSHANTI” for 
Hardening Concrete 
Waterproofing Concrete 
Dampcoursing 
Damp Walls 
Repairing Concrete Walls, etc. 


E. WADE WILTON & SON 


Planet Works, Houghiey Lane, Bramiey, Leeds 
Grams: Wilton, Bramley, Leeds. Phone: Pudsey 3336 


CORK SLAB MAKERS 














SLAB AND GRANULATED 


Trade Mark 


BRITISH CORK MILLS LIMITED 
B.C.M.” House, 9 Hobart Place, London, $.W.1 
Tel. : SLOane 7207-9 And at GLASGOW * DUBLIN * LISBON 





CRADLE (TRAVELLING) 


NICOLL, DAWSON 
& HUMPHRIES LTD 


Scaffolding Contractors 


Please meee change of address: 
SOUTHERN GROVE 
MILE END e.3 
Phone: ADVance 1927 




















PALMERS TRAVELLING CRADLE & SCAFFOLD Co. Ltd. 
London Address: 3 WOODSIDE GREEN, S.E.25 
Tel.: Addiscombe 7721-4 
Northern Address: 211, BorovcH Roap 
MIDDLESBROUGH. Tel.: Middlesbrough 3051. 





SHEPHERD'S BUSH 2377 


6, 7, & 8 PERCY PLACE, 
SHEPHERD'S BUSH, W.12 
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CONCRETE MIXERS 
ERNEST, & SONS, a, Industrial 

iss Uhing, Essex, No.: Hatfield 
Peveral 311 (12° lines). Night Tel.: Hatfield 
Peveral 319. 
HUBERT C. LEACH, LTD., High Street, 
Cheshum, Herts. Tel.: Waltham Cross 5161 (5 
aoe 

ARD, THOS. W., LTD., ALBION WORKS, 
SHEFFIELD. P.O. BOX 141. 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
Acrow (Engineers), Lid. Vales Plant Register, 
Millars Machinery Co., Lid. 

Lea. 

CONCRETE PILING 

WEST'S Piling & Construction Co., Ltd., Bath 
Road, Harmondsworth, Middlesex. Telephone: 
Skyport $222. 
Lind, Peter, & Co., Ltd. an Concrete Piles, 


CONCRETE POURING SKIPS 
ABELSON & CO. (ENGINEERS), LTD., 
= BIRMINGHAM. TEL.: SHELDON 
CONCRETE REINFORCEMENT 
Expanded Metal Co., Helical Bar & Engineer- 


td. ing Co., Lid. 
Jones, T. C., & Co., Ltd. 
CONCRETE SHUTTERING 
Acrow (Engineers), Ltd. Mills Scaffold Co., Ltd. 
Byrd. A. A & Co., 
Ltd. 
CONCRETE TOUGHENER 
—_—- Geo., & Co., Sar! eee & Trading 
td. 


wates Gales), Ltd. 
CONCRETE WATERPROOFING 

~~ Products, Lid. Tretol, Ltd. 

Stic B” Paints Sales, Ltd. 

CONTRACTORS’ PLANT 

DOE, ERNEST, & SONS, LTD., Industrial 
Division, Ulting, Essex. Tel. No.: Hatfield 
Pevere] 311 rie lines). Night Tel.: Hatfield 


Pevere! 319. 

HUBERT C. LEACH, LTD., High Street, 
Cheshunt, Herts. Tel.: Waltham Cross 5161 (5 
lines). 

PARDIX PLANT LTD., 
Cheshunt, Herts. 

3496 and 4913. 


62/72, High Street, 
Telephone: Waltham Cross 


WARD, THOS, W., LTD., ALBION WORKS, 
SHEFFIELD. P.O. BOX 141. 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
Abelson & Co. (Engi- Dandridge, A. F., Lid. 
neers), Ltd Jones, - Co & Co., 
Acrow (Engineers), Ltd. Ltd. 
Chamberlain Industries, Lewis & Lewis, Ltd. 
Mills Scaffold Co., 


td. Ltd. 
Clifton, & Sons, ane. Plant — Register, 
Cohen, an. Sons Ltd. 


agp a. 
H., & Sons (Plant 
Hire), Led. 

CONTRACTORS’ TOOLS 

Clifton, 1., & Sons, Ltd. 
COPPER LIGHTS 

Wottons (Croydon), Ltd. 
COPPER TUBES 

Bolton, Thomas, & Sons, Ltd. 
CORK SLAB MAKERS 

B & B (* FINDER”), 8 NEWBURGH ST., 

LONDON, W.1. 
CORRUGATED SHEETS 


Braby, Fredk., & Co., Croggon_ & Co., Ltd. 
Lid. Jones, T. C.. & Co., 


WLS 
Colt, W. H.. (London), Ltd. 


CRADLE (TRAVELLING) 
BOULTON TUBULAR STRUCTURES, LTD., 
LONDON DEPOT. PUTNEY BRIDGE ROAD. 
§.W.18. VANDYKE 6551 (3 lines). WORKS: 
BOOTH STR 'GHAM 


EET, 21. 
NORTHERN 9367 (2 lines). 
W. C. YOUNGMAN, Ltd., Wandsworth Works, 
Wandsworth Road, London, S.W.8. 
Acrow (Engineers), Ltd. Palmers Travelling Cradle 
Tellok Appliances, Lid. & Scaffold Co., Ltd. 
CRANE MANUFACTURERS 
A.C.E. Machinery. Ltd. Cohen, Geo., Sons & 
British Hoist & Crane Co., ¥°4. 
Co.. Ltd. N a., & Co. 
me Bros. & Co... M: ° yeas & Co. 
t ~ Pp 


« Ltd. 
« Thos. W., Ltd. 


Conwell Cranes & Erec 
tion, Ltd. 
CRANES (FOR HIRE) 


CASWELL Cranes & Erection, Ltd. 


Grove 
Works, Hammersmith Grove, W.6. Tel.: River- 
side 5203-4. 


noe Bros. & Co., Jones, T. C., & Co.. 


td. 
Sons & Lewis & Lewis, Lid. 
— Plant 


CURTAIN WALLING (ALUM & STEEL) 
Williams, John (Cardiff), Ltd. 


om. Geo., 
Led. 











THE BUILDER 


CRADLE (TRAVELLING) 


SAYGUS SCAFFOLDERS Lip. 


Specialists in Travelling Cradies 
1Camborne Rd., $.W.18. Tel.: vANdyke vie 2482/7361 











STEPHENS & CARTER LTD., 
The Oldest Scaffoldi Pent in Trade 
731-761, HARRO » N.W.10 
Telephone: Ladbroke Mt 16 lines) 
elegrams. Ladders, London. 





CYCLE PARKS 











AGtx STEEL CYCLE STANDS 


types. 
ABIX (METAL INDUSTRIES) LTD. 
CTORY yey SPECIA\ i 


it Molesey ~14 4 
Pn. MOLesey 4361/3 races ABIX seer MOLESEY 





DOOR SPRING REPAIRS 


We REPAIR & 
MAINTAIN 


all makes and Types of 


FLOOR DOOR SPRINGS, 
OVERHEAD DOOR SPRINGS 
& PANIC BOLTS 


on the site—in your name 
Bis ito. Se, lly Sil, ie Alte, lr. Mn shh, Ml 
OUR SERVICE DEPT. 
COVERS A VAST AREA 
wvvvvvvvvVvvyv 
For skilled service and prompt attention 
phone CLISSOLD 0564-5 


OR WRITE: 


AVENUE SPRING CO 
(DOOR SPRINGS) LTD. 


Contractors to Ministry of Works, 
L.C.C. & Municipal Authorities. 
BARCLAYS BANK CHAMBERS 
» KINGSLAND HIGH ST., LONDON, E.8 








DEMOLITION 


DEMOLITION uarocore. 
CLINKER AND ASHES. 
SAND, BALLAST, ETC 


GEO. E. CLOKE LTD. 


Assn. with HUDSONS OW ie deenie a 
Meimeced . Neasden Lane N.W.1 














DRAIN CLEARING TOOLS 





Five years ago— 


**Iie cost us £60 to 

excavate and clear a 

blocked drain which 

had defied all other 

methods of clearing it. 

The same drain be- 

came blocked again 

this year, but this time 

we cleared it with the ‘Sani-Snake,” which costs 
little, did the job on the spot, and has saved 
money ever sirice.”” 


Write for illustrated leaflet 
to work round 


CharlesC. Grey traps and bends 


20/21 Tottenham Mews, London, W.| 


Made specially 





CYCLE PARKS 


Abix (Metal Industries), Odoni, a ae A. «& 
Lid. Co 


Stelcon, ina. 
DAMP-PROOF COURSES 
ee _ LTD., Chase Road, London, 


can LTD., 24, Ashley Place, 


McNeill, F., & Co., 
Neuchatel Asphalte eo 





Newtonite, Ltd. 
Permanite, Lid. 
Ruberoid Co., Ltd. 


DEMOLITION 
Cloke, Geo. E., Lad. 


DISTEMPERS 
Morse, A. T., Sons & Co., Lid. 
DOOR SLIDING GEAR 
ALDAM, E. Hill & Co. {All Systems), Britan- 
nic Works, Haslemere Avenue, London 
S.W.18. Wimbledon 8080 (5 lines). 
Ellard Sliding Door Gears, Ltd. 
DOOR SPRING REPAIRS 
AVENUE SPRING CO. 
LTD., BARCLAYS BANK CHAMBERS, 
KINGSLAND HIGH S$: REET, LONDON, 2 
Tel.: CLISSOLD 0564/5. 
THE MAINTENANCE CO., LTD., 1462. LEA 
AD, CLAPTON, LONDUN, E.5, 
T AMHERST 6388. 
DOORS 
JABLO Plastics Industries, Ltd., 
Waddon, Croydon, Surrey. 
DOORS (STEEL) 
Clark, Hunt & Co., Ltd. Haywards, Ltd. 
DOORS (WOODEN), Etc. 
F. HILLS & SONS, LTD., NORTON ROAD, 
STOCKTON-ON-TEES. 


Austins of East Ham. Leaderflush, Lid. 


Led. Linden Doors, Ltd. 
wees We # Oo.. Ltd. Sadd, 


Cattle Travis rw Arnold, Ltd. 
DRAINAGE ENGINEERS 

Burn Bros., Ltd. 
DRAUGHT EXCLUSION 

British Hermeseal, Ltd. 


DUCTS WORKS 


Mill Lane, 


Braby. Fredk., & Co.. Greenwood’s and Alirvac 
Ltd. Ventilating ) one ak 
Cc. & M. Engineering Harvey. G. ve 
Co., Ltd. ( 

Clark, Hunt & Co., Ltd. 

DUST SHEETS 
BOULTON revise STRUCTURES, LTD., 
LONDON DEPOT, PUTNEY BRIDGE ROAD. 
S.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH ST RMIN 


REET, iGHAM 21. 
NORTHERN 9367, 2 lines. 

ELECTRICAL ACCESSORIES 

British Insulated Callen- M. K._ Electric, Ltd. 
ders Cables, Ltd. Philips Electrical, Ltd. 
General Electric Co., Ltd. 

ELECTRIC DRILLS 
Black & Decker, Ltd. 
Kango Electric Hammers, 

ELECTRIC HAMMERS 
HUBERT C. LEACH, LTD., Hi 


igh Street, 
am Herts. Tel.: Waltham Cross 5161 G 
ines), 


Black & Decker, Ltd. Kango Electric Ham- 
mers, Lid. 


ESCALATORS 

Hall, J. & Co., Ltd. 

EXCAVATORS 

DOE, ERNEST & SONS, LID., inousina 
Division, Ulting, Essex. Tel. No.: Hatfield 


Peverel! 311 (12 limes). Night Tel.: Hatfield 
Pevere! 319. 


HUBERT C, LEACH, LTD., High Street, Ches- 
hunt, Herts. Tel.: Waltham Cross 5161 (Ss lines). 

EXPANSION aos” FOR 
CONCRETE ROA 


SMITH, H. V., a co. Ltd., 24, Ashley Place, 
Westminster S.W 


Expandite. Ltd. McNeill, F., & Co., Ltd. 
Felts and Damp Courses. Permanite, Lid. 


FAN MAKERS 
Keith Blackman, Ltd. 
FELT ROOFINGS 
OVERALL-BOOF COVERINGS, 
47, MONTAGUE ROAD, Ell. 
TEL.: LEYTONSTONE 8195/7278. 
Blackwells & National Permanite, Ltd. 
Roofings. Ltd. 


FIRE-CHECK DOoRwars 
Linden Doors. Ltd. 


rine ESCAPE STAIRCASES 
Co., Gardiner, 

ond a. Lid. 
Clark, Hum & Co., Lid. Haskins 
Haywards. Ltd. 


FIREPLACE SURROUNDS (TILED) 
Eastwoods Sales, Ltd. 


Wolf, 8. & C., Led. 
Lid. 





Ri ee HT 


ROXITE 
SSS) 


EXPANSION JOINTING FOR 
CONCRETE ROADS 





Ose Expandite Joint Fillers and Sealers, Flexcell, Pli-astic 
Destina’ vertiotie, Plasttonet. and’ Expendtte’ Wosnenioa 


EXPANDITE LIMITED 
Chase Road, London, W.W.10, Tel: ELGer 4321 (10 lines) 











a3 miele) di, ic 


PERMANITE 


FENCING 








ALL TYPES of FENCING and 
GATES supplied and erected 


FENCING (Shepperton) LTD. 


GOVETT AVE., SHEPPERTON, M'!DDX. 
Phone: WALTON-ON-THAMES 1050-1-2 








FENCING CONTRACTORS (WOOD) 





T.K. YEATES & HANSON LTD. 


FLOORING SPECIALISTS 
WOOD BLOCKS - CORK - ACCOTILE 
WOOD FLOORS RENOVATED 


il, QUEEN SQUARE - - LEEDS 2 
Telephone: 25374 











FENCING 


CONTRACTORS 
we A. SKINNER & Co. Ltd. (Dept. B) 
DITTON, SURREY 


WHARF, LONG 
"Aes Emberbrook 1960-1961 (2 lines) 





FENCING (WOOD) 





FENCING 


CEDAR, OAK, SOFTWOOD, ETC. 
MODERN RUSTICS CO., LTD. 


MITCHAM JUNCTION, SURREY} 
Telephone: MiTcham 3296 











FIRES 
Allied tronfoundries, Lid. Ideal Boilers & Radia- 
tors, Lid. 


FLAGSTAFF MAKERS & ERECTORS 
CHARLES BUTTERFIELD. LTD., SOBRAON 
WORKS, STRATFORD, E.15. 

GRAY. J. W.. & Son, Ltd., Tudor House, 
Princeton , Bedford Row, W.C.2. Tel.: cs 
pine 4 


, ERNEST W., LIMITED, EXCEL- 
SIOR HOUSE, 65, HOLLOWAY ,ROAD. 
LONDON, N.7. NORTH $5771 (5 lines 
FLASHINGS & CAPPINGS (ALUM & 
STEEL) 


RICHARD CHANTRY & CO., LTD., Faraday 
7, 3 aie Cray, Orpington, Kent. Orping- 


Acrow (Engineers), Ltd. 

FLOOR SANDING MACHINES 
HAYWOOD FOUNDRIES, LTD., 
Seaton Place, London, N.W.1. EUSton 1908. 


Ploor Renovations, Ltd., 34-36, Lauriston Road, 
London, E.9. 


FLOOR SEALERS 


SEALOCRETE PRODUCTS, LTD., Atlantic 
br (ee Road, N.W.10, Tel.: Ladbroke 
16/7. 


Steel-Crete, Lid. Watco (Sales), Ltd. 


FLOORING (COMPOSITION) 


THE LIOTEX ASBESTOS FLOORING CO., 
LTD., 3, CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, LONDON, S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 

Durable Ay Co., Lid. 

Marbolith Flooring Co. Martyn, Bruce, Ltd. 


FLOORING CONTRACTORS 
STEEL-CRETE, LTD... Savoy House, 115-116, 
Strand, W.C.2. Temple Bar 5621. 
THE LONDON Crystal Window Cleaning fon oe 
Ltd., 62, Lancaster Mews, Lancaster Gate 


THE LIOTEX ASBESTOS FLOORING 

LTD., 3, CORBETTS PASSAGE, ROTHER: 

HITHE NEW ROAD, ear S.E.16. Tel.: 
INDSEY 4341 


BERMO 
General Asphalte hed ol Ltd. 
Lid Pp paering Co., 


Haskel Robertson, Ltd. _ Ltd., 


Martyn. Bruce, Ltd. Vigers Bros. Ltd. 
os ae Asphalte , 


FLOORING (CORK) 
Armstrong Cork Co.. Ltd. 


FLOORING (FIREPROOF) 


THE LIOTEX ASBESTOS FLOORING CO., 
LTD., > CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, LONDON, S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 
Cueer Ferro-Concrete Kicine Co., Ltd. 
Ltd. Siegwart Floor Co., Ltd. 
Helical = & Engineer- Smith's Fireproof Floors, 
ing Co., Ltd. Ltd. 


FLOORING (HOLLOW TILE) 


Helical Bar & Engineer- Kicine Co., Lid. 
ing Co., Ltd. 


FLOORING (INDUSTRIAL) 


ASBESTOS FLOORING CO., 
CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, LONDON, S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 
Haskel Robertson, Ltd. Stelcon (Industrial 
Martyn, Bruce, Ltd. Floors) 
Permanite, Lid 
Sealocrete Products, Ltd. Ltd. 
ete, Lid. 


FLOORING (JOINTLESS) 


THE LIOTEX ASBESTOS FLOORING CO., 
LTD., 3, CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, LONDON, S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 

Ebner, Jos. F., (1953), ptortye. Bruce, Ltd. 


td. ilip — Co., 
General Asphalte Co., Ltd., 


, Zeta Wood Flooring Co. 
Haskel Robertson, Ltd. (1910), Ltd. 
— Flooring Co., 

td. 


FLOORING (RUBBER) 

RUBBER FLOORING, LTD., 20-23, Holborn, 
E.C.t. Tel.: HOLborn 9173. 

SORBO, LIMITED, Sole manufacturers of the 
** Sorbo "* Wheelbarrow and Truck Tyres, Sorbo 
Works, Woking. Tel.: Woking 966 (5 lines). 
Tel. Add.: ‘* Sorbo Woking.” 

Runnymede Rubber Co., Lid. 


FLOORING (WOOD, WOOD BLOCK, 
PARQUET) 

Calders, Ltd. Stevens & Adams, Ltd. 
we ion” F., (1953), Vigers Bros., 


Ltd. 
Lid Zeta Wood Flooring Co. 
Leaderflush, Ltd. (1910), Ltd 


Philip Flooring Co., 
td., The 


FLOORS (PRESTRESSED) 


Costain Concrete. Ltd. 


FLUSH DOORS 
Linden Doors, Ltd. 


Floors (Industrial) 
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FENCING 


FENCING au ress 


ERECTION BY SPECIALISTS 


M.S... Fencing contractors 


53 VALLANCE ROAD, LONDON, N.22 
BOWES PARK 2799 














FLOOR SEALERS 
CONCRETE FLOOR SEAL 
(OIL & DUST PROOF) 
FLUID GLASS PRODUCTS LTD 


YEOMAN ST., LONDON, S.E.8 
Telephone: BER. 3237 


FLOORING (COMPOSITION) 








MODERN TILE & FLOOR COMPANY LTD. 


for 
*MODERNITE’ MAGNESITE 
JOINTLESS FLOORING, 
THERMOPLASTIC—P.V.C.—TILES, 
TERRAZZO AND MOSAIC 





62/622 Grewery Ad., London, 4.7. Tel.: WOR 4611/2 








FLOORING CONTRACTORS 


BRUCE MARTYN LTD 
INDUSTRIAL FLOORING 

Stirling House, Barnet By-pass. Boreham Wood 

Herts Telephone: Elstree 3781/7 











THE MOST COMPREHENSIVE FLOORING 
SERVICE in the North of England 


LINOLEUM - CORK - RUBEER 
THERMOPLASTIC - VINYL 
COMPOSITION - UNDERLAYS 
ROBERT KERR & SONS 


(Flooring Limited) 








131-133 Chester Rd., Manchester 15. BLA 2186 








FLOORING SPECIALISTS 


PARQUET, WOOD BLOCK. STRIP, 
AUR - 3-3 2 Peeses | Camere) E fek-3h a ied, F 
RESURFACING 


s experience 


et: CONSTRUCTIONAL FLOORING CO. LTD. 
CAMBRIDGE WORKS, STATION YARO, THE QUADRANT; 
RICHMOND, SURREY RICHMOND 6481/23 


ASPHALT FLOORING 


PERMANITE 


ADVa 
BIRMINGHAM — —— BIRchfields 504) -2 
MANCHESTER BLAckfriars 9469 


FLOORING (CORK) 


_ ELCO 


CORK TILE FLOORING 


E. J. ELGOOD LTD. 
LONDON, S.E.8 


BER. 1144 (7 lines) 


FLOORING (INDUSTRIAL) 


ELIECA 


ARMOURED PAVING TILES 
FOR FACTORY FLOORS 


E. J. ELGOOD LTD. 
> & 8 if BER 1144 (7 lines 
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Convene GOODS 


Braby, F., Co., Ltd. Gardiner, J., 
Clark: Hunt “. Co., Ltd 
Croggon & Co., Ltd. 


GARAGE DOORS 
nden Doors, Lid. 
GASFIRED BOILERS 
Keith, Blackman, Ltd. 
GAS WATER-HEATERS (GEYSERS) 


Ascot Water Heaters, Ltd. 


GATES, RAILINGS (IRON), STAIRWAYS, 
Ete. 


& Co., 
Lid. 
Nicholls & Clarke. Ltd. 


HASKINS, 
London, 


Blackhorse Lane, Walthamstow, 
7. 
mn & Paul, 


Ltd. Haywards, 


Boulto: Lid, 

Clark, Hunt & Co., Ltd. Nicholls & Clarke, Ltd. 
Croggon & Co., Ltd. Potter Rax, Ltd. 
Gardiner, J., & Co., Ltd. 


GATES (WOOD) 
AUSTINS OF EAST HAM, LTD. 
Wyckham Blackwell, Ltd. 


GLASS FIBRE (LAMINATED ROOF 
LIGHTS) 


ALLAN BLUNN, LIMITED, 29, CRAVEN 
STREET, LONDON, W.C.2. Tel.: WHitehall 
8801-2-3. 


WESTPOLE MOTORS, LTD., GLASS REIN- 
FORCED E PLASTICS DIVISION, TRENT 
HOUSE, 89, BRAMLEY ROAD, LONDON, 
N.14. PAL. 8331, 


GLASS MFRS. & MERCHANTS 


Clark, James, & Eaton, Nicholls & Clarke, Ltd. 
Ltd. Pilkington Bros., Ltd. 
Farmiloc, Geo., & Sons, Pugh Bros., Lid. 
td. Wottons (Croydon), Ltd. 
Lusfer, Ltd. 


GLASS (STAINED, PAINTED) 
Farmiloe, Geo., & Sons, Morris Singef Co., Ltd. 
td. Nicholls & Clarke, Ltd. 
Goddard & Gibbs Pugh Bros., Ltd. 
Luxfer, Lid. 


Weistead, C. E., 

GLAZING 

C. COLLIN, LTD., The Glass House, High 

Street, — Tel.: CRO 2134 (4 lines) and 

CRO 8321. 

Clark, James, & Eaton, Mellowes & Co., Ltd. 

Ltd. Newman & Watson, Ltd. 

Farmiloe. Geo., & Sas, Nicholls & Clarke, Ltd. 


Lid. Paragon Glazing Co., 


Furniss & Co., Ltd. Lid. 
Haywards, Ltd. Puzh Bros.. Ltd. 
Lusfer, Ltd. Wottons (Croydon), Ltd. 


GRANITE (BROKEN & CHIPPINGS) 
COX, H., & Sons, Ltd., 33, Southampton Way, 
Camberwell, London, S.E.5. 

GRANOLITHIC PAVING 
MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.17. 
TELEPHONE: COPPERMILL 1147/8. 
GRANO-METALLIC Pues ared wreneting Co., 
oe $57, Lea Bridge Road, London, E.10 

. PULLINGER, 350, High Road, Leyton, 
E10. Leytonstone 2047. 


GUTTERS (CAST IRON) 
HILLS BROS. (City 3094) 


GUTTERS (CONCRETE) 
Finlock Gutters, Ltd. 


GUTTERS (HEAVY PRESSED STEEL) 
RICHARD CHANTRY & CO., LTD., Faraday 
Way, St. Mary Cray, Orpington, Kent. Orping- 
ton 20307/8. 


HEATING APPARATUS 
Clark, Hum & es Ltd. Keith Blackman, Lid 
ane ee ¢ Radia- Nicholls & Clarke, Lica. 
ors, 


HEATING & VENTILATING 


Newman & Watson, Lid. Watkin Heating Co.. 
Clark, Hum & Co., Ltd. Ltd., The 


HOISTS 

Ww. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8 
A.C.E. Machinery, Ltd. Morgan. A., & Co 
British Hoist & Crane Ward, Thos. W., Ltd. 
Co., Ltd. 

INCINERATORS 


Braby, Fredk., & Co., Incinerator Co., Ltd. 
Ltd. 


Harvey. G. A., & Co. (London), Lid. 


«INSULATING MATERIALS 
JABLO Plastics Industries, Ltd., Mill Lane, 
Waddon, Croydon, Surrey. 
British Plaster Board, McNeill. E., & Co., Ltd. 
Lid., The * Marith * Marley’ Tile 
Cape Asbestos Co., Lid., Co., Lid 
The Permanite, Ltd. 
Stramit Boards, Ltd. 
Dutton, Leonard & Sons Sundeala Board Co., 
Gyproc Products, Ltd. Ltd. 


INSURANCE 


Builders Accident Insurance, Lid. 


{RON & STEEL PROTECTION 
“ Galvafroid” Secomastic, Ltd, 


Celotex, Ltd. 


Thermacoust, Ltd. 


THE BUILDER 


FLOORING (JOINTLESS) 





OXYCHLORIDE 
JOINTLESS FLOORING 
Terrazzo and Measaic Work 
P.V.C. Floor Tiles 
““MAGART"™ LIMITED 
176 New Kent Road, Londen, $.£.1. 40° 0230 











FLOORING SUPPLIES 


g5ele) ile 
STRIP & BLOCK 


PARQUET OVERLAY 
THERMOPLASTIC 
VINYL & CORK 


* 
SUPPLY ONLY 
or LAID and POLISHED 
OLD FLOORS RENOVATED 


WILLIAM THORNTON & Sons Ltd. 
38 Wellington Rd. Liverpool 8 


i. eo i eae | 


FLOORING (WOOD BLOCK & 
PARQUET) 


FLOORING 


Woed F er yes Pa t, Strip, weed Mosaic, 
ubber, Oork and way SS 
Pea... and Reeurfaring mates yew 


DE GAY FLOORING LTD. 


67, eam 2 AVENUE, GREENFORD, MIDDX. 
: WAX. 5263, CAN. 2470. 








GLAZING 


PEARSON 


GLAZING 


REGLAZING 
SHEET 
& PLATE GLASS 
SHOP FRONTS 
A Speciality 
Tel. STAMFORD HILL 3203-5, 8885 


J. PEARSON 
& SONS woo LTD. 


7-9 BELFAST ROAD, N.I16 


























IRON & STEEL STOCKHOLDERS 
HALL BROS. (West Bromwich), Lid., Eagle 
Works, Greets Green, West Bromwich. Tel 
Tipton 1611 (10 lines). Telegraphic address 
EAGLE WEST BROMWICH. 

Clark, Hunt_& Co., Lid. Jones, T. C., 
Dunlop & Ranken, Lid. Lid 
JOINERY 


Austins of East Ham, 
Ltd 


& Co., 


(Woodworkers) 


Cattle, R., Lid. James Joinery 
Edmonds & Co., Lid. Linden Doors, age. 
Bs re John, 
a. 


Fosters 
Lid. 


KITCHEN UNITS 
Austins of East Ham. Lid 


LADDER MAKERS (EXTENSION, Etc.) 
HENRY L. COCKLE, LTD., 9, TOTHILL 
STREET, WESTMINSTER, LONDON, S.W.1. 
mae ABBEY 4471-2. 

ODMORE WORKS, LIMITED, 769, 773, 
ortast Lane, London, S.W.17. (Also Steps. 
Tresties.) Tel.: Wimbledon 7622. 

Ww. C. YOUNGMAN, Lid., Wandsworth Works, 
Wandsworth Road, ane S.W.8, 

Cayless Bros. tephens & Carter, Lid 
Scaffolding (Gt, Britain), ina 

LADDERS (LOFT) 

HENRY L. COCKLE, LTD., 9, TOTHILL 
STREET, WESTMINSTER, LONDON, 5.W.1. 
Tel.: ABBEY 4471-2. 

LAMINATED PLASTICS 
Bakelite, Lid. Wareite, Lid. 

Holopiast, Lid. 

LAMPS 
Randow Miliman, Ltd. 


LEAD, OIL COLOURS, SIZE 

ot ay Geo., & Sons, Nicholls & Clarke, Lid 
LEAD (ORNAMENTAL), Etc. 

STONER & SAUNDERS, LTD., 20, Woodfield 

need, 5 ene, W.9. Tel.: CUNingham 
LEAD (SHEET & PIPE) 

Farmiloe, Geo., & Sons, Ltd. 


LEADED LIGHT MANUFACTURERS 
Farmiloe, Geo., & Sons, Goddard & Gibbs 
Ltd. Nicholls & Clarke, Lid 


LIFTING GEAR 
CHARLES pr iceret.  ooamee SOBRAON 
WORKS, STRATFORD, E. 
Clifton, L, & Sons, Lid. 
LIFTS 
HAMMOND & CHAMPNESS, LTD., Gnome 
House, Walthamstow, London, E.17. 
LONDON LIFT CO., 103, WORSHIP STREET. 
LONDON, E.C.2. 
Bennie Lifts, Ltd. Jensen 
ar ee Ket & Co., Penrose Lifts. Lid. 


td. Pickerings., Ltd. 
Hall, J. & E., Ltd. Steven, A 


LIGHTING DESIGN SERVICE 
Philips Electrical, Ltd 


LIGHTNING CONDUCTORS 
ELLIOTT, A. W., (Steepiejacks), & Co., Ltd 


LINOLEUM 


Catesbys, Ltd. 


LOCKS, LATCHES, Etc. 


Adams, Robert (Victor), Ltd. 


MACHINERY & PLANT 
DOE, ERNEST, & SONS, LTD., Industria! 
Division, Ulting, Essex Tel.: Hatfield Pevere! 
311 (12 lines). Night Tel.: Hatfield Peverel 319 
Acrow (Engineers), Lid. Lewis & Lewis, Lid. 
een Industries, oe Caen F armeed 
td. 
Danckaerts Woodworking Millar Machinery Co.., 


Machinery, Lid 
Dandridge, A. F., Lid Scaffolding (Gt. Britain), 
td. 


Jones, T. C. & Co., Lid 
MARBLE 

JOHN STUBBS (MARBLE & QUARZITE). 
LTD., MERSEY WORKS, SMITHDOWN 
LANE, LIVERPOOL 7. Tel.: ROYAL 4951. 
C. WALKER & CO., LTD., HYDE LANE, 
S.W.1l, BAT. 2071/2. 


MECHANICAL KEYING FOR 
RENDERINGS 
SEALOCRETE PRODUCTS, LTD., 
Works, Hythe Road, N.W.10. Tel 
0015/6/7 


METAL WINDOWS REPAIRS 
METAL WINDOW RENOVATORS, BAR- 
CLAYS BANK CHAMBERS, 1, KINGSLAND 
HIGH STREET, LONDON, E28. Tel. CLIS- 
SOLD 0564/5. 


Atlantic 
Ladbroke 


THE MAINTENANCE CO., LTD., 1468, LEA 
BRIDGE ROAD, CLAPTON, LONDON, E.5. 
Tel.: AMHERST 0388. 
METAL WORK 
Potuer Rax, Ltd. 





SIMPLEX CONCRETE PILES LTD. 


PALACE CHAMBERS, BRIDGE STREET, WESTMINSTER. S.W.1 


Telephone Nos - TRAFALGAR 1167/8/9 





MORTAR PLASTICISERS JOINERY 
CLODOL INDUSTRIES, LTD. 





AcGamut 


SEALOCEETE PRODUCTS, LID. 
Works, Brive Rost, WW AS Tel.” Ladmoke CANAL 
O1S/6/7 
on, Geo, & Ce, a ag 
Ieesal. tat 


fii to 1 
MOSAIC & TERRAZZO PAVING JOIRERY & MOULDING CO. LT 


Marvcite Floorimg Co. 2 COE R05 BERMONDSEY 


area $.£.16 


BERmondsey 2048 


VIADUCT. 





FERGUSON & GUIVER Lro. 


BEODCS OTF WORES 
SURROVGRS GARDERS, HERDOR, LORDOE RUA 
Telephone : BERées 66517 





GREEN, 
SPRINGFIELD 4461/2/3/4. 


PRODUCTS, LTD. LADDER MAKERS (EXTENSION, ETC.) 
yihe Road, NWAO. Tel: Ladbroke 





Works, H. 

015 /6/7, OSLO AND GOTHENBERG POLE LADDERS 

WOOD AND ALUMINIUM EXTENSION 

LADDERS . STEPS - TRESTLES ~- etc. 
E. FARRAR LTD. 


Ledder & Truck Manufocturers 
Well Lane, Halifax Tel. 2917 
SEND FOR LISTS 











PAINTING CONTRACT ORS 


Decorative Painting Bayliss, Ernie, Lid. 
Contractors, Lid. 


PARTITIONS 
AUSTINS OF EAST HAM, LTD 


= 20 gs ; Seco, Lad Sivemit Boards, 11d. L | F T | ‘a G 
; PARTITIONS (CELLULAR CORE) 


Our famous Series 39 of steel buildings , 
iene ead Mees EQUIP ME nN T 
ideal framework garage, ¢, PLIED Lia) TESTED 
barn, etc. Thirty-six models made from PARTITIONS (METAL) a aap 
20 ft, to 40 ft, span. Many hundreds have Williams, John (Cardiff, Lid W. & E. MOORE LTD. svaset 
been shipped to all parts of the world. PARTITIONS (STEEL) 7. €AST 4601-2 

Abix (Metal Industries), Ltd 
PAVEMENT LIGHTS 


HAYWARDS, LTD., Union Street, Borough, LIGHTNING CONDUCTORS 
SERIES 54. London, 3.£.1. Phone: Waterloo 6035 (5 lines). 


Hand operated JOHN HEALEY (London), Lid., 32, Shaftesbury 


Concrete Block Avenue, London, W.1. Ger. 2610. 
Machines for mak- PAVING (INDUSTRIAL) i 
ing solid or cavity Haskel Robertson, Lid. 


* ’ Mire Be. Fe, ice enek, belo hen gel bam | C 
blocks. Five PERSPEX CORRUGATED EART MING EMUIEHENT ” 


cover individual HARRISON & CO. (Buiiders’ Merchants) LTD. 

——— B.R. Goods Depot 
LONDON, E.11 

PIPES (CONCRETE) 


Bastwoods Sales, Lid. 
werkmenthip and rapid delivery, 
Gosted by 10 yeore oxpenence, PLASTERS ESTABLISHED OVER 100 VEARS 


JOHN REID & SONS, | | HARRISON & CO. (ouiiders’ werchants)LTD. J.W.GRAY &SONLTD 


| PRINCETON STREET 
13-17 OURHAM HOUSE, Carlite, Paristone, Thistle, etc., 
BOURNEM 





LIFTING GEAR 





| CHA. SEoFORD ROW, W.C.1 
OUTH Plasterboards, etc. 8701 LONDON & 


LEYTONSTONE, LONDON, E.11 (LEY. 6851) “. 19 CASTLE STREET 
Gyproc Products, Lid. Gyrsum Mines, Lid. | ALIS Y 
JOINERY | pai < _~ 


PLATFORM STAGINGS 
NIGH CLASS jolNenyY | | BOULTON runutan staucrums cro. | JMLURMGIAIOMOO QE Dus 


S | §.W.18, VANDYKE 6551. 3 fin WORKS: | 
‘FLUSH DOORS BOOTH STREET, BIRMINGHAM 21. | 
NORTHERN 9367, 2 tines. 1 INOLEUM 


SHAPLAND _ PLUMBING CONTRACTORS 


J: Ae WILLIS & CO, 47, ELDON ROAD, | a Rerelai. 
mo PETTER tro | Newman & Watson, Lid. m LINOLEUM FLOORING 


PLUMBERS’ BRASSW | 
RALEIGH WORKS Bhp me gene migtonrny: f J. ELGOOD LTD 
BARNSTAPLE PLYWOOD | NDON, 5.8.6 


William T. Eden (London), Ltd. BER. 1144 (7 lines 
Travis & Arnold, Lid, | 
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POLES 


W. C. YOUNGMAN, LTD., Wandsworth 
Works. Wandsworth Road, London, S.W.8. 


PORTABLE AIR COMPRESSORS & 
ROAD BREAKERS 
BROOM & Wade, Litd., 
Wycombe, Bucks. 
HUBERT C. LEACH, LTD., High Street, 
Cheshunt, Herts. Tel.: Wakham Cross 516 
(5 tines). 

Cox, H., & Sons (Plant Hire), Ltd. 

PORTABLE BUILDINGS 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
Clifton, I.. & Sons, Ltd. Podmore Works. Lid. 
Mariey Tile Co., Ltd. F. Pratten & Co., Led. 

PORTABLE POWER TOOLS 
ARTHUR —— & CO., LTD., 58, Com- 
merce Road, Wood Green, London. N.22. 
Bowes Park 7221. New, Used, 

Exchanged. Terms. 
Cole, E. R., Ltd. 


PRECAST CONCRETE MFRS. 
MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.17. 
TELEPHONE: COPPERMILL 1147/8. 

Atlas Stone Co., Lid. 


Engineers, High 


Finlock Gutters, 
— Bar & “inisincer 


Co. 
Kieine Co., id. 


PRECAST FLOORING & ROOFING 
Helical Bar & Engineering Co., Ltd. 


PREFABRICATED CONSTRUCTION 
Seco, Lid. 


PREFABRICATED CONSTRUCTION 
(COMPOSITE) 
F. Pratten & Co., Ltd. 


PROPS, STRUCTS (STEEL) 
BOULTON TUBULAR STRUCTURES, L 
LONDON DEPOT, PUTNEY BRIDGE ROAD. 
S.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH STREET, BIRMINGHAM 21. 
NORTHERN 9367. 2 lines. 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 


Acrow (Engineers), Ltd. Scaffolding (Gt. Britain), 

Mills Scaffold Co., Ltd. Ltd. 

Randow Milliman, Lid. as > Scaffolding Co., 
td. 


PROTECTIVE CLOTHING 
Ww. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
Clifton, l.. & Sons., Lid. Randow Miliman, Ltd. 
PUMPS, PUMPING ENGINEERS 
HUBERT C. LEACH, LTD., High Street, Ches- 
hunt, Herts. Tel.: Waltham Cross S151 (5 lines). 


Greenwich Pump & Millars Machinery Co., 
Plant Co., ' 


Lid a 
Lewis & Lewis, Ltd. be Plant Register, 
1d. 


PUTTY MANUFACTURERS 


Farmiloe, Geo., & Sons, Hubbuck, 
Ltd. 


Son, Ltd. 
QUARZITE 
JOHN STUBBS (MARBLE & QUARZITE), 
LTD., MERSEY WORKS, SMITHDOWN 
LANE, LIVERPOOL 7, Tel.: ROYAL 4951. 
RACKING (STEEL) 


Abix (Metal Industries), Ltd 


RAINWATER GOODS 


Braby, F.. & Co., Ltd. Harvey, G. A., & Co. 
Farmiloe, Geo., & Sons, (London), Ltd. 
Lid. Nicholls & Clarke, Led. 


te, Ltd. 
Concrete Co., 


Thomas, & 


RAWLPLUGS 
Rawiplug Co., Ltd. 


RECONSTRUCTED STONE 
Girlines’ Ferro-Concrete Co., Ltd. 


R.C. PRECAST FLOORING & ROOFING 
Celcon, Lid. — Ferro-Concrete 
Concrete, Ltd. Li 
Costain Concrete Co., Heilcal Bar & Concrete 

Ltd. ngineering Co.. Ltd. 

REINFORCED CONCRETE ENGINEERS 
& CONTRACTORS 
BRICKTOR Reinforcement:—Johnson’s Rein- 
forced Concrete Engineering Co., Ltd., Artillery 
House, Artillery Row, London, S.W.1 
HILLS Structures & Foundations, Ltd., Heather 
Park Drive. Wembley, Middlesex. 

British Reinforced Con- Helical Bar & Engineer- 
crete Engineering Co., ing Co., Ltd. 
td Jones, T. C., & Co., 
Expanded Metal Co., Lid. 
Ltd Kleine Co., Ltd. 
Ferro-Concrete Lind Peter, & Co., Ltd. 
d. ar a Concrete Piles 


REINFORCEMENT STEEL 
ee Metal Co., — tT. c. & Ce., 


Hellcat Bar & Engineer- Truscon, 
Lid 


Ltd. 
ing Co., R. C. (Steel), Lid 
Johnson’s R.C. Engi- 
neering Co., Ltd. 


Girlings’ 
Co., Ut 


THE BUILDER 


MORTAR PLASTICISERS 


SIKA 


LIMITED 


PAINT SPRAYING 



































FIELDS LIMITED 


SPRAYING SPECIALISTS 
248, KING’S ROAD, READING 
"Phone: Reading 50119 & 332! 
London Office transferred to: 


12 KEW ROAD . RICHMOND * SURREY 


: Richmond 64 





PLASTERERS 





CAMPBELL HORNE & Co. Ltd. 


& Granolithic Contractor. 


Plas: 
411, Hendon Way, tendon Central, Londen, uw 
Telephone: Hendon 8041 








POLLOCK BROTHERS (London) LTD. 
PLASTERERS & GRANOLITHIC WORKERS 
ne, Stoneyeroft, 473, New 


London, 8. 
Phone: Stoneycroft 5351 /2/3 Phone: Tideway 4438/9 














PAVEMENT LIGHTS 


TEL: ELG 7292 


WAKLOW RD. HARLESDEN N W.I0 


PRECAST FLOORING 


ARMOCRETE 
PRECAST CONCRETE FLOORS 


LITERATURE ON REQUP 


JOHN COOKE & SON (HUDD.) LTD. 


QUEENS MILL ROAD; THLDDERSFIELD 
hone 27900 


acer CONCRETE 
UCTURES 


DESIGN & SUPPLY 


WESTMINSTER STEEL-LTD. ABBey 6044 


ROOFING COMPOUNDS 





ASBESTUMEN, MULSEAL, PLASTIJOINT 


EXPANDITE LIMITED 
Chase Bond, Londen, 0.W.10. Tel: ELGar 4321 (10 lines) 








RIVETS (ROOFING, CEILING) 
Tucker, Geo., Byelet Co., Lid. 


ROAD-MAKING EQUIPMENT 
BROOM & Wade, Lid. Engineers, High 
Wycombe, Bucks. 
HUBERT C. ss LTD., High Street, Ches- 
hunt, Herts. Tel.; Waltham Cross 5161 (3 lines). 
Vales Plant Dy Led. 


ROLLING SHUTTER MFRS, 


SHUTTER CONTRACTORS, LTD., LINCOLN 
WORKS, GREAT CAMBRIDGE ROAD, 
ENFIELD. Tel.: ENFIELD 8343/4/5. 

J. TAYLOR (SYSTON), LTD., Janus Works, 
Albert Street, Syston, icester. Tel. Nos.: 
Syston 2133 and Manchester, Ringway 3996. 


ROOF INSULATION 


JABLO Plastics Industries, Ltd., Mili Lane, 
Waddon, Croydon, Surrey. 
British Hermeseal, Ltd. Pessents Boards. Lid. 
ROOF LIGHTS 
ALAR CRAVEN 
EET, ” ‘Telephone: 
WHltehall 
sos ae Geo., & Sons, Mellowes & Co., Lid 
Haywards, Ltd. — ™ + aay 
Wottons (Croydon), Ltd. 
ROOF PANELS (STRUCTURAL) 
Seco, Lid. 


ROOFING COMPOUNDS 


“RITO” & “ RITOLASTIC * Andrew Max- 
— ne House, ‘St. Paul’s Square, Liver- 


BLUNN, LIMITED, 
— oe a 


- as a Geo., & Sons, 


Permanite, Lid. 
Ruberoid Co., Ltd. 
Tretol, Lid. 


ROOFING CONTRACTORS 
ASBESTOS Cement Roofings (London) Ltd., 
3-4, Hardwidge Street, London, S.E.1. 
Asphalte (London), Lid. MeNeill, F.. & Co., 
~ Wiggins & Co., 

td. 


Lid 
Neuchatel Asphaltie Co., 
Boddy Roofing Co., Ltd. lid 
Durable Asphalte Co., Parkinson, E. (London), 
ad. Lid. 
East woods Specialists, Permanite, Lt 


d. 
td. Roberts. Adiard & Co., 
— Asphalte Co., 
t 


td. 
a Edwards & Co., 
coe > hag Asphalkte Co., 
td. 


me. Asphalt, Ltd. 
ROOFING FELT 


Blackwells & National Permanite, Lid. 
Roofings, Ltd. Podmore Works, Ltd. 

i Damp Courses, Ruberoid Co., Lad. 
td. 


ROOFINGS (VARIOUS BRANDS) 
Anderson, D., & Sons, * ion. " MeNeill, F.. & 
Lid. Ltd 
mF “Lad. (Perma- 
ad. nite “* 4 onal “ Dur- 
Asphalte Co., afiex ” 
Ruberoid co. Lea. 


RUST (PREVENTING & CURE) 
Jenolite, Ltd. 
SAFES & STRONG-ROOM DOORS 


CHATWOOD-MILNER, LTD., 58, HOLBORN 
Dy aig LONDON, E.C.1. Tel.: CENTRAL 


“ Corroplast.” Holo- 


WITHERS, Samuel, & Co., Ltd., Park Works, 
West Bromwich. Tel.: West Bromwich 01222 


SAND & GRAVEL MERCHANTS 


COX, H. & Son, Ltd., 33, Southampton Way, 
Camberwell, London, 8.E.5. 
Eastwoods Sales, Ltd, 


SANDERS (ELECTRIC) 
HINE LIMITED, BEDFORD ROAD, LON. 
DON, S.W.4, BRIXTON 1127. 
SANITARY FITTINGS & ENGINEERS 


TIMMINS & FOULKES, LTD., K Street, 
Dudley, Worcs. ms 


ove. Bros. (London), Greenwood & Hughes, 
Clark, Hant & Co., Ltd oe Ltd. 
Eastwoods Sales, Lid. Nicholls & Clarke, Led. 
Farmiloe, Geo., & Sons. Lid. 

SEALING COMPOUNDS 
EXPANDITE, LTD., Chase Road, London, 
N.W.10. 

SECTIONAL BUILDINGS 
Clifton, 1.. & Sons. Lid. F. Pretten & Co., Lid. 

SHEETERS (ASBESTOS CEMENT) 

. HEINE LIMITED. BEDFORD ROAD, LON- 
DON, S.W.4. BRIXTON 1127. 

SHEET METAL WORKERS 


Clark, Hunt & Co., Ltd. Harvey. G. A., & Co. 
Gardiner, J., & Co., Lid, (London), Lid. 





ROXITE | 
i 


* f [ PPE MASOMRY DRILL 


MARSH GROTWERS - PONDS STEEL WORKS - SHEFMIELD | 


EXPANSION JOINTING 
CONCRETE ROADS 





Se ee Se en Pil-astis 
Bastite, Vertistrip, Plastijoint and Expandite 


EXPANDITE LIMITED 
Chase Read, London, 4.W.10. Tel: ELGer 4321 (10 lines) 








FELT ROOFING 


PERMANITE 


FENCING 








ALL TYPES of FENCING and 
GATES supplied and erected 


FENCING (Shepperton) LTD. 


GOVETT AVE., SHEPPERTON, M!DDX. 
Phone: WALTON-ON-THAMES 1050-1-2 








FENCING CONTRACTORS (WOOD) 





T.K. YEATES & HANSON LTD. 


FLOORING SPECIALISTS 
WOOD BLOCKS - CORK - ACCOTILE 
WOOD FLOORS RENOVATED 


il, QUEEN SQUARE - - LEEDS 2 
Telephone: 25374 








FENCING 


CONTRACTORS 
W. A. SKINNER & Co. Ltd. (Dept. B) 
SURREY 


CITY WHARF, LONG DITTON, 
Telephone: Emberbrook 1960-1961 (2 lines) 





FENCING (WOOD) 





FENCING 


CEDAR, OAK, SOFTWOOD, ETC. 
MODERN RUSTICS CO., LTD. 


MITCHAM JUNCTION, SURREY} 
Telephone : MiTcham 3296 











FIRES 
Allied Ironfoundries, Lid. Ideal Boilers & Radia- 
tors, Ltd. 


FLAGSTAFF MAKERS & ERECTORS 
CHARLES BUTTERFIELD, LTD., SOBRAON 
WORKS, STRATFORD. E.15. 

GRAY. 3. W., & Son, Ltd., Tudor House, 
A a St., Bedford Row, W.C.2. Tel.: cus 
PE 


RRETT, ERNEST W., LIMITED, EXCEL- 
SIOR HOUSE, 65, HOLLOWAY ROAD, 
LONDON, N.7. NORTH 5771 (5 lines). 


FLASHINGS & CAPPINGS (ALUM & 
STEEL) 


RICHARD CHANTRY & CO., LTD., Faraday 

Way, St. Sd Cray, Orpington, Kent. Orping- 
ton "5030 

shanncuertns 


FLOOR SANDING MACHINES 
HAYWOOD FOUNDRIES, LTD., 
Seaton Place. London, N.W.1. EUSton 1908. 
Ploor Renovations, Ltd., 34-36, Lauriston Road, 
London, E.9, 


FLOOR SEALERS 


SEALOCRETE PRODUCTS, LTD., Atlantic 
soni Hythe Road, N.W.10. Tel.: Ladbroke 
i7 


Steel-Crete, Lid. Watco (Sales), Ltd. 
FLOORING (COMPOSITION) 
THE LIOTEX ASBESTOS FLOORING CO., 
LTD., 3, CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, LONDON, S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 
Durable Asphalte Co., Ltd. 
Marbolith Flooring Co. Martyn, Bruce, Lid. 
FLOORING CONTRACTORS 
STEEL-CRETE, LTD.. Savoy House, 115-116, 
Strand, W.C.2. Temple Bar 5621. 
THE LONDON Crystal Window Cleaning Ce., 
Ltd., 62, Lancaster Mews, Lancaster Gate, 
London, W.2. 
THE LIOTEX FLOORING 
LTD., 3, CORBETTS- PASSAGE, ROTHER: 
HITHE NEW ROAD, Pe nga S.E.16. Tel.: 
BERMONDSEY 4341 
General Asphalte rah 
td. 
Haskel Robertson, 
Martyn, Bruce, Ltd. 
Neuchatel Asphalte 
Ltd. 
FLOORING (CORK) 
Armstrong Cork Co., Ltd. 


FLOORING (FIREPROOF) 


THE LIOTEX ASBESTOS FLOORING CO., 
LTD., 3, CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, LONDON, S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 

Girlings’ Ferro-Concrete ae ee 


ofl 
ilip footing Co., 
Led. ¥ 

Vigers Bros., Ltd. 
Co., 


O., . Sie; Ltd. 
Helical Bar & Engincer- Smith's 5 lh Floors, 
ing Co., Ltd. Ltd. 


FLOORING (HOLLOW TILE) 


Helical Bar & Saar: Kleine Co.. Ltd. 
ing Co., Ltd 


FLOORING (INDUSTRIAL) 


THE LIOTEX ASBESTOS FLOORING CO., 
LTD., 3, CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD. LONDON, $.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 

Haskel Robertson, Ltd. Stelcon (Industrial 
Martyn, Bruce, Ltd. 


. Led. 
Permanite, Ltd. Tile Floors (Industrial) 
Sealocrete Products, Ltd. Ltd. 

Steel-Crete, Lid. 


FLOORING (JOINTLESS) 
THE LIOTEX ASBESTOS FLOORING CO., 
LTD., 3, CORBETTS PASSAGE, ROTHER- 
HITHE NEW ROAD, — S.E.16. Tel.: 
BERMONDSEY 4341 (3 lines). 
Ebner, Jos. F., (1953), para. Bruce, Ltd. 


Ltd. ilip Flooring Co., 
General Asphalte Co., Ltd., 


he 
. Zeta Wood renee Co. 
Haskel Robertson, Ltd. (1910), Lid. 
—- Flooring Co., 

td. 


FLOORING (RUBBER) 

RUBBER FLOORING, hy 20-23, Holborn, 

E.C.1. Tel.: HOLborn 9173. 

SORBO, LIMITED, Sole manufacturers of the 
* Sorbo *’ Wheelbarrow and Truck Tyres, Sorbo 

Works, Woking. Tel.: Woking 966 (5 lines) 

Tel. Add.: ** Sorbo Woking.”’ 

Rannymede Rubber Co., Ltd. 


FLOORING (WOOD, WOOD BLOCK, 
PARQUET) 


Calders, Ltd. Stevens & Adams, Ltd. 
Ebner, Jos. F., (1953), Visers Bros., 


Ltd. 
td. eta Wood Flooring Co. 
Leaderfiush, Ltd. arity Lid 
Philip Flooring Co., 
Ltd.. The 


FLOORS (PRESTRESSED) 


Costain Concrete, Lid. 


FLUSH DOORS 
Linden Doors, Ltd. 
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FENCING 





FENCING wes 


ERECTION BY SPECIALISTS 


M.S... rencine contractors 


53 VALLANCE ROAD, LONDON, N.2 
BOWES PARK 2790 











FLOOR SEALERS 
CONCRETE FLOOR SEAL 
(OIL & DUST PROOF) 
FLUID GLASS PRODUCTS LTD 


YEOMAN ST., LONDON; S.E.8 
Telephone: BER. 3237 


FLOORING (COMPOSITION) 








MODERN TILE & FLOOR COMPANY LTD. 


for 
*MODERNITE’ MAGNESITE 
JOINTLESS FLOORING, 
THERMOPLASTIC—P.V.C.—TILES, 
TERRAZZO AND MOSAIC 





62/622 Brewery Ad., London, 4.7. Tel.: WOR 4611/2 





FLOORING CONTRACTORS 


BRUCE MARTYN LTD 
INDUSTRIAL FLOORING 

Stirling House, Barnet By-pass. Boreham Wood 

Herts Telephone: Elstree 3781/7 














THE MOST COMPREHENSIVE FLOORING 
SERVICE in the North of England 


LINOLEUM - CORK - RUBEER 
THERMOPLASTIC - VINYL 
COMPOSITION - UNDERLAYS 
ROBERT KERR & SONS 


(Flooring Limited) 
131-133 Chester Rd., Manchester 15. BLA 2186 











FLOORING SPECIALISTS 


PARQUET, WOOD BLOCK. STRIP, 
RUBBER. CORK. COMPOSITION, 
RESURFACING 


experience 


€. C. CONSTRUCTIONAL FLOORING CO. LTD. 
CAMBRIDGE WORKS, STATION YARD, THE QUADRANT, 
RICHMOND, SURREY RICHMOND 6451/2)3 


ASPHALT FLOORING 


PERMANITE 


NOON 


BIRMINGHAM - —> BIRchfields 504} -2 


MANCHESTER BLAckfiriars 9469 


FLOORING (CORK) 


_ ELCO 


CORK TILE FLOORING 


cE. # ELGOOD LTD. 
LONDON, S.E. 


BER. 1144 (7 “ees 


FLOORING (INDUSTRIAL) 


ELISA 


ARMOURED PAVING TILES 
FOR FACTORY FLOORS 


E. J ELGOOD- LTD. 
BER 1144 (7 lines 
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GALVANISED GOODS 


Braby. F.. & Ltd. Gardiner, J., 
Clark; Hunt & Co., Ltd. 
Croggon & Co., Ltd. 


GARAGE DOORS 
Linden Doors, Ltd. 

GAS-FIRED BOILERS 
Keith, Blackman, Lid. 

GAS WATER-HEATERS (GEYSERS) 
Ascot Water Heaters, Ltd. 


— RAILINGS (IRON), STAIRWAYS, 


& Co., 
Lid. 
Nicholls & Clarke. Ltd. 


Sa Blackhorse Lane, Walthamstow, 
London, E.17 
Boulton & Paul, Ltd. Haywards, Ltd, 
Clark, Hunt & Co., Lid. Nicholls & Clarke, Ltd. 
anges: & Co. isd. | Potter Rax, Ltd. 
Gar . J., & Co., 
Caves. (wooD) 
AUSTINS OF EAST HAM, LTD. 
Wyckham Blackwell, Ltd. 


GLASS FIBRE (LAMINATED ROOF 
LIGHTS) 


ALLAN BLUNN, LIMITED, 29. CRAVEN 
STREET, LONDON, W.C.2. Tel.: WHitehall 

8801-2-3. 

WESTPOLE MOTORS, LTD., GLASS REIN- 
FORCED PLAST'CS DIVISION, TRENT 
HOUSE, 89, —— ROAD, LONDON, 
N.14, PAL. 8331 

GLASS MFRS. & MERCHANTS 
Ce. James, & Eaton, Nicholls & egy A 


t Pilkington Bros., 
Farmiloe, Geo., & Sons, Pugh 08 
Ltd. 
Luxfer, Ltd. 
GLASS (STAINED, PAINTED) 
Farmiloe, Geo., & Sons, Morris Singef Co., Ltd. 


1d. Nicholls & Clarke, Ltd. 
Goddard & Gibbs Pugh Bros., Lid 
Lusfer, Lid. 


Weistead, C. E., Ltd. 
GLAZING 


C. COLLIN, LTD., The Glass House, High 
Street, Croydon. Tel.: CRO 2134 (4 lines) and 
CRO 832 


.. Ltd. 
Wottons (Croydon), Ltd. 


Clark, James, & Eaton, Mellowes & Co., Ltd. 
Lid. Newman & Watson, Ltd. 

Farmiloe. Geo., & Sins, Nicholls & a ag Lid. 
Lid. Parnas Glazing Co., 

Furniss & Co., Lid. 

Haywards, Ltd. Push ‘Bros., Ltd 

Luxfer, Ltd. Wottons (Croydon), Ltd. 


GRANITE (BROKEN & CHIPPINGS) 
COX, H., & Sons, Ltd., 33, Southampton Way, 
Camberwell, London, S.E.5. 

GRANOLITHIC PAVING 
MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.1!7. 
TELEPHONE: COPPERMILL 1147/8. 
GRANO-METALLIC Paving ara Plastering Co., 
Lid., 557, Lea Bridge Road, London, E.10. 
C. W. PULLINGER, 350, High Road, Leyton, 
E.10. Leytonstone 2047. 

GUTTERS (CAST IRON) 

HILLS BROS, (City 3094) 


GUTTERS (CONCRETE) 
Finlock Gutters, Ltd. 


GUTTERS (HEAVY PRESSED STEEL) 
RICHARD CHANTRY & CO., LTD., Faraday 
Way, St. Mary Cray, Orpington, Kent. Orping- 
ton 20307/8. 


HEATING APPARATUS 


Clark, Hum & Co., Lid. Keith Blackman, Ltd 
Ideal es ~ & Radia- Nicholls & Clarke, ta. 
tors, 


HEATING & VENTILATING 


Newman & Watson, Ltd. Watkin Heating Co.. 
Clark, Hunt & Co., Ltd. Ltd., The 


HOISTS 

Ww. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8 
A.C.E. Machinery, Lid. Morgan, A., & Co 
British Hoist & Crane Ward, Thos. W., Ltd. 
Co., Ltd. 


iINCINERATORS 
as Fredk., & Co., 


m5; G. A., & Co. (London), Ltd. 


iNSULATING MATERIALS 

JABLO Piastics Industries, Ltd., Mill Lane, 
Waddon, Croydon, Surrey. 

British Plaster Board, McNeill. F., & Co., Ltd. 

Lid., * Marith ” Marley” Tile 

Cape Asbestos Co., Lid., Co., Lid. 

The Permanite, Lid. 
Stramit Boards, Ltd. 
Dutton, Leonard & Sons Sundeala Board Co., 
Gyproc Products, Ltd. Lid. 


INSURANCE 
Builders Accident Insurance, Lid. 


{RON & STEEL PROTECTION 
“ Galvafroid” Secomastic, Ltd. 


Incinerator Co., Ltd. 


Celotex, Ltd. 


Thermacoust, Ltd. 
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FLOORING (JOINTLESS) 





OXYCHLORIDE 
JOINTLESS FLOORING 
Terrazzo and Mosaic Work 
P.V.C. Floor Tiles 
“MAGART" LIMITED 
176 New Kent Road, Londen, $.£.1. 0° 0230 











FLOORING SUPPLIES 


gaele) ive 
STRIP & BLOCK 


PARQUET OVERLAY 
THERMOPLASTIC 
VINYL & CORK 


* 
SUPPLY ONLY 
or LAID and POLISHED 
OLD FLOORS RENOVATED 


WILLIAM THORNTON & Sons Ltd. 
38 Wellington Rd. Liverp oo 8 


ark Lane Pale | 


FLOORING (WOOD BLOCK & 
PARQUET) 


FLOORING 


Woed Fe ie 





t, Strip, Woed Mosaic, 
and Marley Tiles, 
Repaire = a ee Batimates Pree 


DE GAY FLOORING LTD. 


67, ae AVENUE, GREENFORD, MIDDX. 
: WAX. 5263, CAN, 2470. 





GLAZING 


PEARSON 


GLAZING 


REGLAZING 
SHEET 
& PLATE GLASS 
SHOP FRONTS 
A Speciality 























Tel. STAMFORD HILL 3203-5, 8885 


J. PEARSON 
& SONS wom LTD. 


7-9 BELFAST ROAD, N.I6 





IRON & STEEL STOCKHOLDERS 


HALL BROS. (West Bromwich), Lid., Eagle 
Works, Greets Green, West Bromwich. Tei. 
Tipton 1611 (10 lines). DS ee address 
EAGLE WEST BROMWICH. 


Clark, Hunt & Co., Lid. on tT. ¢c.. 
Dunlop & Ranken, Lid. Lid. 


JOINERY 


Austins of East Ham, Fosters 
Lt Lid 


& Co., 


(Woodworkers). 
d. 
Cattle, R., Ltd. James Joine 


nery 
Edmonds & Co., Ltd. Linden Doors, Ltd. 
— John, & Sons, 
td. 


KITCHEN UNITS 
Austins of East Ham, Lid 


LADDER MAKERS (EXTENSION, Etc.) 
HENRY L. COCKLE, LTD., 9%, goa 
STREET, WESTMINSTER, LONDON, S.W.1 
Tels ABBEY 4471-2. 

PODMORE WORKS, LIMITED, 769, 773, 
Garratt Lane, London, S.W.17. (Also Steps. 
Tresties.) Tel.: Wimbledon 7622. 

WwW. C. YOUNGMAN, Lid., Wandsworth Works. 
Wandsworth Road, London, S.W.8, 

Cayless Bros. Stephens & Carter, Lid 
Scaffolding (Gt. Britain), Lid. 

LADDERS (LOFT) 

HENRY L. COCKLE, LTD., 9 TOTHILL 
STREET, WESTMINSTER, LONDON, 5S.W.1. 
Tel.: ABBEY 4471-2. 


LAMINATED PLASTICS 
Bakelite, Lid. Wareite, Lid. 
Holoplast, Ltd. 

LAMPS 


Randow Millman, Lid. 


LEAD, OIL COLOURS, SIZE 


et Geo., & Sons, Nicholls & Clarke, Lia 
1d. 


LEAD (ORNAMENTAL), Ete. 
STONER & SAUNDERS, LTD., , 20. Wondfield 
Te Pica cw W.9. Tel CUNingham 
LEAD (SHEET & PIPE) 
Farmiloe, Geo., & Sons, Ltd. 


LEADED LIGHT MANUFACTURERS 
Farmiloe, Geo., & Sons, Goddard & Gibbs 
Lid. Nicholls & Clarke, Lid 


LIFTING GEAR 
CHARLES BUTTERFIELD, LTD., SOBRAON 
WORKS, STRATFORD, E.15. 
Clifton, L, & Sons, Ltd. 
LIFTS 
HAMMOND & CHAMPNESS, LTD., Gnome 
House, Walthamstow, London, E.17. 
LONDON LIFT een 103, WORSHIP STREET. 
LONDON, E.C.2 
Bennie Lifts, Ltd. Jensen 
eee Ke & Co.. Penrose Lifts. Lid. 
Pickerings. Lid. 
na’ ‘J & E., Ltd. Steven, A. & P., Lid 
LIGHTING DESIGN SERVICE 


Philips flectrical, Ltd 


LIGHTNING CONDUCTORS 
ELLIOTT, A. W., (Steeplejacks), & Co., Lid 


LINOLEUM 


Catesbys, Ltd. 


LOCKS, LATCHES, Ete. 


Adams, Robert (Victor), Ltd. 


MACHINERY & PLANT 
DOE, ERNEST, & SONS, LTD., Industrial 
Division, Ulting, Essex. Tel.: Hatfield Peverel 
311 (12 lines). Night Tel.: Hatfield Pevere! 319 
Acrow (Engineers), Lid. Lewis & Lewis, Lid. 
Chamberlain Industries, Liner Concrete Machinery 
Lid. Co., Lid., The 
Danckaerts Mae = Samm Millers Machinery Co., 
Machinery. Lid Lid. 
Dandridge, A. F., Lid. Scaffolding (Gt. Britain), 
Jones, T. C. & Co., Lid Ltd. 


MARBLE 

JOHN STUBBS (MARBLE & QUARZITE), 
LTD., MERSEY WORKS, SMITHDOWN 
LANE, LIVERPOOL 7. Tel.: ROYAL 4951. 


C. WALKER & CO., LTD., HYDE LANE, 
S.W.1l, BAT. 2071/2. 


MECHANICAL KEYING FOR 
RENDERINGS 
SEALOCRETE PRODUCTS, LTD., 
Works, Hythe Road, N.W.10. Tel 
0015/6/7 


METAL WINDOWS REPAIRS , 

METAL WINDOW RENOVATORS, BAR- 
CLAYS BANK CHAMBERS, i, KINGSLAND 
HIGH STREET, LONDON, ES. Tel.: CLIS- 
SOLD 0564/5. 
THE MAINTENANCE CO., LTD., 146a, LEA 
BRIDGE + ge CLAPTON, LONDON, E.5. 
Tel.: AMHERST ©. 

METAL WORK 


Power Rax, Lid. 


Atlantic 
Ladbroke 





THE BUILDER 
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SIMPLEX CONCRETE PILES LTD. 





AST IN SITU) 


PALACE CHAMBERS, BRIDGE STREET, WESTMINSTER, S.W.1 


Telephone Nos : TRAFALGAR 1167/8/9 


Please Note Change of Address 





IRON BUILDINGS 





JOHN REID'S CONSTRUCTIONS 


This is a series of steel tines of particular 
interest to builders, garagists, and indus- 
trialists. Seventeen models made from 20 ft. 
to 60 ft. clear span. 


SERIES 39. 

Our famous Series 39 of steel buildings 
represents good solid British workmanship. 
ideal framework for use as garage, store, 
barn, etc. Thirty-six models made from 
20 ft. to 40 ft. span. Many hundreds have 
been shipped to all parts of the world. 


SERIES 54. 

Hand operated 
Concrete Block 
Machines for mak- 
ing solid or cavity 
blocks. Five 
models made to 
cover individual 
requirements. 


workmanship and rapid delivery, 
backed by 39 years’ experience. 


JOHN REID & SONS, 


13-17 DURHAM HOUSE, 
BOURNEMOUTH 





OINERY 





HIGH CLASS JOINERY 
*-FLUSH DOORS: 


SHAPLAND 
mo PETTER 


RALEIGH WORKS 
BARNSTAPLE 











MORTAR PLASTICISERS 
CLODOL INDUSTRIES, LTD. 
SEALOCRETE PRODUCTS, LTD., Atlantic 


U 
Works, Hythe Road, N.W.10. Tel.: Ladhroke 
0015/6/7. 


Lillington, Geo., & Co., Sika, Ltd. 
Lid. Tretol. Tea 
MOSAIC & TERRAZZO PAVING 
Cope & Co., Lid. se 7” Naina Flooring Co., 


OFFICE EQUIPMENT 


MILNER EQUIPMENT DIVISION 
OF HALL INEERING, LTD., CENTRAL 
SALES OFFICE, 58, HOLBORN’ VIADUCT, 
LONDON, E.C.1. CENTRAL 0766. 

Sankey-Sheldon, Ltd. 


Canon. 1. & Sons, Ltd. 
OVERHEAD DOOR GEAR & GARAGE 
DOORS 


AUSTINS OF EAST HAM, LTD. 
PAINT & VARNISH MFRS. 
DRYNAMELS, LTD., SHAFTMOOR 
BIRMIN: 


LANE 
GREEN, GHAM 28. Tel.: 
SPRINGFIELD 4481/2/3/4. 


PRODUCTS, LTD., 
Works, Hythe Road, N.W.10. Tel.: Ladbroke 
0015/6/7. 

Blundell, Spence & Co., Morse, A. T., Sons & 

Lu. Co., Ltd. 

Dixon's Paints, Ltd. Nicholls & Clarke, Lid. 
Duresco Pinchin Johnson & Co. 
— Geo., & Sons, 


Products, 
5 Silexine Paints, Ltd. 
Hubbuck, Thomas, & Sissons Bros., & 


International Paints, _ 
Lifagtos, Geo., & Co. 


Atlantic 


Lid. ‘ 

“Stic B” Paints Sales 
Ltd. 

Tretol, Ltd. 

PAINTING CONTRACTORS 


Decorative Painting Bayliss, Ernie, Ltd. 
Contractors, Ltd. 


PARTITIONS 
AUSTINS OF EAST HAM, LTD. 
Seco, Ltd. Stramit Boards, Ltd. 
PARTITIONS (CELLULAR CORE) 
JABLO Plastics Industries, Ltd., Mill Lane, 
Waddon, Croydon, Surrcy. 
PARTITIONS (METAL) 
Williams, John (Cardiff), Ltd. 
PARTITIONS (STEEL) 
Abix (Metal Industries), Ltd. 
PAVEMENT LIGHTS 
HAYWARDS, LTD., Union Street, Borough, 
London, S.E. I. Phone: Waterloo 6035 (5 lines). 
JOHN HEALEY Bepten),& aa, nets byremaaaaed 
Avenue, London, W.1!. 
PAVING eneeenins 
Haskel Robertson, Ltd. 
PERSPEX CORRUGATED 


HARRISON & CO. (suitders’ Merchants) LTD. 


B.R. Goods Depot 
LONDON, E.!1 
PIPES (CONCRETE) 
Eastwoods Sales, Lid. 
PLASTERS 


HARRISON & CO. (Buitders’ Merchants)LTD. 


Carlite, Paristone, Thistle, etc., 


Plasterboards, etc. 
LEYTONSTONE, LONDON, E.11 (LEY. 6851) 
bal! Mines, Lid., 


Gyproc Products, Ltd. 

PLATFORM STAGINGS 
BOULTON TUBULAR STRUCTURES. LTD., 
LONDON DEPOT. PUTNEY BRIDGE ROAD. 
patel 18. VANDYKE 6551. 3 fines. WORKS: 


OOTH STREET, BIRMINGHAM 21. 
NORTHERN 9367, 2 limes. 


PLUMBING CONTRACTORS 


J. A. Pi gy 4 CO., 47, ELDON ROAD, 
N.22, BOW 


Newman & ~ Binary ‘Lea. 
PLUMBERS’ BRASSWORK 
Farmiloe, Geo., & Sons, Ltd. 

PLYWOOD 


William T. Eden (London), Ltd. 
Travis & Arnold, Lid, 


] 


JOINERY 


CANAL 


JOINERY & MOULDING CO. LTO. 
2 YARCOE RD, 
PHONE 


BERMONDSEY $.E.16. 


BERmondsey 2048 





FERGUSON & GUIVER Lro. 


HENDON JOIMERY WORKS 
BURROUGHS GARDENS, HENDON, LONDON, H.W.4 
Telephone : HENdon 6481/2 





LADDER MAKERS (EXTENSION, ETC.) 


OSLO AND GOTHENBERG POLE LADDERS 
WOOD AND ALUMINIUM EXTENSION 
LADDERS . STEPS TRESTLES - etc. 
E. FARRAR LTD. 
Ladder & Truck Manufacturers 


Well Lane, Halifax Tel. 2917 
SEND FOR LISTS 














LIFTING GEAR 


LIFTING 
EQUIPMENT 


SUPPLIED REPAIRED yap 


W. & E. MOORE LTD. ali stat, 


EAST 2613-7. EAST 460 LONDON, €.14 


LIGHTNING CONDUCTORS 


FURSE 


LIGHTNING COND 


Shen Ged ba ae) 
EARTHING EQUIP 


MENT 
gheawh tl 4 Ma acturess Engiens 
W. J. FURSE A CO LTD. 10 f< St NOTTINGHAM 


N. MANCHESTER. BIRMINGHAM, & 8R1S7 





ESTABLISHED OVER 100 YEARS 


}.W.GRAY &SONLTD 


| PRINCETON STREET 
BEDFORD ROW, W.C.1 


LONDON & 
13 GASTLE STREET 
SALISBURY 


LIGHTNING CONDUCTORS 


LINOLEUM 


ELCOLIN- 
LINOLEUM FLOORING 


E. J. ELGOOD LTD. 
LONDON, S.E.8 


BER. 1144 (7 lines 


CHA. 
8701* 
SAL. 
2750 
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POLES 
WwW. C. YOUNGMAN, LTD. Wandonerth 
Works, Wandsworth Road, London, ws. 
PORTABLE AIR Prve pede vfs & 
ROAD BREAKERS 
BROOM & Wade, Litd., 
Wycombe, Bucks. 
HUBERT C. LEACH, 
Cheshunt, 
(S lines). 
Cox, H., & Sons (Plant Hire), Lid. 
ee BUILDINGS 
C. YOUNGMAN, LTD., Wandsworth 
Works, —— Road, London, nag 
Clifton, I.. & Sons, Lid. Podmore W 
Mariey Tile Co., Ltd. FP. Pratten ¥ Co.. mn 
PORTABLE POWER TOOLS 
ARTHUR DRYSDALE & CO., LTD., 58, Com- 
merce Road, Wood Green, London. N.22. Tel.: 
Bowes Park 7221. New, Used, Bought, Sold, 
Exchanged. Terms. 
Cole, E. R., Ltd. 


PRECAST CONCRETE MFRS. 


MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.17. 
TELEPHONE: COPPERMILL 11 


Engineers, High 
LTD., High Street, 
Herts. Tel.: Wakham Cross 516 


: C le 
Atlas Stone Co,, Ltd. Finlock Gutters, Lid. 
Concrete, Ltd. Helical Bar & Engineer- 
Costain Concrete Co., ing Co. a. 


» Le 
Kleine Co., Ltd. 


PRECAST FLOORING & ROOFING 
Helical Bar & Engineering Co., Lid. 


PREFABRICATED CONSTRUCTION 
Seco, Lid. 


PREFABRICATED CONSTRUCTION 
(COMPOSITE) 


F. Pratten & Co., Ltd. 


PROPS, STRUCTS (STEEL) 
BOULTON TUBULAR STRU 
NDON DEPO 


NORTHERN 9367, 2 lines. 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 


Acrow (Engineers), Ltd. as psa (Gt. Britain), 
Mills Scaffold Co., Ltd. Lt 
Randow Milliman, Lid. ae 


Scaffolding Co., 

PROTECTIVE CLOTHING 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
Clifton, L.. & Sons., Ltd. Randow Miliman, Ltd. 

PUMPS, PUMPING ENGINEERS 
HUBERT C. LEACH, LTD., High Street, Ches- 
hunt, Herts. Tel.: Waltham Cross 5151! (5 lines). 
Greenwich Pump & 


lant Co.. Ltd. 
Lewis & Lewis, Ltd. 


naere Machinery Co., 

Vales’ Plant 
Lid. 

PUTTY MANUFACTURERS 


Farmiloe, Geo., & Sons, Hubbuck, 
Lid. 


Son, Ltd. 
QUARZITE 


—_ STUBBS (MARBLE & QUARZITE), 

TD., MERSEY WORKS, SMITHDOWN 

LANE, LIVERPOOL 7, Tel.: ROYAL 4951. 
RACKING (STEEL) 


Abix (Metal Industries). Ltd. 


RAINWATER GOODS 


Braby, F.. & Co., Lad. Harvey, — A., & Co. 
Farmiloc, Geo., & Sons, (London), Ltd. 
Ltd Nicholls 4 Clarke, Ltd. 


Register, 


Thomas, & 


RAWLPLUGS 
Rawiplug Co., Ltd. 


RECONSTRUCTED STONE 


Girlines’ Ferro-Concrete Co., Ltd. 


R.C. PRECAST FLOORING & ROOFING 


Celcon, Lid. —— Ferro-Concrete 
Concrete, Ltd. Ltd. 


Costain Concrete Co., Helical Bar & Concrete 
Ltd Engineering Co., Ltd. 
REINFORCED CONCRETE ENGINEERS 
& CONTRACTORS 
BRICKTOR = Reinforcement:—-Johnson’s 
forced Concrete Engineering Co., Ltd., Artillery 
House, Artillery Row, London, S.W.1 
HILLS Structures & Foundations, Ltd., Heather 
Park Drive. Wembley, Middlesex. 
British Reinforced Con- Helical Bar & Enginecer- 
crete Engineering Co., ing Co., a. 
Jones, T. C., & Co., 
Metal Co., Lid. 
Kleine Co., Ltd. 
Lind Peter, & Co., Ltd. 
wes = Concrete Piles 


REINFORCEMENT STEEL 
Expanded Metal Co., o.. tT. ¢.. & Ce, 
id. 4a 
Helical Bar 2 nataere- Truscon, 


Ltd. 
ing o., R. C. (Steed), Ltd. 
Johnson’s Re. a 


Engi 
neering Co., Ltd. 


Rein- 


Ltd 
Expanded 
Ltd 


Girlings’ Ferro-Concrete 
Co., Lid. 


} 





























THE BUILDER 


MORTAR PLASTICISERS 


PAINT SPRAYING 








FIELDS LIMITED 


SPRAYING SPECIALISTS 
248, KING’S ROAD, READING 
"Phone : Reading SOI19 & 332! 
London Office transferred to: 


12 KEW ROAD - RICHMOND + SURREY 


"Phone: Richmond 6471 





PLASTERERS 





CAMPBELL HORNE & Co. Ltd. 


Plast Contractors 
411, Hendon a = ag Londen, W.W.4 
Telephone: Hendon 8041 








POLLOCK BROTHERS (London) LTD. 
PLASTERERS & GRANOLITHIC WORKERS 

11, Green Lane, Stoneycroft, 473, New Cress Read, 
Liverpool 8.E.14 

Phone: Steneycroft 5351 /2/3 Phone: Tideway 4438/9 











PAVEMENT LIGHTS 


ELG 7292 


ARMOCRETE 
PRECAST CONCRETE FLOORS 


LITERATURE ON REQUES 


JOHN COOKE & SON (HUDD.) LTD. 


QUEENS MILL ROAD, HUDDERSFIELD 
Phone 2900 


REINFORCED CONCRETE 
STRUCTURES 


DESIGN & SUPPLY 


WESTMINSTER STEEL LTD. ABBey 6044 


ROOFING COMPOUNDS 





ASBESTUMEN, MULSEAL, PLASTIJOINT 


EXPANDITE LIMITED 
Chase Road, Londen, 0.W.10. Tel: ELGar 4321 (10 lines) 








RIVETS (ROOFING, CEILING) 
Tucker, Geo., Byelet Co., Lid. 


ROAD-MAKING EQUIPMENT 
BROOM & Wade, Ltd., Engineers, High 
Wycombe, y 
HUBERT C. LEACH, LTD., High Street, Ches- 
hunt, Herts. Tel.: Waltham Cross 5161 1 C3 lines). 
Vales Plant Register, Lid. 


ROLLING SHUTTER MFRS, 
SHUTTER CONTRACTORS, LTD., LINCOLN 
WORKS, GREAT CAMBRIDGE ROAD, 
ENFIELD. Tel.: ENFIELD 8343/4/5. 
J. TAYLOR (SYSTON), LTD., Janus Werte, 
Albert Street, Syston, icester. Tel. 
Syston 2133 and Manchester, Ringway = 


ROOF INSULATION 
JABLO Plastics Industries, Ltd., Mili Lane, 
weeeen Croydon, Surrey. 

Hermeseal, Lid. Stramit Boards. Ltd. 


ROOF LIGHTS 
Sra, 'ESNGoN UR sees 
: Pe . x on elephone: 
been Geo., & Sons, Mellowes & Co., Lid. 
Ltd. Paragon Glazing Co., 
Haywards, Lid. 


Wottons (Croydon), Ltd. 


ROOF PANELS (STRUCTURAL) 
Seco, Lid. 


ROOFING COMPOUNDS 


“RITO” & “ RITOLASTIC ” Andrew Max- 
— ae House, ‘St. Paul’s Square, Liver- 


poo ‘ 

“ Aquaseal,” Berry Wig- 
gins & Co., Lid. t 

“ Bituseal,”” Sealocrete pasanhe. Ltd. 
Products, Ltd beroid oo » Lea. 


“ Cuirass,” British Bye- Tretol, lia 
Products, Lid. 


ROOFING CONTRACTORS 


ASBESTOS Cement Roofings (London) Ltd., 
3-4, Hardwidge Street, London, S.E.1. 

Asphalte (London), Ltd. 
=<. Wiggins & Co., 


Parmiloc, Geo., & Sons, 
Ltd. 


MeNeill, F., & Co., 


td 
Neuchatel Asphake Co., 
Lid 


Boddy Roofing Co., Ltd 
Co., Parkinson, E. 


Durable Asphaite (London), 
Permanite, Ltd. 
mene Adiard & Co., 


salier 
Lid. 


Lid. 
om Specialists, 

td. 
Excel Asphalte Co., 


Edwards & Co., 


General Asphake Co., 
Lid. 


Southern Asphalt, Ltd. 
ROOFING FELT 


Blackwells & National Permanite, Lid 
Roofings, Lid Podmore Works, Ltd. 

—- & Damp Courses, Ruberoid Co., Lid. 
td. 


ROOFINGS (VARIOUS BRANDS) 
Anderson, D., & Sons, * ioe. ’ - ar P., & 


Lid 
“ Corroplast.” Permanite. Ltd. (Perma- 
“ Bianco,” “ Dur- 


Holo- 
Lid. 
Asphalte Co., 


RUST (PREVENTING & CURE) 


Jenolite, Ltd. 


SAFES & STRONG-ROOM DOORS 
CHATWOOD-MILNER, LTD., 58, HOLBORN 
VIADUCT, LONDON, E.C.1. Tel.: CENTRAL 


WITHERS, Samuc! 


, & Co., Ltd., Park Works, 
West Bromwich 


Tel.: West Bromwich 01222. 
SAND & GRAVEL MERCHANTS 


COX, H. & Son, Ltd., He! , Secthamptes Way, 
Camberwell, London, $.B 
Eastwoods Sales, Ltd. 


SANDERS (ELECTRIC) 
HINE LIMITED. BEDFORD ROAD, LON- 
DON, S.W.4, BRIXTON 1127. 

SANITARY FITTINGS & ENGINEERS 


TIMMINS & FOULKES, LTD., King Street, 

Dudley, Worcs. 

aye, Bros. (London), Cresguins & Hughes, 
A 

Clark, Hant & Co., Ltd. Haywards, 


Ltd 
Eastwoods Sales, Ltd. igs & Clarke, Led. 
Farmiloe, Geo., & Sons, Lid 


SEALING COMPOUNDS 
EXPANDITE, LTD., Chase Road, 
N.W.10. 

SECTIONAL BUILDINGS 
Clifton. 1.. & Sons, Lid. F. Pratten & Co., Lid. 

SHEETERS (ASBESTOS CEMENT) 

. HINE LIMITED. BEDFORD ROAD, LON- 
DON, S.W.4. BRIXTON 1127. 


SHEET METAL WORKERS 


Clark, Hunt & Co., 
Gardiner, J 


London, 


Lid. Harvey. G. » & Co. 
. & Co., Ltd. (London), fia. 








SHELTERS 
Ciiften, 1, & Sons, Lid. 


SHELVING (STEEL) 
Abix (Metal Industries). Lid. 


SHINGLES (CEDAR WOODS) 
Cok. W. H. (London), Ltd. 
SHOP & OFFICE FITTERS 


WHITE LTD., 
TRAM VA ALLEY TRADING TRADING ESTATE, GATES- 
HEAD 11, CO. DURHAM, Tel: LOW FELL 


Edmonds, A.. & Co., Pollard, E., & Co., Ltd. 
Ltd. 


SHORES, ADJUSTABLE 
BOULTON TUBULAR noe 


NORTHERN 9367, 2 lines. 
Acrow (Engineers), Lid. Steel 
Scaffoiding (Gt. Lid. 


SHUTTERS. SEVOLvEnS & ROLLING 
MILNER—STEEL Cte 
OF HALL ENGINEE: 
SALES OFFICE, 58, HOL!) 

LONDON, E.C.1, CENTRAL 0766. 
MASKINS “* Rolador,”’ Blackhorse Lene, Wal- 
thamstow, London, E.17. 
HOWARD 0S., LTD., 137, 
GROVE, ST. JOHN’S woop, 
N.W.8. Pad. 1761 


LISSON 
LONDON, 


Dennison, Keun & Co. Mather & Platt, Lrd. 
Lt Shutter Contractors, Ltd. 

Haywards, Exd. Taylor, J., (Syston), Lid. 

Hirschhorn, E.. & Co., Ltd. 


SLATE & TILE MERCHANTS 
BROUGHTON MOOR Green Slate Quarries, 
Lid., Coniston, Lancashire 


ETRIDGE. 3. 3.. Junr., Bethnal Green Slate- 
works, London, E.2. 


SLATE (CILLS, COPING, SHELVES, Etc.) 
BROUGHTON MOOR Green Slate Quarries, 
Lid., Coniston, Lancashire. 
TNIGO JONES & CO., 
WORKS, GROESLON, 
TEL.: LLANWYNDA 242, 


SLIDING DOOR GEAR 
ALDAM, E. Hill & Co. (All ms), 
Works, mere Avenue, London, 
Wimbledon 8080 (5 lines). 
ELLARD SLIDING DOOR GEARS. 
Werks Read, Letchworth, Herts. Tel.: tiara 
HENDERSON, P. C.. LTD.. ROMFORD, 
ESSEX (Complete range). Tel.: ingrebourne 
4111 ( fines). 
KING, Geo. W., Ltd. (All Systems) 
Works, Stevenage, 
lines). 


TUDOR SLATE 
CAERNARVON. 


Britannic 
S.W.18. 


. Argyle 
Herts. Stevenage 440 (10 


British Trolley Track Co.. Ltd., The 
SLOTTED ANGLE (STEEL) 


Abix (Metal Industries), Lid. 


SPLITHEADS 
BOULTON TUBULAR STRUCTUR LTD., 
LONDON DEPOT, PUTNEY BRIDGE "ROAD. 
S.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH STREET. BIRMINGHAM  2i, 
NORTHERN 9367, 2 lines. 


STEEL CHIMNEY SHAFTS 


Cc. & MM. Engineering Gray, J. W.. & Son. 
Co., Lid. Lid. 


EL LOCKERS 

MILNER—STEEL EQUIPMENT DIVISION 
OF HALL ENGINEERING, LTD., CENTRAL 
SALES OFFICE, 58, HOLBORN VIADUCT, 
LONDON, E.C.1. 0766. 


STEEL MOULDS FOR CONCRETE 
PRODUCTS 


Acrow (Engineers), Ltd. 


STEEL OFFICE & FACTORY 
EQUIPMENT 
MILNER—STEEL ee DIVISION 
OF HALL ENGINEERING, LTD., CENTRAL 
SALES OFFICE, 58, HOLBORN —_—, 
LONDON, E.C.1. CENTRAL 07 
Sankey-Sheldon, Lid. 











SASH CHAINS AND SASH PULLEYS 





ROYDE & TUCKER LTD. Sine 


Patentees & Manufacturers of all types of SASH 
ROXTYC PULLEYS & CHAIN 117119 
REep. \ STOKE MEWINGTON 20., 4.18 











82 VICTORIA $° 
Se), ie.@), ee. | 
ThE POT ONE 

V Cree» 5694140666 


SHEET METAL 


——WEDGE BROS—— 


LTD 
ST. JAMES SQUARE 
WOLVERHAMPTON 
Sheet Metal Worters-Welders, 
Machinery Guords—F xtraction & 
Venti'ating Ducts. 
Prototype productions from drawings. 
Phone : 22021 





SHINGLES, WOOD 





McLELLAN RAWSON & CO. LTD. 
STOCKISTS 
WESTERN 


RED CEDAR SHINGLES 


COLUMBIA SAWMILLS, HEDON ROAD, HULL. 





SLATE AND TILE MERCHANTS 





E. PARKINSON (Lonpon) LTD. 


SLATE MERCHANTS 
SLATING, TILING & ASBESTOS 
ROOFING CONTRACTORS 


Phone: STA. HILL 3211-2 


189 HIGH ROAD, S. TOTTENHAM, N.15 











SPECIFICATIONS, BILLS OF 
QUANTITIES 





QUALITY REPRODUCTION 
DECIFICATIONS 
BILLS OF QUANTITIES 


PROMPT DELIVERY 






COUSINS PRINTING SERVICE 


t10a NORTH STREET, HORNCHURCH, ESSEX 





STAGE EQUIPMENT 


STAGE EQUIPMENT 


Curtains ° Blinds 


FOSTERS lentiar iia | 


2753 Weastdsie Lane West 


LTD. 


Nottingham 


61047 


Telephone 








March 20 1959 


STEEL SCAFFOLDING ‘<< slo F . al 


pp hg TUBULAR STRUCTURES, LTD.., 
ONDON DEPOT, sane. BRIDGE ROAD. 

Sw -18. VANDYKE 6551, 3 lines. ORKS: 

BOOTH STREET, BIRMINGHAM 21. 

NORTHERN 9367. 2 lines. 

TURNER SCAFFOLDING, LTD., RIVERSIDE 

ROAD, TOOTING, S.W.17. Tel.: WIMBLE- 

DON 471-2. 

Teliok Appliances, Lid. 


STEEL SHUTTERING 
Acrow (Engineers), Ltd. 
Rapid Metal Developments, Ltd. 


STONE CLEANING & RESTORATION 
Reparations-Dreyfus, Ltd. 


STEEL SHUTTERS 
MILNER—STEEL EQUIPMENT DIVISION 
OF HALL ENGINEERING, LTD., CENTRAL 
SALES OFFICE, 58, HOLBORN VIADUCT, 
LONDON, E.C.1. CENTRAL 6766. 
HMASKINS “ Rolador,”’ Blackhorse Lene, Wal- 
thamstow, London, E.17. 


HOWARD 8BROS., LTD., 137, LISSON 
GROVE, ST. JOHN’S WOOD, LONDON, 
N.W.8. Pad 1761. 


SHUTTER CONTRACTORS, LTD., LINCOLN 

WORKS, GREAT CAMBRIDGE ROAD, 

ENFIELD. Tel.: ENFIELD 8343/4/5. 

3. TAYLOR (SYSTON), LTD., Janus Works, 
Albert Street, Syston, Leicester. Tel. Nos.: 

Syston 2133 and Manchester, Ringway 3996. 

Potter Rax, Lid. 


STONE, GRANITE, Ete. 

BROUGHTON MOOR Green Slate Quarries, 
Ltd., Coniston, Lancashire. 

JOUN STUBBS (MARBLE & QUAR7 


ITE), 
TD., MERSEY WORKS, SMITHDOWN 
LANE, LIVERPOOL 7. Tel.: ROYAL 4951. 


STRUCTURAL STEELWORK 
SANDS, as & SONS, LTD., COLWICK, 
NOTTINGHAM 


MEASURES BROS. (191t), LTD. 


Austin, James & Sons Crorggon & Co., Ltd. 
(De » Led. Duniop & Ranken 

Booth. John, & Sons Gurdiner. 3.. & Co., Lia. 
{Bohon), Ltd. Haywards, Lid. 

Boulton & Puul. Lid. Jones, T. C., & Co., 

Braby. F.. & Co., Lid. = 

Braithwaite & Co. Keay. E. & J.. Lid 


c. 
(Eners.), Led. Willams, John (Cardiff 
Clark, Humt & Co., Ltd. Lid. ae 4 


SURFACING COMPOSITION 
(CEMENTITIOUS) 
Pyrock, Lid. 

SURVEYORS’ INSTRUMENTS 
Hilger & Watts, Lid. 


TANKING 
PERMANITE, LTD., 455, OLD FORD ROAD, 
LONDON, E.3. ADVANCE 4477 (10 lines). 


TANK LAGGING UNITS 
Stramit Boards, Lid. 


TANKS, CISTERNS, CYLINDERS, Ete. 
Braby, F.. & Co., Lid. Farmiloc, Geo.. & Sons. 
Braithwaite & Co. Lid. 

Pe as Lid. Harvey. G. A., & Co 
M. Enginecring 


a Lid. Mather & Platt, Led. 
Croggon & Co., Ltd. Nicholls & Clarke, Lia& 
TAPS 


Evans, F. H.. & Co., Ltd. 


TAPS (MIXING) 
Walker, Crosweller & Co., Ltd. 


TARPAULINS 


BOULTON TUBULAR STRUCTURES, LTD.. 
LONDON DEPOT, PUTNEY — ROAD, 
S.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH STREET, BIRMINGHAM 21. 
NORTHERN 9367, 2 lines. 

Clifton, L.. & Sons, Lid. Smith, Joh & Co 


n, 
Podmore Works, Lid. (London), Ltd. 


TAR-PAVING CONTRACTORS 
Asphaltic (London), Lid. a Asphalte Co.. 


TILES (FLOOR AND WALL) 


STANBURYS TILING COMPANY, 42, BRAD- 

FORD ROAD, DEWSBURY 

“ Accotile * Armstrong Caner Brockley). Lia. 
Cork Co., Lid. & 


ope Co., Lt 
One & Sons (London), Marley Tile Co., Ltd. 


For all CEMENT RENDERINGS AND SCREEDINGS 











WATERPROOFER 
& PLASTICISER 


° A PRODUCT OF [EEA @o)mpEB | OF S7 “FORD 








Mew.ts 











March 20 1959 


STEEL SCAFFOLDING 





NICOLL, DAWSON 
& HUMPHRIES LTD 


| Scaffolding Contractors 


Please n e of address 
i. souTH ER GROVE 

Le END &.3 
vig ADVance 1927 

















CRADLE-SCAFE 


6, 7 & 8, PERCY PLACE 
SHEPHERD'S BUSH, W.12 


Phene: SMEpherc'’s Bush 2377 (4 tines 


PALMERS TRAVELLING CRADLE & SCAFFOLD Co. Ltd. 
London Address: 3 WOODSIDE GREEN, S.E.25 
Tel.: Addiscombe 7721-4 
Northern Address: 211, Borovcn Roap, 
MIDDLESBROUGH. Tel.: Middlesbrough 3051. 





STEPHENS & CARTER LTD., 


Telephone Lag paws i a (6 lines) 





| 
STEEPLEJACKS 





STEEPLEJACKS, CHIMNEY BUILDERS 
A REPAIPERS CHURCH RESTORERS 
LIGHTNING PROTECTION EXPERTS 
Ww Leveses CO LTO at« k WOTT NCHAM 


LONDON. MANCHESTER“. BRP ONCHAM. B BASTOU 





ESTABLISHED OVER A CENTURY 


CHIMNEY SHAFT & 
CHURCH SPIRE RESTORERS 


j. W. Gray & Son, Ltd. 
CHA. 1 PRINCETON STREET 
8701 BEDFORD fi 


LONDON) & 
SAL. 13° «CASTLE §=6STRE 











2750 SALISBU RY 


STEEPLEJACKS 


STONE CLEANING & RESTORATION 


| STONE RESTORATION 
AND CLEANING 
BRICKWORK RENEWAL 
AND REPOINTING 
PETER COX 4 Partners itd. 
33 NORTH ROW, LONDON, W.1! 
Mayfair 1306/5076 


Stone Cleaning and Restoration 


NEONORE 


CRANMER HOUSE. 39 CRIXTON KL. » W.9 








Telephone: RELiance 3111 








A Specialist Service for Builders 


Stonework 


New Work Restorations * Cleaning 


NEW STONE & RESTORATION LTD. 
Braintree Rd. Avislip, Middx. uistip 7261 





SZERELLMEY 


273-277, Rotherhithe New Road, London, $.B.16 


Restoration, Preservation and Cleaning 
Phone: Bermondsey 3094 








THE BUILDER 


TILES (ROOFING) 
Eustwoods Sales, Ltd. Marley Tile Co., Lia 
Essex Tile & Comerete Walley, T. E., Ltd. 
Co., Ltd. 
TIMBER 
WwW. C. YOUNGMAN, LTD., Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
wn SS oe, ee Smith & Co.. 
1d. 1d. 
Bloore, W., & Son, Lid. Morris, M. A., Lid. 
Fry, W. S., Ltd. — Timber Co., 


Gliksten, J., 
Sadd, John, & Co., Ltd. 
Travis & Arnold, Ltd 


Lid. 
Vigers, Ltd. 
TOWER CRANES DISTRIBUTORS 
DOE, ERNEST, & SONS, LTD., Industrial 
Division, Ulting, Essex. Tel. No.: Hatfield 
Pevere! 311 (12 lines). Night Tel.: Hatfield 
Pevere! 319. 
TUBULAR SCAFFOLDING 
BOULTON TUBULAR STRUCTURES, LTD.. 
LONDON gt AE tp pd BRIDGE ROAD. 
S.W.18. pe eee, S lines. WORKS: 


STR GHAM 21. 
NORTHERN 9367, 2 lines. 
WwW. C. YOUNGMAN, Ltd., Wandsworth 
Works, Wandsworth Road, London, S.W 
Acrow (Engineers), Lid. Paimer’s Travelling 
Boulton ee Struc- trage & Scaffold Co., 
a Saeed Scaffoiding a Milliman, Ltd. 
Co Scaffolding (Gt. Britain), 
London rs ‘Midland Steel Ltd. 
Scaffoidine Co., Lid. Steet Scaffolding Co., 
Mills Scaffold Co.. Lid. 1d. 
Tellok Appliances, Lid. Turner Scaffolding, Lid 
VALVES (THERMOSTATIC MIXING) 
Walker. Crosweller & Co., Lid. 
VENEERS 
Gliksten, J., & Son, Ltd. 
VENTILATING, ETC. 
Son Harvey. G. 
‘Ldn. Lid. 
Colt Ventilation, Lid. 
reenwood’s 
Ventilating Co., 
VERMICULITE 
A. R. & W. CLEAVER, LTD., Wood Street, 
Northampton 
DUPRE VERMICULITE, LTD.. Friars House. 
39/41, New Broad Street, London; E.C.2. Tel 
No.: London Wall 5026. 
Dohm, Ltd. Pyrok, Lid. 
WALLBOARD SMPORTERS 
William 1. Eden ( 


WALLBOARD MAKERS’ 
Bowaters Building Gliksten, J & Son, 


Newman & Watson, Lid 


rds, 5 
ayes. Wm., (Walipty), 
British Plaster Board, 

Lid., The 


Cape Asbest Led., 
ll stos Co., higtnnering 

Celotex, Ltd. a. 

Creffeld & Co., Ltd. 


WALLBOARD STOC KISTS 


em, © > Son, Fry, Walter S., Lid. 


WALL-LININGS 


Stramit Boards, Ltd. 


WATER HEATERS 
Ascot Gas Water Heaters, Ltd. 
WATERPROOFING MFRS. 
DAMP-PROOFING, LTD.. ‘“‘ Aquarep”’ and 


As ”, U.K. Works, Deptlond: London, 
: Tideway 1486-7. 
“RITO” and “ RITOLASTIC ” Andrew Max- 
well (Tnco. Liverpool Borax Co., Ltd.), Maxwell 
House, St Paul's Square. Liverpoo! 3. 
Sere Wiggins & Co., as Water Sealers. 


British Bye-Products, 
Ltd. 
pe. A. Aw 
Ad. 


Sal- Ferracie & Trading 


& Co., saree eal peetonta, Lia 
“Siic B” Paint Sales, 


td. 
Tretol, Lid 


Watco (Sales), Lid 
& Co. Led. 


G a Ltd. 
Kerner-Greenwood & 
Co., Ltd. 
Lillington. Geo., 

WINCHES 
DOE, ERNEST, & SONS. LTD., Industrial 


Division, Ulting, Essex. Tel. No.: Hatfield 


Pevere) 311 (12 limes). Night Tel.: Hatfield 
Peverel 319. 
A.C.E. Machinery, Lid. British Hoist & Crane 
Co., Lid. 


WINDOW FRAMES & SASHES (METAL) 
Braby. F., & Co., Lid. Luxfer, Lid. 
Crittal M & Co., Lid. 
Nicholls & Clarice. “ta 


Sons, Weistead, C. E t 
Williams, John (Cardiff), 





marecees La. 
WINDOW FRAMES & SASHES (WOOD) 


Austins of East Ham. Ltd. 
Tomo Trading Co., Lid. 


WIREWORKERS & WEAVERS 


POTTER, F. W., & SOAR, LTD., PHIPP 
STREET, LONDON, E.C.2. 








STRUCTURAL STEELWORK 


‘STEELWORK 


WHEN YOU NEED IT” 


C.4S. 
CONSTRUCTION CO. LTD. 
ISLEWORTH, MIDDX. 
Phone: HOUnslow 8071 (7 lines) 











STRUCTURAL 
STEELWORK 


FOR ALL TYPES OF INDUSTRIAL 
PROJECTS, DESIGNED & FABRICATED 
TO SUIT SPECIFIC REQUIREMENTS. 
ERECTED & SHEETED IF NECESSARY. 
COMPLETE STANCHIONS 
FRAME - PURLING 

erc. 





TRUSSES #0 0° TO 100 O SPan 





TARPAULINS 





RECONDITIONED AND REDRESSED 
EX-RAILWAY TARPAULINS 
7" eyelets and new tie-ropes. — 
Satisfaction fully —— — telivery 

Carriage 


Size matin nen oA 
wat . 
Wx .. 
wnxl@’.. . 4.108 ,, 
SiZE Mae wn Reconditioned Tarpaviins 
20’ x iv .. - «+ €.028 each 
A Asst... 4c ocd aon 
1 «x7 + «a ee a.0es . 
Only best eesiity linseed oll dressing used. 
S. & J. FITTON (TARPAULINS) LTD. 
COCKHEDGE LANE, WARRINGTON, Phone: 35233 (2 lines) 











TILES (FLOOR & WALL) 


Me, ones" 
COPE & CO.LTD. 


8, GRAY’S INN ROAD, HOLBORN, W.C.1 
Telephone: HOL. 7541 





TUBULAR SCAFFOLDING 


PALMERS TRAVELLING CRADLE & SCAFFOLD Co. Ltd. 
London Address : 3 WOODSIDE GREEN, S.E.25 
Tel.: Addiscombe 7721-4 


Northern nee 211, Borovcn nese, 
MIDDLESBROUGH. T' el.: Middlesbrough 


TRESTLES AND PULLEY BLOCKS 
also available for HIRE. 


6,7 & 8, PERCY PLACE, LONDON, W.12 
SHEPHERD'S BUSH 2377 (4 lines) 
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STEEL SCAFFOLDING 





STEPHENS & bow SSB 


The Oldest are 
Sooke HARRO' aD. NWO I 
Telegrams Teale denen 











Are you 


paying 
too much 
lor 


scaffolding ? 


If you’re not buying Boulton this much 
is certain. You're paying more than 


you need. 

Take Boulton B.8.S8. fittings for a start. 
The simplest, quickest-to-fit quality 
fittings you can buy. And far and away 
the cheapest. 

That sort of claim has to be true or we fust 
couldn't make it. Check for yourself. Send 
for free sample and price lists now. 


BOULTON 


CUT SCAFFOLDING COSTS 
BOULTON TUBULAR STRUCTURES LTD 
Manufacturers and Ovontractors 
pt ade Putney Bridge Rd, Wandsworth, 
8.W Telephone : VANdyke 6551. 
BIRMINGHAM: Booth St. Handsworth, 21. 
Tetephone: Northern 9367. 








THE BUILDER 


woopD PRESERVATIVES 





Watce Bo ‘Ltd. 


wooD SAUSTERS 
SHUTTER CONTRACTORS, LTD., LINCOLN 
WORKS, CREAT CA MBRIDGE ROAD, 

ENFIELD. Tel.: ENFIELD 8343/4/5. 

WOOD WINDOWS +opteaoe GLAZED) 
Tomo Trading Co., 

WOODWORKING MACHINERY 


ts W king y. Led. 








Boyle’S: inn Ventilator 


OVER TWO MILLION IN USE 


ROBERT BOYLE & SON 


VENTILATING ENGINEERS 
OYSTER LANE, BYFLEET, SURREY 
Tel. BYFleet 4376 











WATERPROOFING MANUFACTURERS 


GEORGE LILLINGTON & Ce. Ltd. Willow Lane, 
Mitcham. Surrey Me. 2 METALLIC LIQUIB 


A celowies: selution for waterproofing exterior walls. 


“ AQUAREP” 


for 100% Waterproof Concrete 


“FLUTOL B” 


fer Damp-proofing Interiors 
Send fer Details. 


DAMP-PROOFING LTD. 
DEPTFORD, LONDON, S.E.8 


TIDeway 1486-7 
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WELDED STEELWORK 


WELDED STEEL PRODUCTS 
OF ALL DESCRIPTIONS 

in }” to 4” M.S. PLATE 

AIR RECEIVERS 
HOPPERS 





CHIMNEYS 
PRESSURE 

VESSELS 

ANGLE t FLAT RINGS, 

THAMES RD., ETC. 

BARKING, ESSEX. 


Telephone: RiPpleway 3011-2 


WATERPROOFING MANUFACTURERS 











srecraarsTs 


82 VICTORIA ¥ 


LONDON » Sn 


WINDOW FRAMES & SASHES (METAL) 








NSH/ IMMEDIATE S eran 
ALL TYPES EX STOC 
HOT DIP ‘GALVANISED 
OR PAINT 
and 3° x 2° oy Renee 


WIGGINS-SANKEY LTD. 


LONDON Tel: Riverside 3070 
BRENTFORD Tel: Chiswick 5384'5 
BURGESS HILL = Tel: 8. Mill 27278 
EALING Tel: Eating 0362'2111 
EDMONTON Tel: Edmonton 3792 
MAIDSTONE Tel: Maidstone 51196/7 
READING Tel: Reading 81257 6,9 
SOUTHAMPTON = Tel: Southampton 25581/2 

















The Latest Report by the Central Council for the Care of Churches 


CHURCH TIMBERWORK, BOOKS & FABRICS: DAMAGE and REPAIR 


Now published in book form. Price 2/( By Post 2/10 
THE BUILDER BOOK CENTRE - 4 CATHERINE STREET : ALDWYCH - 


W.C.2 - Temple Bar 6251/6 Extn. 5 











THE SOMMERFELD TRACK 


Each Roll 20 yards long. 


type 


PORTABLE FENCING 


FOR BUILDING SITES 


Most contractors are familiar with the 
economies obtained by using Sommerfeld 
Track for fencing building sites, ete. 
This newly manufactured track from new 
3” galvanised 12/13 g. wire netting, is 
reinforced to Sommerfeld patent with @” 
round mild steel bars, looped top and 
bottom. It is specially designed to meet 
your requirements and being light in 
weight can be rolled up and out into a 
fence in a matter of minutes; what is 
more, it is quite portable. 


Sommeorfsids itd. 


Bit. high £17.10.0 10ft. high £19.0.0 


< WEES TEN SHROPSHIRE ENCLAND % Meling? 


Rik TREET LONDON SW a Weetoria 
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Why not visit 
THE BUILDER BOOK SHOP? 


Below is a selection of titles, classified under their appropriate headings, 
from our comprehensive stock of books for the Architectural profession, 


Building and allied trades. 


OPEN DAILY, Monday-Friday, 9 a.m. to 5 p.m. 


Churches & Cathedrais—Their Building and Use 
by Helen & Richard Leacroft 

Display Presentation by Beverley Pick 

English Architecture at a Glance by F. Chatterton 

Farm Buildings: Conversions and Improvements 
by W. G. Bonoy 

House Maintenance for the Intelligent Owner 
by E. Bird 

How the World Builds by H. Pakington 


New Homes from Old Buildings by H. Dalton 
Clifford and R. E. Enthoven 


Private Architectural Practice by M. Taylor 

Sports Buildings & Playing Fields by Sudel! & Waters 
Stones of Britain by B. C. G. Shore 

Approach to Architecture by Robertson & Robertson 


BRICKWORK 


Bricks & Modern Research by B. Butterworth 
Brickwork by E. G. Dorman & E. J. Elmes 
Brickwork by F. Walker, revised by J. P. Allen 
Brickwork for Apprentices by |. C. Hodge 
Constructional Masonry by F. G. Warland 


Modern Practical Brickwork by W. Frost and R. V. 
Boughton 


Modern Practical Masonry by E. G. Warland, 
M.LStruct.E. 


Bricklaying, Skill and Practice by Dalzell-Townsend 


BUILDING 


Builders’ Reference Book 
Building Construction Ilustrated by Denzil Nield, 
ARIBA 


Building Supervision by W. R. M. Pippard 
Building Trade Facts by W. T. Sydney Smith 
Concise Building Encyclopaedia by T. Corkhili 


Constructional Steelwork Simply Explained by 
Oscar Faber 


Dampness in Domestic Building by S. B. Dawes 


Definitions & Formulae for Students of Building 
by T. Corkhill 


Fabricating Houses from Component Parts by 
N. Cherner 


Fire in Buildings by E. L. Bird & S.j. Docking 
Foundation Engineering by Rolt Hammond 

History of Civil Engineering by Hans Straub 
Medern Techniques of Excavation by H. L. Nichols 
Sell’s Building Trades List 

Structure of Steel by Edwin Gregory 


eocococcoceo oo QO ooo 


oc. cfcf.6 6888S 


ecoececoeoo oc om ooo 2° 





CARPENTRY & JOINERY 


Builders’ Carpenter by T. H. Rawlinson 
Carpentry & Joinery by M. T. Telling 


Carpentry & Joinery (Advanced Examples) by 
F. Keeling 


Practical Carpenter & Joiner by N. W. Kay 
(Q & A) Carpentry by A. E. Bridgwood 

(Q & A) Joinery by A. E. Bridgwood 
Simplified Stair Building by J. R. Howe 


CONCRETE 


Concrete for the Contractor by Noe! D. Green 
Design & Construction of Formwork for Concrete 
Structures by A. E. Wynn 


Elementary Guide to Reinforced Concrete by 
A, Lakeman 


Elementary Reinforced Concrete Design by 
W. Morgan 


Examples of Design of Reinforced Concrete 
Building by C. E. Reynolds 

How to Make Good Concrete by H. N. Walsh 

Measurements of Prestressed Concrete by A. j. Willis 

Nomograms for Analysis of Frames by j. Rygol 

Prestressed Concrete by Prof. G. Mogre! 

Reinforced Concrete by |. McHardy Young 


Reinforced Concrete Designers’ Handbook by 
C. E. Reynolds 


Reinforced Concrete Reservoirs and Tanks by 
W. S. Gray 


Simple Examples of Reinforced Concrete Design 
by Oscar Faber 


TIMBER 


Dry Rot & Woodworm Prevention by Dallas Cope 
Higher Prices Ready Reckoner 


Introduction to the Design of Timber Structures 
by P. O. Reece 


Modern Mechanical Saw Practice by J. R. Foyster 


a ae Standard Ready Reckoner of Prices and 
zes 


Timber Drying and the Behaviour of Seasoned 
Timber in Use by R. G. Bateson 


Timber, its Properties, Pests and Preservation by 
Prof. F. Y. Henderson 
Timber Ready Reckoner, “* Prince ”’ 


Woodwork by W. J. West 
Zebra Code 


os fe 


eeeceeccescse @ 


econ 8c © Oo 8 


POSTAGE 9d. ON ALL BOOKS VALUE 5/- + 1/6d. ON 10/- AND OVER 


The Book Dept., The Builder Ltd., The Builder House, Catherine St., Aldwych, W.C.2 
Telephone : Temple Bar 6251 (Extension 9) 





Building 


Equipment 


HIGH QUALITY 
CRAFTSMAN-BUILT PRODUCTS 


made from the finest materials 


SPECIALLY DESIGNED 


to withstand constant rough usage 


FIRST-CLASS SERVICE 


+++ prompt delivery by road over a wide area 


EXTENSIVE STOCKS HELD 


at all the depots listed below 


All products available 


FOR SALE OR HIRE 


For complete details, write for 
Illustrated descriptive brochure 


LADDERS 
Extensive variety including Pole, Extension, Push-up or Rope-operated, etc. 
SCAFFOLDING 
All types — independ Putlog, Cantil , Birdcage or Slung. 
CRADLES 
Travelling and fixed types for straight or curved frontages. 
STAGING 
All lengths from 10 ft. to 24 ft., 18 in. wide. 





STEPS 
4 tread to 20 tread. 
TRESTLES SCAFFOLD BOARDS 
6 ft. to 18 fe. All lengths. 


BOSUN’S CHAIRS 
Safe, strong metal construction. 


WHEELBARROWS 
Capacity 3 to 7 cu. ft. 
“BENFORD” CONCRETE MIXERS 
Small half-bag size to 10/7. Alternative power units. 


STEPHENS & CARTER LTD. 
Suppliers to the trade since 1840 


LONDON 731-761 Harrow Road, N.W.10 
Tel: Ladbroke 1191 (7 lines) 


HIGH WYCOMBE Coronation Road. 
Tel: High Wycombe 3183 


BIRMINGHAM Bordesley Green, 9. Tel: Victoria 1226 


SCOTLAND West Canal Street, Coatbridge 
Tel: Coatbridge 525 


AGENTS: In Cardiff—Newcastle-on-Tyne—Bristol—Belfast 
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SPECIFY ‘PRESTEX' 
Look out for them at the Building Centre, Store Street, 


What’s in it for you? 


HIGH QUALITY ... LOW PRICES ... WIDE RANGE 





FITTINGS BY NAME 


Bloomsbury, London. 
Also on display at Bristol, 
Birmingham and Glasgow 
Centres. 


Have you got your copy of Peglers’ 
New 1959 Prestex Catalogue? If so, 
just thumb through its pages and 
cast an approving eye over the 
newly extended, superbly finished 
range of quality ‘Prestex’ fittings 
... Then, look at the remarkably 
low prices! 

How do Peglers manage to keep 
prices so competitive . and 


quality so high? Well —it’s really 
a matter of progressive large-scale 
production methods .. . attentior 
to detail ...and skilled craftsman- 
ship that springs from long exper- 
ience. These all come naturally 
to Peglers, who have over half a 
century of experience behind them 
in producing plumbing fittings of 
the finest quality. 





NAME 


ADDRESS 


SEND NOW FOR YOUR COPY OF THE NEW PRESTEX CATALOGUE 
To: Peglers Limited, Prestex House, Marshalsea Road, London, 8.E.1 


Please send a free copy of your new Prester Catalogue to: 


BU 





PEGLERS LIMITED - BELMONT WORKS - DONCASTER 


ALSO AT BIRMINGHAM AND LONDON 





| 


apr er 


KENYON 


for every class of building work 





LOI iene ie be 


ROCKSIL is a pure mineral wool which has 
exceptional insulating and acoustic properties. 
suitable for floating floor construction, attic insulation, 


PoE IL SRE: AE PTI, FE BEI RG OE Ee DONE Fo ey 


Insulation 


kis Laabcasy Peas RK aieert 


g 





It is 


se Sie Meee Sheen Seen Wiese Sem 9 


sound absorption, roof and ceiling work. Rocksil is made 
in many forms to suit all requirements—wherever insu- 
lation is needed, Rocksil will do the job. 


KENSPRAY is a modern spray-on material 
for sound and thermal insulation of offices, shops and 
factories. Highly fire-resistant, Kenspray is available in 


a wide range of decorative finishes. 


WILLIAM KENYON & SONS (META MICA) LTD. 


DUKINFIELD : 


CHESHIRE 


Telephone : Ashton-U-Lyne 1614/7 and 3673/6 
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for the 
complete service 
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TRAVIS & ARNOLD 
LIMITED 


INCORPORATING 


JOHN EEDE BUTT & SONS J 





Travis and Arnold offer a complete service to the Building Trade. 
Their stocks of timber (including protim and protim-treated 
timber), building matcrials and house components are among 
the era + <epe.S in the country. T. & A. branches 
througnvut England provide quick and friendly attention to all 
building needs. 








TIMBER IMPORTERS & BUILDERS’ MERCHANTS * HEAD OFFICE: NORTHAMPTON ° Branches throughout the country 














Consistently the best ! 


You have our modern, scientifically-controlled Direct 
Oil-Fired Tunnel Kiln to thank for the complete uni- 
formity and competitive prices of WINDMILL Tiles. 
Consistent in strength, colour and size—they are the 
result of advanced and highly effective production 
methods and conform to British Standard 1286:1945. 


SpeciFy rich, dark red WINDMILL Quarry Tiles for 
your next flooring contract. Available in standard sizes 
and suitable for flooring Hospitals, Schools, Kitchens, 
Sculleries, Canteens, Dairies, etc. WINDMILL super- 
fine floor tiles and fittings are also available. 





Now available—our new “Brown Fleck” Quarry Tiles 





All the more reason for enna 





ive to call 
Send enquiries or ask for our representative WIND I 
THE ALLIED BRICK AND M 
TILE WORKS LTD. ee 
EEN STREET. LONDON, £.C.4 Q TILES 
i ie Tele:- CITY 2725 


D 
works ot: NAPTON-ON-THE-HILL, HARROGATE EL Last ten years longer 





SEND NOW FOR SAMPLES AND BROCHURE 





curtain walling 


An Illustrated Catalogue of this UNIQUE system 
is now available. 


FOR ARCHITECTS, 
SURVEYORS 
and ENGINEERS 


STANDARD PATENT GLAZING CO. LTD 


DEWSBURY Phone [213 LONDON OFFICE Phone HOUnslow 3079 
Branches } BIRMINGHAM and BRISTOL 
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| first firms to use “Visqueen’ for weather protection. Their 
| power station was erected in difficult winter conditions 
which threatened to halt construction work. So they covered 
the whole of the north face in “Visqueen’ 500 (Heavy- 
weight) as a scaffold shelter. The work continued and 
many valuable working days were saved. 


For complete on-site 
weather protection 
go-ahead builders use 


VISQUEEN film = aes 


TRADE MARK Gilbert Ash Ltd. used ‘Visqueen’ during the construction 
of a new canteen at the English Electric factory in Steven- 
age. Temporary glazing enabled plastering, electrical 





INSURE against delays caused by bad weather condi- fittings and wooden flooring to be completed on schedule 
. é : 3 unaffected by bad weather and without risk of damaging 
tions by using ‘Visqueen’, the ideal cover for men, specially fabricated expensive plate glass. 


SOR Nad SPAT ORE IT 






materials and equipment. ‘Visqueen’ is tough, 
waterproof, light and flexible. It will not rot and is 
unaffected by ice and snow. 

Get the benefit of full daylight with transparent 
“Visqueen’ and use the heavyweight black sheeting 
for site tarpaulins (special securing rings available). 


For an illustrated brochure, samples, prices and a A tite 
the address of your nearest “Visqueen’ stockist, write - rae 
Business as usual during the modernisation of a shop 
to the address below: front. The ‘Visqueen’ lean-to shelter provided effective 


protection against rain and snow. Inside the transparent 
shelter alterations were carried out in good light. Normal 


trade was unaffected as the premises remained warm and 
BRITISH VISQUEEN LIMITED - STEVENAGE - HERTS - TEL: STEVENAGE 1310. draught-proof. vias 
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CONCRETE IN 
SULPHATE- 











To eliminate risk 


CIMENT FONDU 
SHOULD BE USED 


To ensure 
complete protection 


CIMENT FONDU 
MUST BE USED 











Concrete 
made with 
CIMENT FONDU is 
COMPLETELY IMMUNE 
from the effects of 
SULPHATES 


. . 

in any concentration « M a T 
Concrete made with Ciment Fondu provides an additional margin of a0 \ v lJ 
safety! It is also resistant to attack by dilute acids often prevalent in A, 


sulphate-bearing clays, made-up ground and many industrial effluents. ALU MINOUS TeITT 
~e=E=~=~=~=~==~=~==E———_—__ 








% Send for leaflet TSS-16 “The Influence of Mineral Sulphates on the Permanence of Concrete Structures.” 


LAFARGE ALUMINOUS CEMENT COMPANY LIMITED, 73, BROOK STREET, LONDON, W.1. Telephone: MAYfair 8546 
AP/69 





March 20 1959 





MISCELLANEOUS ADVERTISEMENTS 





FOR SALE 





TARPAULINS 


SPECIAL OFFER 
New 14/15 ozs. GREEN COTTON DUCK 
GUARANTEED WATERPROOF. 


Nominal Sizes 18° x 12'@138/6 each. 
18° x 15°@173/6 each. 
21° x 18'@202/6 each 
CHEAPEST AND THE BEST 


DUST SHEETS 


GENUINE HEAVY BOLTON TWILL 


12& over@29/6 each. 
Samples on request. 
Delivery free Great Britain. 


H.C. HILL LTD. 
27 Maxted Road, Peckham. S.E.15. 
NEW X 3696. 





Prepaid, twenty-four words, 7/6 
each additional six words, 1/6 
Display, 30/- (per single columm inch) 

















LADDERS Ssh 
STOCK 
STEPS - TRESTLES - BOARDS - DUST SH 
Price List from THE PODMORE WORKS 

769 Garratt Lane, $.W.17. Tel.: Wimbledon 7622 








RESSED STEEL 
ALL 


pleas 
< 8 











FOR USE WITH FORK-LIFT TRUCK. 
GOOD CONDITION, VERY ROBUST. 


Width ins. Length ins. We. Ibs. Price each 
46 48 99 


48 30 66 22/6 
40 32 61 21/- 


Carriage extra 


LOWTON METALS LTD 


Lowton St. Mary’s Warrington Leigh 1444/5 














TELESCOPIC 
LADDERS 


\ 


DIRECT FROM MAKERS 





CAYLESS Bros warrenseay [> 
91/93 BATTERSEA PARK ROAD, S.W.8. 


MACAULAY 2424 — 2425 — 2426 — 2002 








WANTED 


H paid for any quantity of aoe ol plant oe 
material.—For quick inspection telephone 
ticulars and price to Mr. B., RAV 8731. 
ANTED. Shee 10-ton second-hand steel POR- 
TASILOS or similar make Man. 
State age and price.—Box 2227, “ Builder.” 
ANTED.—Second-hand PORTABLE BENCH 
SAW. mounted on wheels 26 in. or 28 in. saw. 
6 or 10 hp. | Petrol or Diesel driven.—Box 2228, 


The Builder. 
ANTED.—Second-hand TOWER CRANE. 82 ft. 
radius, 200 ft. lift. Climbing crane prete rred.— 
Cod Sestiontans in writing to Box 2229, “ The 
il 
ANTED: Second-hand Huts. Spot cash paid for 





and remove.—? 

Works, Railway-terrace, Feltham, Middlesex. Tele- 

phone: Feltham 576 
ANTED: One 9 x 3 (or larger) Forecutter in good 

condition, electrically driven; 230v.—Full 

details, price, etc... to NOEL T. JAMES, Ltd., 

Kelvedon-street, Newport, Mon. 

LL classes of Building Materials Required for 
Building Scheme in Middle East territory. Offers 
invited, to be to hand no later than 7th April, 

1959.—-Box 2331, ‘“The Builder.” 


R SALE 


Hous SERVICE ELECTRIC METERS. 200-240v. 
is. slot Repayment or Credit +g from 
stock. UNIVERSAL ELECTRICAL, 217m, City- 
road, London, E. 
ET on to Guildwood Packaged Bungalows for 
greater profit, less worry!—CEDAR HOMES, 
LIMITED, Dept. 50, Artington, Guildford. 
AW BENCH by Cooksicy, London, for sale. 
Canting fence, rise and fall table, good condition. 
18 in. Saw. Sagar Drunk and Hollow Ground Saws 
5 h.p. Higgs El. Motor, A.C., with starting gear: £60. 
Hand Morticing Machine, good condition, £10.—Box 
2155, “ The Builder 


UY ‘Chatfield’ ROAD FORM PINS 

from 2/id. each. RINGS, PINS and 
CHAINS for Props and Struts, 2/1d. each 
WEDGES for Column Clamps and Road 
Forms 1/id. each. Also NEW SCAFFOLD 
BASE-PLATES @ 2/9d. each or reduction 
for quantities —PL ANT & BUILDING 
EQUIPMENT, Ltd.. Chatfield Works, 1 
Chatfield-road, Battersea, London, §S.W.11. 
Tel.: BATtersea 9213/4/5. 


AST IRON GUTTERS, Box, Moulded, HR., B. 
Wall, Valiey, etc. 4 to 24 in. wide, C 
PIPES. 2, 2%, 3, 3% 4, i 
Hanwell, W.7. (Est. . 
49 Queen Victoria-st., on Ca CT 094. 
OOR FURNITURE, KNOBS, LEVER HANDLES 
and shutter Knobs, in deliehtful. Crystal Clear 
Diamond cut Persvex.—Write for booklet PPX 58, 
PARKER WINDER & ACHURCH, Ltd., 58 Broad- 
street, Birmingham, 1 (MIDIiand 5001.) 


SPECIAL OFFER OF UNUSED MACH 


7/5 Rob Roy Portable Concrete Mixer, diesel, 

24 in. Rob Roy Portable Saw Bench,’ diesel, £195. 
These machines are brand new and have never been 
used. Prices quoted are more than 20 per cent. below 
present-day list. — GRAYSTON PLANT & 
ENGINEERING CO., TD., 68 Victoria-street, 
London, §.W.1. Telephone No. TATe Gallery 0126. 


OR SALE. — Be ty oo ga BUILDER'S 
PLANT AND a nee 7,000 ft. STE 1% 
SCAFFOLDING, 2.00 COUP LINGS. MIXER 
HOISTS. _ etc.—By A for complete chaaabe. 
‘phone TULse Hill 5426. 
tL HARD‘VOOD MOULDINGS, PLAIN and 
EMBOSSED EMBOSSED ORNAMENTS and 


trade \e 
Ltd., 60. Pownali-road. Dalston, E.8. Clissoid 1543-4. 
ANUPACTURERS of CONCRETE PRO- 
os tak! 4 Fencing. Kerbs. Flags. etc.— 
ec. A. &. HOWARD. Lid., St. John’s Works. 
Bedford Tei. Bedford 4204. 
‘W AIR PUMPS. Diese) MOBILE COMPRES- 
S and Armstrong Whitworth PNEU 
CONTRACTOR’S TOOLS. HOSES AND ACCES- 
SORIES from stock.—HUBERT C. LEACH. Ltd 
a Cheshunt, Herts. Tel.: Waltham Cross 


CAFFOLD FITTINGS in makes S.G.B., 
Mills, Burton and Bie Ben, etc., includ- 
ing DOUBLE COUPLERS, JOINT PINS. 
SWIVEL COUPLERS and PUTLOG CLIPS 
from 2/lid. each. All fully overhauled and 
in ready for work condition. EL and 
ALLOY SCAFFOLD TUBE and Blade End 
PUTLOGS availeble in quantities —PLANT 
& BUILDING EQUIPMENT, Ltd., Chatfield 
Works, 1 Chatfield-road, Battersea, London, 
S.W.11. Tel.: BATtersea 9213/4/5. 


PuMrs.—ter or Hire. New or Reconditioned. 


NT CO.. Lid, 
Denham-street, Greenwich, S.E.10. Greenwich 3189. 


FOR SALE 


NEW TARPAULINS 


EXACT SIZES ONLY 


JUTE 16 oz. am. 

IE xy each 376,18 «ht ach 102/61 S xt 
each 87/-, 21’ x 15’ each 

FLAX, 16 oz. ts Son green nial pe 
‘17 eg 79/6, ie; x 12’ each tae is x! 
each 126/6, 21’ x 15° each 196/6. 

COTTON ve, 14 oz. before gr een wax 
Ang v each 82/6, 18’ : 12’ each 
58/6, et x 12’ cath 137/6, 21’ x 15’ each 232/6. 

BRAND NEW SHEETS, carriage 
ge & a Fitted long ro 








patc 
ANY QUANTITY FROM LONDON STOCK 


JOHN MACNAMARA & CO. LTD. 
Bush Road, Deptford, London, S.E.8 
BER 3275-1435 








SECTIONAL BUILDINGS 








FORALLPURPOSES.. 








WELFARE CENTRES Aico: 


PAVILIONS CANTEEN TABLES, 
CANTEENS FORMS 


SITE HUTS AND EQUIPMENT 
STORES 


WATCHMEN’s HUTS H.P. Terms Available 


EVERYTHING FOR THE BUILDER & CONTRACTOR 


1. CLIFTON & SONS LTD. pece. 8: 
13 Neeld Parade, Wembley, Middlesex 


Telephone: WEMbley 2921/2/3 








Secondhand 
SURVEYING 
APPARATUS 


Guaranteed Levels 
from stock 

Also Land Chains, Steel and Lines 

Tapes, Surveyors’ Measuring Rods, 

Ranging Poles and Levelling Staves, 


We purchase modern 3-screw 
HEODOLITES for cash, 


BRUNNINGSwwozorm tr. 
135, HIGH HOLBORN, LONDON, W.C.1 
Phones: HOLborn 4894 & 0312. Established 1922 








‘BULLDOG’ SHOVELS 
*‘DREADNOUGHT’ FORKS 


The finest one-piece solid ——— 
ENGLISH TOOLS made 
Can be purchased from 
LONDON STOCKISTS: 


JOHN MACNAMARA 


& Company Limited 
Bush Read, Deptford, London, %&8.£.8 


BERmondsey 3275-1435 
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LEY MAKE THE BEST 
CONCRETE GARAGES 
BRAUTIFULLY DESIGHSD 


57 Models trom e665 
Cash or Credit Terme f 


Erection Service 
Vr COAL SUNKEES 
leaftets from 


MARLEY CONCRETE LTD © 
Dept. 733 Peasmarsh, Guildford, Surrey. Guildford 62986 








TO BURN OFF PAINT 
TO WIPE A JOINT 


use 
‘Yo near anv 208] DEXAGAS 
The portable Butane Blowlamp 


DEX INDUSTRIES LTD. 
Edwin Road, Twickenham, Middx. 
STOCKISTS ALL OVER THE COUNTRY 








Li iaieenen 





i hairs, 5 MANUFACTURER’S 
t OFFER OF 


STEEL 


SHELVING 


Deliveries free to 
England, Scotland 


and Wales 
£3 15s. 


Ready for Erection 





72" High 
34” Wide 
12” Deep 





@ Brand new — Manufactured in our own works 
@ Shelves adjustable every inch 
@ Heavy gauge shelves will carry 400 Ibs. each 
@ Bronze enamelled dark green 
@ 6 shelves per bay — Extra shelves 8/- each 
Quantity discounts 
Also available in White at £5 per bay. 


N. C. BROWN LTD. 


ING.HEYWOOD.LANCS . Tel.: 69081 (6 lines) 





EST 1922. 
ELECTRICAL 


A special service exists for 
the busy builder in the 
London area. It’s profit 
producing and labour saving. 


A SERVICE AS CON- 
VENIENT AS THE 
TELEPHONE. 





| THO 5611 (u:..) 





Extended credit facilities 
available. 


Write for details. 
413, SYDENHAM ROAD, 
WEST CROYDON 


THE BUILDER 


ECONDHAND sectional TIMBER BUILDINGS, 

completely reconditioned, delivered free 100 miles 
24 ft. = 12 ft., £102; 30 ft. & s ft., £138; 30 ft. 5 
18 ft., £154; 60 ft. x 20 ft., 2. joors extra.— 
UNIVERSAL SUPPLIERS. Crebwwes, Manorway 
Belvedere, Kent. Erith 2948. 

EN-TON ARTIC FREIGHT TRAILERS, idea! 

for Site Offices, Portable Stores, etc. 20 ft «x 
8 ft.; fitted Air Brakes; twin 900 x 20 tyres. £175 
each.—J. T. LEAVESLEY, Ltd., Alrewas, Stafford- 
shire. err ALREWAS 354. 

ALE or HIRE, BUILDMASTER 

ROTARY TOWER CRANE, 71 ft. Mast, 

in. max. working radius; almos ost new; ancillary 
equipment available. £3,450. H. WIMPENNY. 
Lid., Builders, Prestwich, Manchester. 


R SALE: 1,000 4 ft. 6 in. KWIKFORM 
J 100 Ps. ta Screw Type. hood 


NTRE 
and 4 ADJUSTABLE 
and in overhauled condition ready tor work 
—PLANT & BUILDING EQUIPMENT, 
Ltd., Chatfield Works, 1 Chatfield-road, 
Battersea, London, S.W.11. Tel.: BATtersea 
9213/4/5 


CAFFOLDING, etc.. LOW REDUCED PRICES 


ordinary toe 
TUBE and PUT 
TRENCH STRUTS. 8 Scaffold Frames, Boards, ¢ 
SOULSBY & Co., 87, Deans-lane, Edgware, “Midux 
MILI Hill 4644 (or NORth 4112). 

NE MILLION FEET of Tubular Scaffolding. Sicel 

and Alloy, Putlogs. Fittings, Frame Scaffolding. 

Props, Struts, Ladders, Trestles and Tarpaulins. New 
and secondhand in stock, for Sale and Hire. Also 
Welded Structures, Ornamental Ironwork, carried out 
to your specification.—SECURITY SCAFFOLDS. 
Ltd., 92-96, Spring-hill, Birmingham, 18. Tel. Nor- 
thern 4413 

ELL’S 1959 BUILDING TRADES LIST is now 

availabic. This invaluable Builders’ reference 
book contains over 40,000 names, addresses, telephone 
numbers and trades of firms in Great Britain engaeed 
in the use, supply and distribution of Building 
Materials for the construction, equipment and main- 
tenance of every type of building. Also a specially 
printed “Review of New Products.” It 
accurate information instantly. Price 40/-. 
a copy on Sale or Return today from BUSINES® 
DICTIONARIES Ltd. (Dept. BTL/TB), 133-137 
Fetter-lane, London, E.C.4. 


UGGESTED DETACHED House Selec- 
tion 650 ft. Steel SCAFFOLD TUBE, 
44 DOUBLE COUPLERS, 60 PUTLOG 
CLIPS, 12 JOINT PINS, 18 BASE PLATES 
60 PUTLOGS All first-class condition and 
ready for erection. £77 10s. Od. lump sum 
—PLANT & BUILDING EQUIPMENT 
Ltd., Chatfield Works. 1 Chatfieid-road 
Battersea, London, S.W.11 Tel.: BATtersea 
9213/4/5 


S NEW TIMBER, 4 in. x 1} in. x 2-3 ft., from 
£1 per 80 pieces. Boards, approximately 5 in. x 
1a in. x 3-4 ft., £1 per 80 feet. All cash ex works 
—NORTH CIRCULAR BOX WORKS, North 
Circular-road, N.W.2 
5 18/20 ft. x 14 in. x 6 in. RSJ. 2 33 ft. x 
2in. x 7 in. R.S.J. 18 22/23 ft. x 16 in. x 
6 in. R.SJ All in first class condition. reasorable 
offer to fear. SANDERS, 18-20, Medlar-street, 
S.E.4 ROD 514 
PPROX. 100 a = in. x 4 in. T. and G. Anvri 
can Pine strip flooring. In original bundles. tor 
sanding and polishing. Price £5 sq. nom. at store 
Shenley. Herts.—GORWYN, 1, Hillside-drive, 1cz 
were. Middx 
LD OAK. We have for disposal a quantity of 
OAK BEAMS AND JOISTS arising from demo- 
lition of a house dated 1697.—T. GIL & SON 
(NORWICH). Lid 
ONCRETE HARDCORE available, 800 cubes 
Inaded Woodford area Free on 
TOTtenham 5044 
approximately 30 cwt. Copper-pla'ed 
Hooping, 4 in. wide x 26 gauee. Offers’- 
HOBSON & CO., Kingfisher Wharf, London- 
road, Bedford 


RENCH SHEETS 6 ft.-12 ft with 

STRUTS and DRIVING CAPS; CRANE 
SKIPS. Circular Tipping. Concrete Pouring 
and Layback types 2} cu. ft. to 2 cu. yd 
PROPS and FLOOR CENTRES, COLUMN 
CLAMPS, SPLITHEADS., TRESTLES 
ROADFORMS., SCAFFOLDING and 
MIXERS. New and Used available for SALE 
and HIRE at comoetitive prices ——PLANT & 
BUILDING EQUIPMENT, Litd., Chatfield 
Works. 1 Chatfield-road, Battersea. London 
S8.W.11 Tel.: BATtersea 9213/4/5 


OR SALE, the following eeetnenins Machinery 
1 WILSON Ne See oe ORKING 
MACHINE. Mode TK DOMINION UNI- 
VERSAL WOODWORKING MACHINE. 1 COOKS- 
LEY UNTVERSAL OVERHEAD SAW. 1 WATKIN 
24 in. RIP SAW BENCH. 1 COOKSLEY MORTICE 
MACHINE above have individual motors, 400 
1 6 in. WOLF GRINDER. with 
These can be seen in running 
order during working hours, 8 a.m. to 4 p.m. and 
t at TARRANT BUILDERS: 
‘or ouse. Virginia Water, Surrey 
D EX-GOVERNMENT ROPE at prices far 
a normal. 90 ft. coils 14 in. circ. 16/- each. 
153/- doz. 2 in. 260 pond ee delivered —RURAL- 
CRAFTS. Woodley, Rea 
CE 10-cwr Builders" *Placiorm Hoist, 80 ft. mast 
Millars ditto, 56 ft. mast, both petrol driven 
Quantity Wineet and Liner Concrete Kerb 
also angle slab formers. Blaw-Knox 8 in 
Forms. Dominion 33 in. f 
Danckaert 16 in. pg bsg Large quantity 
Ideal “* Neo-Classic” 14-section Radiators.—A, 
KIMMINS & SONS, Litd., Lydnhurst- road, Worthing 





HARDBOARD 


AT THE RIGHT PRICE 
8 x 4 x 4” NOSTEX OR CROWN BOARD. 
St SHEETS 12/9d each 
2to8 os = OE: os 
9to 100 ,, 0/id ,, 

100 or Over Prices ON APPLICATION. 
6’ 6” x 2’ 6” x 4” DOOR SIZES 
SINGLE S$ 7/9d each. 

2 - 50 SHEETS 7/2d each. 
CARRIAGE PAID 20 miles from London 
IMMEDIATE DELIVERY FROM STOCK 
H. C. HILL LTD., 


27, MAXTED RD., PECKHAM, S.E.15 
NEW CROSS 3696 (3 lines) 








OAK 
FLOORING BLOCKS 


EQUIPMENT 
COMPANY LIMITED 


Sole Agents for 
WINGET 
in Essex 


66, Witkin-st., W.W.8 


PODMORE WORKS 











PROSE - WOBLEDOS 
769-773, GARRATT LAME SWI7 7622 














“White” Automatic Saw Sharpening Machine to 
handle 60° dia. blades. Motorised 1/3/50. 
* Twin Head Heavy Duty Chain & Chisel 

Morener 24° x 10° cable. 
“Boettcher & Gessner” Multi-Spindie Dovetailing 
Machine. 20-spindles. Max. width handled 224°. 
“White” Verticle Spindle Moulder. ~xbie 36" x 32”. 
“Cooksiey” 10° Sawbench on stan’ With tilting 
table. Motor drive. 
“Dexter” me Tenoning Machine. Motor drive 
for 400/440/3, 
“Wadkin" _fetonton Circular Sawbench with 
rise and fall tab! 

“Danckaert”’ rt x ¥ Panel Planer and Thicknesser. 
“Columbia” 24° Triple Drum Sander. 


F. J. EDWARDS LTD. 


4, Euston Road London, N.W.!. 
‘Te EUSeen 4681 and 3771 
or from Hy Water Street, Birmingham 3. 
t Tel.: CENeral 7606-8. 











BENNETT & SON 





ALL SIZES — PROMPT DESPATCH 


HUTS 


PODMORE WORKS 


769-773 GARRATT LANE, LONDON, S.W.17 
Keen Prices. Phone: WIMBLEDON 7622 





{TenTesT 





TWO-WAY 
INTER-COMS 


Install your own system with our 

complete ready to use 2-way 

intercom kit. For £12.12.0, 

carriage free, you will get 2 

telephones, 100 ft. cable and batteries. 

Brand new, the telephones are moulded 

in shatter-proof plastic, each instru- 

ment being self contained with built-in buzzer and push- 

button system, They work over yairieat < distances indoor 

or outdoor. The cable meets rigid G.P.O. standards and 

the batteries are Ever Ready Long Life. Nothing for you to 

o but connect 4 wires to screw terminals. his is a 

wality product and fully guaranteed for 12 months. 

Exere — 2d. per foot.) Send your instructions or write 
for brochu 


D. S. P. TELEPHONES LTD. 


Dept. 8. Great Titchfield Street, London, W.!. 
se Tel.;: LANgham 5153 


MALL business closing down. For Sale: Steel 
Scaffolding and Boards, General Building equip- 
ment; 25 cwt. Austin Truck (23,000 miles only). 
(Use of yard and stores may be arranged.)—Box 2303, 


“The Builder.” 
FOR HIRE 


R HIRE.—TUBULAR 
lold Boards 





SCAFFOLD. 


Ideal site clectric - 
ANTON & CO., —> 
hall-street, E.C.3. AVE 1416. 


ATTICS STEEL ERECTION pasts ight ane 
. to 150 ft. high immediat 

MAN'S, 21, Hobart H 

"Phone: Sloane 5259. 


IR COMPRESSOR HIRE SERVICE. Modern 
DIESEL MACHINES, lorry-moun' 
able.—Telephone LEACH, Waltham Cross 5161. 
ADDERS for Sale or Hire. = 12 ft. Exten- 
sion 1/- per day. minimum sev days. Steps, 


Trestles, Pasteboards, etc. LADDER HIRE CO., 
Bromiey. RAV 4861. 


SLOGGETTS (ENGINEERING) CO. LTD. 


FOR HIRE 
Dinkum Diggers—Modern Machines.—2, Burtons- 
road, Hampton Hill, Middlesex. Molesey 6704. 
WER CRANE FOR be ag P. -e Max. 


3 tons 12 cwt. at radiu: Rail 
mounted.—- WARD. 25, Tatbonr-eoen. Gillingham 
Gillingham 59803 


“You cAN ALWAYS AIRE 
A GREENWICH PUMP” 


GREENWICH PUMP & PLANT CO., LTD 
DENHAM STREET SE.10 


Phone: GREENWICH 3189 


4 Geesvener- 











“PARDIX ” 


FOR HIRE 


Bulldozers, Dinkums, Traxcavators, 
All Contractors Plant. 
Clearance Site Preparation, Trenching 
Roads, Parks and Hardstandings 
TIPPER FLEET 
Hardcore, Clinkers, Sand and Ballast, etc. 
PARDIX PLANT LTD. 
62-72, High St., Cheshunt, Herts 


Phone : 
WALTHAM CROSS 3496 & 4913 





THE UNIQUE 
PLANT SERVICE 


We claim to have the 
most comprehensive 
PLANT HIRE 
SERVICE 


in this country. 


We can supply 
almost everything the 
builder requires, 
from a drain plug 


to an excavator. 


wwe 


OUR LORRIES 
DELIVER DAILY 
IN THE LONDON AREA 


wR, 


SYMES (etant) L™ 


ALBERT WORKS 


BRENTWOOD - ESSEX 


Telephone No.: 


BRENTWOOD 2116 (5 lines) 











you WANT 11? 
we HIRE rr! 


For Trestles, Ladders, Tarpaulins, 
Dustsheets, Steps, Pumps, Breakers, 
Hammers, Mixers, Scaffolding Boards, 
Fittings, and for SALE new and S.H. 
Delivery Immediate. Write, Call or Phone: 


CAMPBELL GRAY LTD. 


517 LORDSHIP LANE, S.£.22. Forest Hill 1232/9795 








3/2 MIXERS ‘“‘sineors’ 


30’- PER WEEK 


PETROL OR ELECTRIC—I PHASE 
JOHN MACNAMARA & CO. LTD. 








Sesh Rd., Deptford, London. $.€.8, Bermondsey 3275-1435 














yOU CAN 
\ DRAIN YOUR SUMP witha 
‘ 9 


PU UNDER 

GREENWICH PUMP PLA 
DENHAM sTAREE T, 

Phone: GREEN WI 


-a Petrol-Driven DIAPHRAGM 
P FOR Me #135) 
ANT <2 LTD. 
ran 3189 








LEVER & SONS, LTD. 
DELPH STREET BOLTON 
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* POLE LADDERS 

* TOWER LADDERS 

* EXTENSION LADDERS 
* STEPS, TRESTLES 

* BOARDS 

* CONCRETE MIXERS 


and of course 


STEEL SCAFFOLDING 


* 
IMMEDIATE DELIVERIES 
FROM 


STEPHENS & CARTER Lro 


731-761 HARROW ROAD, N.W.10 


CORONAT N ROAD. H HM WwW MBE 
RUCK 


BORDESLEY GREEN, BIRMINGHAM, 9 
7 ‘ nite 172? 


Telephor a 1226 
WEST CANAL STREET, COATBRIDGE 
SCOTLAND 
rid 


Telephon e: Coatbridge $25 


FOR HIRE 


H. COX & SONS 


CASWELL Tel.: RiVerside 


CRANEgs 


& ERECTION LTD. 
GROVE WORKS, HAMMERSMITH, W.6 
MANUFACTURE for SALE or HIRE 


GUY DERRICKS 


From 3 to 100 tons 


LIFTING DERRICKS 


From | to 100 tons—200 ft. High 


WINCHES "ND. POWER 


OPERATED 
10 tons capacity direct 


BOGIES to any gauge for any load 


ae SCOTCH DERRICKS 
Aloe FATRE: wo 15 Tone—120 &. Je 


Exclusive HIRE AGENTS 
or ANDERSON. 
GRICE CRANES 


Birmingham Office: 
LOMBARD HOUSE, 
GREAT CHARLES STREET, 


Tel.: Birmingham L 
7451/2 





LADDERS 


UP TO 80 FT. EXTENDED 
TOWER LADDERS 
UP TO 35 FT WORKING HEIGHT 
POLE LADDERS 
UP TO 80 RUNGS 


TRESTLES & STEPS 


FROM 








VIBRATORS 


for 


SALE or HIRE 


Petrol-driven Immersion type 
1§”"—2}"—3” 
Poker heads 


DANDRIDGE’S of Greenwich 


The Greenwich Plant Depot 
WOOLWICH ROAD, S.E.I0 


Tel. No.: Greenwich 3188-9 








DIESEL WELDING SETS 





MOORE’S PLANT LTD. 
105-129, MARKFIELD ROAD 
TOTTENHAM LONDON 6.15 


RING TOTTENHAM 0401 


dmM0107 








JOHN 


MACNAMARA 
& CO. LIMITED 


BUSH ROAD, LONDON, S.E.8 


BERMONDSEY 3275 & 1435 








a calll 


TUBULAR 
SCAFFOLDING 
AND 
CRADLES 
CONTRACT 
? 

, 


i i i Ml Ml 


Min li ptt, 
yg ae aeae eee 


HIRE or SALE 

Speedy Service. Gompetitive Prices 
NICOLL, DAWSON ‘ 

/ & HUMPHRIES, LTD. ‘ 


1, Southern Grove, Mile End, E.3 
Tel.: ADVance 1927-4511 











“in the nght place—at the right time.” 
for hire with guaranteed service: 
Bulldozers, Scrapers, Excavators, 
Air Compressors, Pumps, Hoists, etc. 


PLANTIRE LIMITED. 
79, ECCLESTON SQ., $.W.1 
Tel.; VIC. 9161 








FOR HIRE 
DIESEL COMPRESSORS 


with pneumatic tools. 
LIGHT DUMPERS PUMPS CONCRETE MIXERS 
RAMMERS, etc 


Largest range and variety of Pneumatic 
Tools in the Midlands or separate Hire. 


THE DOUGLAS HIRE CO., LTD. 











Greenhough Rd., Lichfield, Staffs. Lichfield 2287 











CONTRACTORS 
SERVICES LTD. 


65, EFFRA ROAD LONDON SW? 


a: EPHONE 











CLIMBING CRANES 
FOR SALE OR HIRE 





MODEL SK25N 
CLIMBING CRANE 


Self - erecting Buildmaster Climbing 
Cranes are ideally suited to Contracts 
where site restrictions or the height 
of the building preclude the use of 
Buildmaster Tower Cranes. 


BACKED BY REAL SERVICE 


BY 
& CO. (ENGINEERS) LTD. 
SHELDON - BIRMINGHAM 26 
Phone : SHEldon 2424 (10 lines) 
Grams : ABELSON, BIRMINGHAM 


ALSO-AT LONDON & MANCHESTER 








CONTRACTS WANTED 


Prepaid rate, 24 words, 7s. 6d.; each additional 
6 words, Is, 6d. Display 30s. per inch s. col. 


’ JAMES } 
JOINERY 


All classes of work executed. 
Individual or Repetition items. 
DOORS, SASHES, STAIRCASES. 
SHOP FITTINGS, AND SHOP 
FRONTS, ETC. 
Sawing, Planing and Mouldings 
ROMSEY WORKS 
2, COMMERCIAL WAY. S.E.15 
RODney 5151 

















@ WOOD BLOCK 
@ STRIP FLOORING 
@ OVERLAY 
1-7. HIGH ST., 


BRYANTS Lt ORPINGTON, 


Phone : Orpington 26655 








THE BUILDER 


CONTRACTS WANTED 


RICKWORK, New, Repairs, Pointing. Greater 
~ eee area——FRENCH & BEEKE. Grosvenor 
IRADLES erected on time at the right price.—Ring 
i cox CRADLING COMPANY. 
EXCAVATIONS by band or aatine SOCTINaS 
DRAINS—any 
.—Ring MULKERRINS.- 


areas 3076 Restoration and 
Provinces. 
PARTNERS. 33, 
St Clearing, 
Roads, Sewers. 


tions. By hand 
& SO’ 





RICKWORK : Labour only sub-contractors wanted 

at Secondary Modern School, St. Neots. Hunt- 
ingdon.—-COULSON & SON, 37 St. Andrew’s-street. 
Cambridge 4204. 

ARPENTRY AND JOINERY Required, new or 

old. Labour only, or supply.—NELSO! 
DAVEY. 67  Brindwood-road, Chingford, 
SiLverthorn 2330. 


RICKWORK Contractors and Sub-Con- 
tractors Require good class WORK for 
SIX FIRST-CLASS BRICKLAYERS. 
Satisfaction guarant ly payments. 
* SEC.” Ic. Temple-road, Ealing, W.5. 


ge ge SUB-CONTRACTS wanted in and 
Li - F work guaranteed at 
«» 73, Crouch 

2491. 
for asphalt 
FLAT ROOFS, GUTTERS. and COLOURED 
FLOORS. Prompt wore and keen quotations.—407, 


and TURFING. 
of po at competitive 
Purley ‘Lands 9222/6. 
4 INTING: AND DECORATING Wanted. Labo 
only. or Labour and Materials. —SHELDRAKE. 
185, ~~~ 7 theme London, E.11. Telephone LEY- 
tonstone 
BARTER & CO., Industrial Decorative Spray 
* and brush pain crs Qabour only or_ contract). 
We supply equipment.—ila, Whitton-way, Hounslow, 
Middlesex. HOUnslow 9615. SOUthall 3815. 
AINT SPRAYING SPECIALIST. Contracts 
wanted. Private or Sub.—STRATFORD CON- 
DREN. WOO 4578. 


RANOLITHIC PAVING, STAIR- 

CASES, and CEMENT WATER- 
PROOFING CONTRACTS Wanted, any 
size anywhere. PULLINGER, 350, 
High-road, Leyton, £.10 Telephone Leyton- 
stone 2047. 


ORM WORK, Ist and 2nd Fixings, in and around 
London. First-class work. Strength 80 carpenters. 
Fully mobile.—HAINES & SON, Ltd.. . Atlantic- 
road, Brixton, S8.W.9. BRI. 7260 and 2977 
ANUFACTURER METAL TUBULAR AND 
SHEET METAL PRODUCTS for Home and 
Industry (Kit. Furn‘ture, Cupboards, ork Bins, 
Lockers, Chairs, ctc,), has capacity to produce to 
customers’ own desigias and specifications. Com - 
tive prices, high quaiity assured. Prototyping facili- 
ties available.—Write in confidence to Sales Director, 
REMPLOY, Litd., 25-28 Buckingham-gate, London, 


AINTENANCE AND CONVERSION WORKS. 
trades; competitive quotations; estate 
aperty maintenance.—W. ° USGROVE, Qia 
Tottenhanrlane, N.8. ARChway 7911. Personal 
Supervision. 
RECTION and DISMANTLING. Structural 
steel work and all types of prefabricated com- 
ponents. Speedy and efficient service—ERECTORS, 
80. Bulwell-crescent, Cheshunt, Herts. Waltham 
Cross 43 
RICKWORK CONTRACTS Wanted.—A. & W. 
MITT, 6 Trent-ave., South Ealing, W.5. Eal. 


STONE FIXING, BLOCKLAYING AND BRICK- 
ORK. Quality work at keen prices. Labour 
Ay Men immediately available for work all areas. 
England’s best areca 2 service—BEE, War- 
minster-road. Bat 
LASTE opty AND GRANOLITHIC FLOORING 
CONTRACTS 
YOUNG (ELORISTON). 
Greenford, Middx. Tel.: WAX 
wo ak WANTED, large or smal] jobs.— 
AMS, 4, Manship-road, Mitcham, Su7 


GEO. 
Long-drive, 


rey oy 1 
HOPFRONTS, sis Showroom a ” Young con- 


ood wor keen pricing.—D 
PURSSELL, 59 The Avenue, London, N.11. Enter- 
prise 0218. 
APERHANGING WANTED (piecework). Plain or 
decorative. New buildings. Conversions or Job- 
bing. Enquiries invited.—C. SMITH, 7 St. Stephen’s- 
terrace, S.W.8. 
LASTERING SUB-CONTRACTS wanted 
write.—S. peur nee. 24 Howard-road, 
Norwood, 
APERHANGING Required. Any a. Inqui- 
_ welcomed.—-G. W. “ggg tyre 34 Rushton 
House, Albion-avenuc, S.W.8. MA 6045 
ARPENTRY. Decorating. 
concern; prompt work ; 
PURSSELL, 59 The Avenue, London, N 
Enterprise 921 


Please 
South 


septbanaben small 
keen quotations.—D. 
-11, *Phone : 





FABRICATORS AND STOCKHOLDERS 
oO 


F 
REINFORCING BARS. 
WEYBRIDGE 5732 





R. C. [STEEL] LTD. 


STATION YARD 
ADDLESTONE 
WEYBRIDGE 
SURREY 
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Reproduction of 
Bills of Quantities 


*OLDACREC 2 (MN ITD 


62, HATTON GARDEN, LONDON, €.¢.1 
OflAncery 8242 








R. W. LOCKWOOD 


trmdel” Papen Rl Sears Beery Eom 
Plastering & Granolithic 
ontractors 
345 GREEN LANE, SEVEN KINGS, ILFORD 
Telephone: SEVEN KINGS 7551 


MASTIC SEALING AND POINTING 


Whenever you require Mastic Sealing, pointing or 
weather proofing treatments get in touch with 
Exoandite Limited, who can arrange for contract work 
so be carried out throughout the country. 


EXPANDITE LIMITED 
CHASE ROAD,LONDON,N.W.10 Telephone ELGar 4321 (10 lines) 














WANTED—PAINTING and DECORATING 
By Contract or Measurement Est. 1925 
All work Guaranteed to your entire satisfaction 
G. & H. HOUSDEN, 21, Stafford Road, 
Wallington. Phones: Wallington 9848 Pollards 1975 





Cc ONTRACTORS WANTED 
({ROUNDWORK AND BRICKWORK “SUB. 
CONTRACTORS are invited to communicate 
with the Advertiser regarding a new development at 
Stopsiey, Luton, commencing in 6 weeks.—Box 2173, 
“ The Builder. 
UB-C ONTRAC TORS, 


all trades, labour only. On 
30-mile radius Londo: 
Sussex, Surrey, Hertford, Hoddesdon and inner Essex. 
Weekly draws continuous work.—Apply MANNION 
Contracts Manager, 13, Compton-road, 21. 
LABurnum 





486. 
Seat -“CONTRACT LABOUR Required for approxi- 
mately 1,000 yards of Pavings sy garage entrances 
Sunbury.—-BAILEYS BUILDERS AND CON- 
TRACTORS. Ltd., 115a, Surtbastoe. toad, New Mal- 
den. Surrey 





March 20 1959 


PARTNERSHIPS, 
PRACTICES, ETC. 


(CHARTERED ~ QUANTITY SURVEYORS | with 
dium-sized practice are interested in purchasing 
practiée of colleague wishing to retire. Any area con- 
sidered. Also interested in entering into partnership 
with young surveyor contemplating starting business. 
—-Reply in confidence Box 2244, “‘ The Builder. 


PATENTS AND TRADEMARKS 


“QWAN FLOORING * is the Registered Trade- 
mark of Fine Hardwood and Softwood 

—Manufactured in this country by J. H. 

GREEN, LTD., Chariton Sawmills, Singleton, 

Chichester, who will gladly send stock lists and price 

lists on request. 


_ EDU CATIONAL 











STUART STANLEY (Ex-Tutor Schoo! of Arch., 

&G. A CROCKETT MA IBA. F/ARIBA., Pare try 
epare ey by carrespondence tuitior 

10 Adelside Strand WC2 TEM 1603/4 








(Principal: A. B. Waters, M.B.E., G.M., F.R.1.B.A., F.1.Arb.) 
established 64 years and specialising in home-study Courses 
tor members of the building industry offers guaranteed 
tuition at very moderate fees. 

QUANTITY AND BUILDING SURVEYORS 
Courses for all R.L.C.8., L.Q.8. and L.A.A.8. exams 


Courses for R.1.B.A. Inter, Final and Special 

BUILDING TRADE 
Courses for L.1.0.B., Building Inspectors, M.LC.W 
A.L.B.E., M.R.S.H., City and Guilds exams. Courses "in 
Building Construction, stecl-work, reinforced concrete, etc 
Courses for Builders’ Managers, Genera] Foremen, etc. 
Post coupon for HANDBOOK describing the Course which 
interests you. Expert advice willingly. 


aoe eer eee ea eae ee ee 


THE ELLIS SCHOOL 
103a, OLD BROMPTON RD., LONDON. S.W.7 
and at Albany House, Worcester 








Subject 
Ocenpation 


Name — 


Address 


GOING 
UP! 


get there 
faster with... 


Turn your ambitions into reality—a better-paid job 
—with LC.S. HOME STUDY. Quickly, easily, it 
gives you the knowledge you need—the specialised 
training that brings promotion and success. Fees 
are moderate and there are no hooks to buy. 

Guaranteed coaching for professional Examinations: 


inst. of Builders 1.Mun.£. Bid. Insprs. Cert. 
R.1.B.A inst. Clerk of Works 

R. inst. Ch. Surveyors Inst. Struct. Eng. 

inst. Qty. Surveyors Inst. of Eng. Designers 
First-class instruction courses in: 

Bidg. Contracting and Specifications, Architecture, 
Mun. Eng., Qty. Surveying, Civil Eng., Draughts- 
manship, Struct. Eng., Sanitary Eng. Courses in 
Management. Commerce, Mechanical Radio & 
Electrical Engineering. 


Post this coupon today 


Dept. 21], International Buildings, 
Kingsway, London, W.C.2. 


Subject... 
Name —.... 
Address 


Occupation... 


IMTERMATIONAL CORRESPORDENCE SCHOOLS 
OVER 6 MILLION STUDENTS 





THE ROYAL INSTITUTION 


Full details and information relating to 
THE REGISTRAR (Dept. B.) 





COLLEGE OF ESTATE MANAGEMENT 


(Incorporated by Royal Charter) 
St. Alban’s Grove, Kensington, W.8 


POSTAL COURSES for the Examinations of:— 
OF 


linctuding the Valuction, Building Surveying and Quentity Surveying Sections) 
THE INSTITUTION OF MUNICIPAL ENGINEERS 
THE ROYAL ae OF HEALTH 
or 


THE ENGINEERING INSTITUTION'S JOINT Part 1 EXAMINATION 
DAY and EVENING CLASS courses from:— 


CHARTERED SURVEYORS 


Telephone: WEStern 1546 








FINANCIAL 


In their own interests all readers are asked to 
check carefully on all advertisements dealing with 
nance. 


Ts AVENUE MORTGAGE AND INVESTMENT 
CO LTD. are able to arrange finance for the 
erection of small or large estates in the U.K. and 
will be pleased to deal with enquiries at . Kine- 
street, London, ae (RiVerside 8681/2) The com- 
pany is “red-hot” on contract guarantee bonds and 
will also be delighted to arrange personal mortgages 
for purchasers of property already erected or in the 
course of building 
REFERENCE SHARES yielding £8 10s. per cent 
shortly available in property company specialising 
in residential and commercial site development.— 
Applications or enquiries may be made for units of 
£1 in multiples of £500. to Box 2240, “ The Builder.” 
UILDING FINANCE Required on interest or 
profit sharing basis, by experienced builder, for 
exclusive estate development in expanding Essex 
town.—Box 2285, “ The Builrer.” 


AGENCIES 


GENCIES Required for Building Trade, in Kent 
and Sussex areas. Offices 
Tunbridce Wells—Apply Box ye 
APPOINTMENTS ‘OPEN 
Prepaid rate, 24 words, 7s. 6d.; each additional 
6 words, ts. 6d. Box number, Including 
Forwarding Replies, Is. 6d. 
a A.R.LC.S., R.LB.A., 
etc.. on “NO PASS—NO 
Over 95 per cent. 
successes. For details of Exams and Courses 
« all branches of Building, Surveying, Civil 
Ene.. Timber Technology. Forestry, etc., 
write for 148-page handbook.-FREE.— 
Bi.6.T. So 710), 29. Wright’s-lane. 


Tandon d 
Cee CULPIN, O.B.E., F.R.LB.A., 
P.1,., of 39, Doughty-street, London, W.C 
requires immediately several keen ASSISTANTS of 
about sixth year (“* Post Inter.’") Evening School stan- 
dard. They are required to assist Associate Partners 
in the development of projects from sketch designs 
onwards Starting salaries £800 to £950 and oppor- 
tunities for advancement for men with ability and real 
Searent —Tel. or write for appointment. (CHAncery 


yortor ARCHITECTURAL ASSISTANT Required 
in Engineer's Office of large Midlands Brewery. 
Sound knowledge of building construction essential.— 
State ave, experience and salary required to Box 2174, 
“The Builder.” 
UALIFIED CHIEF ASSISTANT Required with 
knowledge of provincial practice. Work includes 
Schools, Hospitals, Banks, Shops and Housing. Salary 
about £1,000 per annum. Bonus and Pension Schemes 
in operation. Excellent prospects.—F. J. LENTON 
& WA 5 ty A./A.R.L.B.A., 
Siamford. Linc 
SSISTANT * ARCHITECTS for CO-OPERATIVE 
WHOLESALE SOCIETY, LTD., ARCHITECT'S 
DEPARTMENT. CARDIFF. Salary scale 
p.a. Applications are invited to fill positions at the 
Cardiff Branch Office. Salary according {0 . 
qualifications and experience. The posts are super- 
annuable, subject to medical examination. Five-day 
week in operation. Applications, = age, expert- 
ence, qualifications and salary to W_ 43 
REED. F.R.LB.A., Chief Architect, CO-OPERATIVE 
WHOLESALE SOCIETY, Ltd., 99, Leman-street, 
London E 
SENIOR ASSISTANT with several 
ence able to assume responsibility and contro! 
of staff under the Branch Architect at Birmingham 
The Office is engaged on a varied and interesting 
programme of commercial projects. A 5-day 
and Superannuation Scheme is in operation. ~ Agel 
cottons, giving full particulars and salary required to 
Hay, A.R.I jef Architect, CO- 
OPERATIVE, WHOLESALE } eneruialed LIMITED. 
! Balloon-strect. Manche< 
RCHITECTURAL FIRM in Home Counties with 
varied practice, Require ASSISTANTS. Inter- 
mediate, Qualified, or at that naeee,. State sper. 
ence and salary required to Box * The Builder 
PPLICANTS up to Final RLBA’ standard 
Required to fill vacancy. Must be practical and 
. Be trained, experienced in educational 
field.—A. R. 
DANNATT or SON, FF.R.1.B.A., 65a, Duke-street, 
Cheimsford (3857). 
ENIOR ASSISTANTS Required, capable of teking 
charge of a job from sketch plans to completion. 
Salary according to experience and ability in the the range 
£800-£1,050.—Box 2175, der 
EELY AND PAGET have VACANCY in their City 
Office. Intermediate Standard with two years’ 
office experience and ability to work with minimum 
supervision. work of the practice is varied and 
covers Ecclesiastical, Training Colleges and hools, 
Domestic and General. Salary by agreement.—Tel.: 


Wanted JUNIOR ASSISTANT, 

office. Intermediate Standard. 
ee aepaman, salary required.—Box 2176, “ The 
ui 


16 Broad-street, 





Sere ARCHITECTURAL ASSISTANTS Re- 
qunes in the Architect’s Office of MESSRS. 
M YY SON, Strand Howse. London, 

devel of b and com- 

mercial projects " preter ence will be given to appli- 
cants who are qualified or of Inter-Standard and with 





initiative. 

Remuneration according to quali- 
fication and experience. Posts will be —- to 
Superannuation Scheme. 5-day week and staff 
amenities. Also vacancies for JUNIOR ASSISTANTS 


to work in conjunction with the above.—A 
Architect. a 





GEORGE WIMPEY & CO., 
LIMITED 


The Architects’ Department’s current work 
covers all types of technical, industrial and 
domestic projects. 

Appointments are available for a wide range of 
experience, particularly for assistants who 
appreciate the contribution good design can 
make towards efficient construction and are 
interested in applying cost ngertes to detailing 


ene 8 ai availabl 
two Assistant Architects, = ‘Architectural 
Assistants, and three top line Architectural 
Draughtsmen. 


Salaries will match qualifications and experience 
and subject to a trial period there is a Pension 
Scheme available. 


Applicants should write to : 
E. V. Collins, A.R.1.B.A., 
27 Hammersmitt Grove, London, W.64. 

















‘OOMPETENT ASSISTANT Required in Architect's 
Department Good opportunity for capable man 
5-day week, and Superannuation Scheme in opera- 
tion Applications giving details of age. peliiee- 
tions, experience and salary required to 
Robinson, F.R.1.B.A.. GEORGE J. MASON Lid.. 
68 Bradford-street. Birmingham. 
ENIOR ARCHITECTURAL 
ASSISTANT Required. 
ence necessary 


SUPPORTING 
Five-day week. Experi- 
Salary around £800. Telephone 
9281 or write with details to KEN H WAKE- 
peed. JERRAM & HARRIS, 7 Connaught-place, 


ONALD FIELDING. A.R.1LB.A. immediately 
Requires Qualified and Intermediate ASSIST- 
ANTS for smal mene -on-Thames Office.—Please 
write or . Aldwych House, 
London, W.C.2 Cc HAacey 8201/5 
A ROMTECTUBAL ASSISTANTS Required, Inter- 
mediate and Final Standards, for industrial and 
other varied work Salary according to experience.— 
Vv. HIVES, L.R.LB.A.. 46 Queen’s-road, 
Telephone 55484. 
RCHITECTURAL ASSISTANTS, Final and 
Intermediate. Required by progressive firm of 
Birmingham architects Work involves preparation 
of designs. working drawings, site supervision, etc., 
on numerous types of work. Salary by arrangement 
Box 2135. “ The Builder.” 








H. C. JANES LTD., 
BUILDERS 


183 HIGH TOWN ROAD, LUTON 


Vacancies occur in an expanding organisation for 
the following :— 
1. Architectural assistan<s. 

(o) with special aptitude for housing design. 

(b) with sound knowledge of constructional 

detailing. 

Planning assistants with good experience of 

estate layout. 

Civil Engineering assistants and land surveyors 

experienced in survey and the design of roads 

and sewers in connection with estate development. 

_ Staff pension scheme in operation and assistance 

with housing may be given. 

Applications are also invited from juniors wishing 
to train in any of the above branches. 

Apely | in writing stating age, experience, and salary 
required 














EASTER 


THE ISSUE DATED MARCH 27th 
CLOSES FOR PRESS MARCH 23rd 


24 HOURS EARLIER 
THAN IS CUSTOMARY 


ASSISTANT Required imme- 
years. Must 


Tei.: Esher 


. 6. 
B eee noe ARCHITECTURAL ASSISTANT Required 
for British Transport oe and Smterns Ser- 
». located ts should - 
ed their National Service ond ‘iow some architec. 
tural training either 


for Housing C 
TURAL “ASSISTANT. Inter. " 
Dp of Sketch Designs. | Working 

D and Specift Sa accord- 
ina to ) experience and pon gr —Box 2245, “ The 

TERMEDIATE standard ASSISTANT Required 

with  pemasiaaes of Laboratory work for London 
Architects’ office. Salary by arrangement.—Write Box 
2251. “ Tne Builder.” 


ARCHITECT & SURVEYOR 


required by Estate Developers 
Salary £1,250 according to experience. Help will 
be given to provide suitable housing. 
Write giving details of experience and date of 
birth to 


Box No. 2147, ‘‘The Builder"’ 




















Peony Required for high class old susenned 
West Devon shopfitters, Must be accustomed t 

dealing with client from original enquiry to counpletion 

of contract, and be able to provide designs for exter- 

nat and internal fittings to both large Departmental 

Stores and Single Shops.—Applications with full details 

of age. qualifications and past experience in confidence 

7 uilder.”* 

Poeeeels SOCIETY, Ltd., 

MANCHES- 

DESIGNER 





of layouts and perspectives with a 
Store fitting problems. The 
to medical examination. > 





giving 
experience and salary required by 
G. Hay * A.RA BAL chiel A eee: CO-OPER 
Five: WHOLESALE SOCIETY, Lid., 1, Balloon. 
street, Manchester, 4. 
DESIGNER with architectural experience 
A. imaaination and progressive ideas Required.— 
Apply: TREHEARNE & NORMAN, PRESTON & 
RTNERS, —_ & Surveyors, 83 Kingsway, 
2. HOL 40 





SHOPFITTING 


SENIOR 
DRAUGHTSMAN 


REQUIRED, MUST§BE FULLY 
QUALIFIED IN STORE & SHOP PLANNING 
& DESIGN. PLEASE SEND DETAILS TO 


HICKMAN LTD 
NORTH CIRCULAR ROAD NW2 





March 20 1959 





THE LONDON ASSOCIATION 

OF BUILDERS’ FOREMEN 

AND CLERKS OF WORKS 
Memorial Hali, Farringdon Street, London, E.C.2 


* Provides against Unemployment & Death 
%* Pensions for Aged Members or Widows 
* Applications for Membership invited 


Experienced Foremen and Clerks of Works can be 
obtained by applying to the Secretary 


Mr. J. S. Rigden 
50 WARREN ROAD 
BANSTEAD, SURREY 


AUGHTSMAN, JUNIOR AND SEMI- 

SENIOR, Required with knowledge of building 
drawing, in London office of specialist firm. Non- 
contributory Pension Scheme; five-day week ; holiday 
commitments honoured.—Write stating age, salary 
required and details of any previous experience to 
Ree A. KING & Co., Lid., 181 Queen Victoria-st. 


RAUGHTSM AN/SETTER-OUT experienced in 
detailing high-class shopfitting and special hard- 
North London.—Box 2332, “ The 














RCHITECTURAL / BUILDING DRAUGHTS- 
MAN Required by Kingston-on-Thames Housing 
Estate Development Office. Preparation of working 
drawings, layouts, roads and sewers.—Write giving 
details of experience. age, when available for inter- 
view, and salary required to Box 2136, ‘“ The 


ue , 
RCHITECTURAL DRAUGHTSMAN Required 
for work in drawing office of Multiple Shop Com- 
pany. Interesting and varied post. involves a certain 
amount of travelling.—Please reply stating age, _ brief 
experience and salary required —Box 2178, The 

Builder.” 
EQUIRED in Architect's office of a large London 
Multiple Company experienced SHOPFITTING 
DRAUGHTSMAN to carry through major 


COURTNEY, POPE LIMITED 


require 
SHOPFITTING DRAUGHTSMEN 


Opportunities for designer/draughts- 
men with some experience in shop 
design to join progressive and ‘ex- 
panding organisation. At least one 
top-rate man required, possibly with 
architectural qualifications. Write 
in first instance to Ref. B/D. 











UANTITY SURVEYORS Required for contracts 
in North-West and North Wales. Experienced in 
Taking-off and measuring for interim and final 
accounts. Contributory Pension Scheme in operation. 
—Details of experience, age and salary required to 
SIR ALFRED B ocninay ied & SON, Ltd., Hooton, 
Wirral. Cheshir 
EASUR EMENT QUANTITY SURVEYOR or 
TRAINEE Required for roofing and metal work. 
—B.1.Z., Laycock-street. N.1. CAN 8383. 
ome QUANTITY SURVEYOR Required in 
small but busy office. ust be competent Taker- 
off and willing to undertake general duties including 
site measuring. jease state age, ae wo and salary 
required.—HARRY ee A.R.LC.S., 10, 
St. Matthew’s-street. Rugb: 

OBERT M. DOUGLAS. (CONTRACTORS), Ltd.. 
Require ‘QUANTITY SURVEYORS in the Mid- 
lands and South Wales for Building and Civil Engin- 
eering Works Including Motorways and Bridges. — 
be Contractor trained. Good prospects, 
scheme.—Apply in writing stating age. qualifications 
and experience to 395, George-road, Birmingham. 
Bumpers’ QUANTITY SURVEYORS. Applica- 

tions invited from men 20-24 Fegan of age. to 
City and Guilds standard in 


QUALIFIED 
QUANTITY SURVEYOR 


required by large West Country masonry works 
for taking off stonework from drawings. Per- 
manent post for suitable applicant. 


Box No. 2246, “‘ The Builder " 











UANTITY SURVEYOR Required in Professional 
Office at N Intermediate R.1.C.S. stan- 
dard. Starting salary £500 to £550 according to 
experience. Applications to H. J. RIDGE & 
PARTNERS, Chartered Quantity Surveyors, 7 
Northbrook -street. Newbury, 2 full details of 
i i ssed. gee, and copies 
testimonials, which will be Severna. 
ONUS SURVEYOR Required at our Birmingham 
Office, in Corporation-street, to deal with build- 
in the Bir area.— Write stating 
age. experience and salary required to THOMAS 
— & SONS, Ltd., Curzon-street, Burton-on- 








FUNIOR MEASURING SURVEYOR for program- 
ming, checking work in progress and final 
accounts for solid plastering, London area.—Apply 
Box 2137. “ The Builder. 
ULLDING SURVEYOR Required by Westminster 
Chartered Surveyors. y00d experience of dilapi- 
dation and derequisitioning claims essential with 
emphasis on thorough knowledge of pricing. Specifica- 
tion writing, supervision of maintenance work, etc.. 
desirable. Age 30-45 with practical rather than 
theoretical background.—-Applications stating age, 
experience and salary required to Box DA.2654 c/o 
WHITES, 72, Fleet-street, E.C.4. 
EASURING SURVEYOR for London Quantity 
Surveyors, able to handle interim Valuations, 
Deviations and Final Accounts.—Write stating age, 
experience and salary required to Box 933. “ The 
Builder.” 


EASURING SURVEYORS Required by London 

firm of Chartered Quantity Surveyors for per- 
manent staff. Five-day week.—Write, stating age, 
experience and salary required to Box 966, “ The 
uil 


HARTERED peed Sas SURVEYOR, Carlisle, 

has vacancy for good rou ae man, TAKER- 
OFF AND MEASURING SURVE YOR.—Particulars 
and salary required to Box 2182, “‘ The Builder.” 


UNIOR BUILDING SURVEYOR Required to 
assist in management of large contracts. checking 
final account, supervising and managing jobbing work. 
Permanent position for suitable applicant.—Please 
state full personal details, experience and salary 
required, F. HITCH & CO., Lid., Ware, Herts. 
ONUS SURVEYOR. Young Man Required by 
West Herts. Painting Contractors for Contracts 
in the London, Home Counties and adjacent areas. 
Car driver essential. Progressive opportunities for 
suitable applicant State experience, age and salary 
required.—-Box 2183, “ The Builder.” 





ESTIMATING SURVEYOR 
(Age 25/30) 


For Jobbing Department of one Company 
in this Group. Knowledge of alterations 
and decorations essential. 

Only ambitious applicants anxious to 
progress further in their career are invited 
to reply. Offices in Central London. Bonus 
on results and non-contributory Pension 
scheme. Reply stating age, experience, and 
Salary range contemplated, to : 

Box 2184 The Builder 








to fill vacancies in Manchester =. * pirminghsm 
offices of well-known organisation. ood salary. 
paid ——-, , Pension scheme.—Write Box 2180, 
“ The Builde 
QuaNtiTy, SURVEYOR Deen for professional 

office in Medway area. experienced in 
dealing with interim certificates, “variations and settle 
ment of Final 
ment jobs. Good car allowance.—Brief details of “age, 
sroeenge and salary required to Box 2181, he 
uilder 

EE, WALKER & SLATER LIMITED invite 

applications for SENIOR QUANTITY SUR- 
VEYORS for Interim Valuations, Variation and Final 
Accounts for Building and Civil Engineering Works 
up to £1,000,000.—Applicants should write stating 
education, training. qualifications, experience, age, 
and salary .equired to: Box No. 42, Uttoxeter 
Old-road, Derby. 





NIOR BUILDER’S QUANTITY SUR- 

VEYOR Required. Capable of measur- 
ing and settling Sub-Contractor’s accounts. 
—Apply in writing, giving age, qualifications, 
experience and salary required to 
HOWARD (MITCHAM), td., Wandle 
House, Eonenes road, Mitcham, Surrey. 


UANTITY SURVEYORS Required for site 
measuring, interim certificates and preparation of 
final accounts. Competent to work on own initiative. 
Age preferably 30-35 years. Higher School Certificate 
level. Must be mobile. Good prospects for per- 





and new shop front projects. Applicants must be 
conversant with modern ting actice. Re- 


be $-da: 

week and good staff amenitics—Box 2179, “ The 
uilder.”* 

RCHITECTURAL DRAUGHTSMAN Reggares 

aged about 25 for architect’s department of m 
tiple shop company. Five-day week, EH 
scheme, luncheon Club. State age! experience. and 
salary required.—Box 2230, “ The Builder. jer" 


with entry to Pension Scheme.—Applica- 
tions with full particulars to J. GERRARD AND 
SONS, Ltd., Swinton, pom gy a 
ACANCIES have occu QUANTITY 
SURVEYOR and an ASSISTANT QUANTITY 
SURVEYOR to carry =< the preparation of interim 
certificates and final accounts, etc., for a large firm 
of Building and Civil “Engineering Contractors in the 
Manchester area. will be 
after a period of probation. —Reply stating age, experi- 
oe. ar required, etc., to Box 2286, “ The 
ai 











EASURING SURVEYORS Required for 

building contracts in Central London 
area, with experi¢nce of measuring variations, 
Preparing interim certificates and final 
accounts.—Write giving experience, age and 
salary ag to The Secretary, GRIGGS 
& SON. Lid., 56 Victoria.strect, London, 


URVEYOR, experienced and capable to take full 
responsibility of small and medium-size contracts 
with the object of producing work at an economic 
rate with reasonable quality and a fair return. Offices 
in Central London.—Box 2185, “ The Builder.” 





BONUS MEASURING SURVEYORS 


required by 


RICHARD COSTAIN LTD. 


Applicants must be capable of 
measuring all trades and bonusing 
medium and large contracts, and must 
have a thorough knowledge of costing. 
Minimum of two years’ site experience 
essential. 

Apply to: 
Assistant Personnel Officer, 
111, Westminster Bridge Road, 
London, S.F..1. 














March 20 1959 


Oy sunvErons ange ye for Building Contracts 
in the London a The positions are permanent 
and offer good prospects in this ell Pa wd fie! 
Please write, in confidence, to Personnel Dept 
& 7? ame pa AND scuBitts 
BRITAIN), lid., Queen ine’s-gate, 
W.1, or a Ty WHitehall ATi. Ext. 324. 





Plastering Surveyor 
required by 
Contractors in the London Area 


Should be capable of dealing with bonus, interim 
certificates and final accounts. Permanent and 
Superannuated post for successful applicant. 
Please write, stating age, experience and salary 
required, to Jonathan ogee Ltd., 55/57, Lacy 
Road, London, $.W.15. 











RDEK SURVEYOR Required in Buying cpt. 
Competent to abstract and order materials from 
drawings and Bills of Quantities and obtain quot.- 
tions for placing Sub-Contracts. Salary from £750, 
according to experience.—Write or ‘phone, LAVEN- 
ER, McMILLAN (CNTRS.), Ltd., 54. Cheam  om- 
— —— oe -park, Surrey. DERwent 8681-9, 


URVEYORS for interim and final accounts, 
measurement, etc., for London contractors. Pen- 
sion scheme, excellent opportunities for experienced 
men.—Full details Box 2186, “‘ The Builder. 
& C. BOWYER, Ltd., of Haynes-lane, S.E. 19, have 
* a vacancy for a SURVEYOR. The situation is 
@ permanent and progressive one suited to an enthu- 
siastic man in the 25-30 age group. Car driver essen- 
tial with wage commensurate with age and ability.— 
Apply in writing stating deta 
hy ened AND MEASURING 
equired, capable of handling contracts 
£5,000-£250.000, must experienced in al 
and ordering materials from Bills of Quantities. 
rim certificates and final accounts.—Apply in writing. 
RIC ERE, Herbert House, Slade Green, Erith, 
en 


‘ONUS® AND COST SURVEYOR Required in the 

South West area. Only experienced men capable 

of pretargetting need’ apply Excellent prospects for 

the right man.—STAVERTON BUILDERS Ltd., 
Totnes, Devon 

EASURING SURVEYOR Required for expand- 

ing contracts division, and to supervise pre- 

Paration of interim certificates, final accounts, and 

quantities generally =. {pel in writing to the General 

L.. & WEBSTER, Lid., Essex-road, 


Her’ 

UILDING SURVEYOR or BUILDERS’ 

AGER Required for Shrewsbury 
Responsible only to Managing Director Average of 
60 men, all trades, work mostly Housing Estate 
development for sale on reasonably large scale including 
roads and sewers. Good, general experience of build- 
ing trade essential Some technical qualification an 
advantage Very promising and progressive position 
of permanent character for a young or early middle 
aged man of energy and ability Assistance in hous- 
ing if required.—State experience, salary required, 
etc Salary range £900 to £1,150.—FLETCHER 
ESTATES, Ltd.. Whitchurch-road, Shrewsbury 

RVEYOR' Required for fencing contractors 

engaged on Home Counties’ contracts. Appli- 
cants must have good knowledge of measuring for 
valuations and final accounts Permanent appoint- 
ment for person with initiative. Transport provided 
—Write, stating age, experience and salary required, 
to Director, Box 2247, “ The Builder.’ 


site 


SURVEYOR 


MAN- 
and district 


ENIOR QUANTITY SURVEYING 

ASSISTANT Required to supplement pre- 
sent direction of quantity surveying side of 
consulting engineers Location London. 
Fxperience essential in both preparation of 
documents and measurements and agreeing 
final accounts. Post is within senior range 
and salary will be considered according to 
experience and qualifications. Post carries 
stafl pensions, is not temporary and has good 
prospects financially and otherwise. => Details 
please to Box 2248, “ The Builder 


UILDING SURVEYOR Required to measure up 

properties for maintenance and conversion as 
basis of estimates of labour and material costs. If 
experienced in bonus and —. control would be con- 
sidered for progressive post. Good salary and condi- 
tions depending on experience.—Box 2249, “ The 
Builder.” 


ENIOR SURVEYOR Required to take 
charge of re-measurements and agreement 

of contracts to final account stage, prepara- 
tion and agreement of Sub-Contractors" 
accounts, submission of interim Names eygen iO 
educ: and 
ge ll ri SONS, 


Romeland House, St 


ENIOR SURVEYOR Roumeee by Quantity Sur- 

veyors for measuring “ W.D. Schedule within 

60 miles radius of Londo Must be car driver, 

car provided Salary £1, 230 per annum, plus over- 

time Write stating age and experience —Box 2324, 
“ The Builder.” 


URVEYOR Required, aged 28-36 years. 
capable of dealing with all aspects of 
Final Account to completion on contracts up 
to £750.000.—Write fully, stating ex 
salary expected, etc. to Chief 
WILSON LOVATT & SONS, Ltd., 
venor-crescent, S.W.1. 


arvover, 
16 Gros- 


UILDER’S SURVEYOR for Medway area con- 

tractor. five years’ recent experience in_builder’s 
office from enquiry to account essential. qualified man 
preferred but experience more essential.—State experi- 
ence, salary and age, replies will be treated in confi- 
dence and acknowledged, Box 2322, * The Builder.” 
A fag eae Required for management of Estate 

Maintenance work in London.—Details to be 
a egy to the Chief Surveyor, Box 2323, “ The 
u 


| 





SURVEYORS 


Required in London Office by Civil Engi- 
neers and Contractors. Applicants should 
be between 25 to 35 years of age, with 
H.N.C., L.1.0.8. or similar qualifications. 
Experience in taking-off for reinforced 
concrete work would be an advantage. 
These positions will carry a first-class 
salary according to experience and ability. 
A Pension and Life Assurance Scheme will 
apply after a satisfactory trial period. Please 
write stating age, qualifications, experience 
and salary required to the Chief =o 
The London Ferro-Concrete Co. 


alien Vauxhall Bridge Road, concen 











BUILDING SURVEYING ASSISTANT Required 

by an old established West End firm of Surveyors 

with busy practice. Interesting and varied work in 
all parts of Southern England and the London area. 
ae young man qualifying with 
; details of qualifications, experi- 
required to ELLIOTT. SON & 
86-87 Wimpole-street Please mark 
replies private and confidential. 
SSISTANT MEASURING SURVEYOR Required 
Site a contractors Final 
Accounts.-Apply with. particulars, KIND & CO 
ST EDER®). lta” 564, High-road, Leytonstone 


—_— and salary 
BOY R 


AMBtANt SURVEYOR Required for Contractors 
in Bedfordshire Mainly for final account pur 
Poses ON medium-sized contracts Good opportunity 
for advancement and opportunity to learn estimating 
—Box 2233, The Builder.” 
A Satst ant SURVEYOR Required by large Lon- 
don estate, age 30-40, experienced in preparing 
eetailed specifications, plans, schedules of dilapida- 
tions, structural reports and in checking Building 
Accounts in connection with estate repairs.--Box 
2138, * The Builder.’ 
FW ag SURVEYOR Required to prepare 
imterim and final accounts for Reinforced Con- 
crete and Hollow Tile floor construction.—Write 
Stating age, experience and salary required to 
:  -peeertcend & CO., Ltd., Angel-road, Edmonton, 


SSISTANT SURVEYOR, capable of Taking-off 
quantities for ordering materials, Required by 
North London Building Contractors.—Write stating 
age and salary required to A. T. ROWLEY (LON- 
DON), Ltd.. Cambridge Works. Lordship-lane, Tot- 
tenbam, N.17, or phone TOT 3611. 
IRMINGHAM. Chartered Quantity Surveyors 
Require ASSISTANTS, permanent and temporary. 
—Apply with full details of experience, age, etc., to 
MAXWELL HARRISON, 106 Colmore-row, 
Birmingham, 3. 
SSISTANT SURVEYORS for 


Head Office and 
sites in London area 


Knowledge of measure- 
ment b and good opportunities 
Write giving age, experience and salary required.— 
Box 2187, “ The Builder. 
ASSISTANT Required by Chartered Quantity Sur- 
veyors (Inter. Standard) for permanent and pro- 
gressive position. ——— work and five-day week 
Apply stating age, experience and salary required to 
9 aad TYRRELL & PARTNERS. 1, Newman-street, 





SENIOR ASSISTANT Required by Chartered Quan- 
tity Surveyors for permanent position. Varied 
work and five-day week.—Apply stating age, experi- 
ence and salary required to ie hg TYRRELL & 
PARTNERS, 1, Newman-street, . 


ILTSHIRE: SENIOR wei ake Required 
for busy branch office of well-known London 
Quantity Surveyors Five-day weck, overtime extra 
—Reply stating age, experience and salary required 
to Box 2291, “ The Builder.” 
Betas with some basic knowledge of working-up 
for small firm West End Quantity Surveyors, also 
to assist in preparing final accounts on varied types 
of constructional work. Reply Stating age. experi- 
ence and salary required.—Box 2148, “* The Builder.” 
OSITION in Quantity Surveyor’s office in West- 
minster offered to boy just leaving school. Five- 
day week uncheon vouchers and g prespects 
advancement.—Reply Box 2156, “ The Builder.” 





HOLLAND AND HANNEN AND CUBITTS 
(Great Britain) LTD. 


Applications are invited from suitably qualified 
men for employment in the Planning Section of 
the Company's main B g Department. 

Vacancies exist for 


HEAD OFFICE and 
SITE PLANNING STAFF 


The work includes detailed time and method 
operational p and y contro! of 
expenditure on Labour, Plant and Materials. 
Preference will be given to applicants possessing 
a a oer wag Ree on in Building, but a 
mark ap < is an essential 
requirement. Crate trained men who are con- 
tinuing their technical education will be con- 
sidered. 

The appointments are permanent and p b! 














RAINEE Required by old-established London firm 
of Quantity Surveyors near Victoria Station 
Salary paid during training. “esol giving details of 
education, age. etc., to Box 2293, “ The Builder.” 
OMPETENT TAKER-OFF Required in London 
gay Gueese Surveyors’ office. Apply 
stating nce, qualifications and salary fe- 
quired o Box 957. “The Builder.” 
AKER-OFF Required by Chartered Quantity 
Surveyors, nr. Victoria Station. Salary £900 
p.a. or according to experience. Luncheon vouc 
Pension scheme 
Builder .”* 


AKER-OFF, aged 25-30, preferably A.R.1.C.S., 
Required by West End Quantity Surveyors. Fiv 
day weck.—Please = stating age. experience, ete . 
to Box 2189, “The Builder 
Cueetease QUANTITY SURVEYOR Requires 
ASSISTANT TAKERS-OFF for housing and 
other works. Head Office, Southsea, Hants.—Bdx 
2190, “ ” 
AKER-OFF Required by Chartered Quantity 
Surveyors for sub- office in Readiag areca —Apply 
Box 2191. The Builder. 
UANTITY SURVEYORS. Excellent opportunily 
in Birmingham office for + TAKE 
OFF ; able to supervise. A.R.1L.C. Permanent pos- 
tion with superannuation ay £1,350 plus over- 
time.—Box 2192, “The Builder.” 
UANTITY SURVEYORS Require qualified and 
fully experienced SENIOR TAKER-OFF. Excci- 
lent prospects Salary by arrangement with overtime 
and superannuation c WAKEMAN AND 
PARTNERS, 11-12, Highfeld- road, Birmingham, 15. 
XPERIENCED TAKER-OFF/MEASURING SUR- 
VEYOR Required in North of England for ia 
salary for suitable man 
stating age and experience, to Box 
uilder 
HARTERED QUANTITY SURVEYORS Require 
TAKER-OFF in Berkshire area.—Apply Box 
2194, The Builder.” 
XPERIENCED TAKER-OFF/MEASURING SUR- 
VEYOR Required for a large Site Contract in 
N.E. England. Good salary paid to suitable appli- 
cant.—Please reply ganar age and experience to 
Box 2195, “ The Builde 
ry wenn i age 25-30 
nal accounts.—Apply 


chers. 
Five-day weck.—Box 2188, The 


for new work 
and in writing to JOHN 
McBAIN 7 PARTNERS, Quantity Surveyors, 49-50 
Maybury-road, Woking, Surrey, stating experience 
and salary required 
HARTERED QUANTITY SURVEYOR, W.C.2 
with small but widely varied practice Requires 
JUNIOR TAKER-OFF.—Write with full details of 
age, experience and salary required to Box 2139 
* The Builder.” 
UALIFIED TAKER-OFF Required by London 
Chartered Quantity Surveyors with varied and 
interesting practice.—Please reply stating age and 
professional experience to Box 2287, “ The Builder” 
Oy sr RED QUANTITY SURVEYORS 1 ‘— 
QUALIFIED TAKER-OFF, A.R.1.€ . . for 
varied and interesting work in medium- nea busy 
office. Permanent position available to suitable appii- 
cant Salary £1,100-£1,200 per annum.—Write in 
confidence to Box 2290, “‘ The Builder.” 
Sees. TAKING-OFF ASSISTANTS Required 
by Westminster firm of Quantity Surveyors 
(close Victoria Station). Salary £1,000 to £1,250 p.s 
according to experience Five-day week, overtime 
extra.—Full details of experience, age, ctc., to Box 
2292, “The Builder.” 
ORKER-UP Required by Quantity Surveyors for 
branch office in Weymouth, Dorset.—Write giv- 
ing age, experience, and salary required to Box 2219, 
“The Builder.” 
ORKER-UP Required for 
Office in the Medway Towns; opportunity 
to advance to Taking-off can be arranged in due 
course if desired. Overtime and bonuses paid. 
Reply stating brief details of experience together with 
age and salary cequired to Box 2140, “ The Builder.” 
 Dyp a geg o QUANTITY SURVEYORS  Re- 
ouire following Staff; (a) SENIOR 
WORKER-UP: (6) WORKER-UP.—Apply in writing 
with full particulars indicating post applied for and 
salary required to B JOHNSON AND 
PARTNERS, Lect Court, King-street, Watford. 
UNIOR WORKER-UP Required by London 
Chartered aeeaky Surveyors.—Please reply 
Stating age. experience, and salary required to 
G. F. K. WHITE & 2 raebaenes F./F.RUC.S., 38-39 
Parliament-strect, $.W.1 
XPERIENCED WORKER-UP Required by London 
Quantity Surveyors.—Write, stating age, details of 
maoeeenge and salary required, to =x 919, “ The 
Ruil 


APABLE WORKER-UP Required in 


Quantity Surveyor’s 


. mt- 
: to 

Root in orking Stating age, office and 
required to Box 


Bui 
XPERIENCED ‘WORKER-UP Required by West- 
minster of Quantity Surveyors Five-day 
week one a o vouchers G prospects and 
ities . —Write | stating " experience and salary 
veaaired. Box 975. r. 

ORKER-UP is Required in N.E. England for a 
large site contract by a firm of Chartered 
Quantity Surveyors.—-Write stating age. experience 
and salary required to Box 2196, “ The Builder. 

ORKER-UP Required by Chartered Quantity 

Surveyors with office near Victoria Station. 
Five-day week: tuncheon vouchers; paid overtime 
a according to age and experience,—Box 

a --™ WORKER- yd Ramteet in West End 

nti Surveyor to take 

a lens term appoint- 

to make 

Working-Up their career. Good salary and prospects 
—Box 21%, “ The 

XPERIENCED WORKER-UP Required by City 

professional office. Salary £700-£850 according to 





and offer good prospects for advancement within 
the expanding organisation. 

Applications s' be made in writing to:— 
The Personne! Manager, |, Queen Anne's 
Gate, Westminster, S.W.1. 











x 2199, “ The Builder.” 
ORKER- UP Required by Chartered Quantity 
Surveyors in Holborn. Five-day week.——Write 
Stating age to Box 983, “ The der.” 
IRKER-UP Required by Chartered Quantity 
Surveyor with small West End practice, willing 
to assist principal in general office routine, would 
have room to himself.—Write stating age, experience 
and salary required, Box 2325, “ The der 





ORKERS-UP Required by London Chartered 
¥ a: pag a stating good 
ncement.— 
—s and , Professional experience to 2285. 
WoORKER-UP capable of taking charge of small 
working-up section Required 
Chartered Quantity Surveyors. Good all-round ecx- 
perience essential. 3 stating age and professional 
ex! to Bo * The Builder.” 


FORMWORK 
ENGINEER 


Weare a lar, — and progressive firm engaged 
in industrial building, housing and civil 
engineering. Cur headquarters are in 
Birmingham with a branch in South West 
England. We have a vacancy in our Planning 
Department for a 


FORMWORK ENGINEER 


Training in our advanced methods will be 
iven to the successful applicant who will 
be paid an excellent salary in accordance 
with his qualifications and experience. We 
have a progressive staff policy operating 
Superannuation and Profit Sharing schemes 
and assistance in car purchase. For further 
details and application form, apply in strict 
confidence giving brief particulars to: 


Joint Managing Director, 
ryant & Son Ltd., 
65, Whitmore Road, Small Heath 
Birmingham 10. 











ENGINEER 


ee 3 Required for Railway Civil Engineer- 

ing work to supervise contract wo-k in London 
areca. Applicants should have previous experience in 
site supervision of building work_and be fully conver- 
sant with all building trades. Basic salary £630 per 
annum.—Write giving experience and names of referees 
to Box 2234. “ The Builder 





ENGINEER AGENT 


required for Multi-Storey Flat Contract. 
Applicants to have first-class site experience 
of Reinforced Concrete and Quality Con- 
trol of concrete. Permanent position, 
pension scheme. Salary to suit qualifica- 
tions and experience. Applications with 
full details of experience, age and qualifi- 
cations should be addressed to : 
The Personnel Officer, 
The Unit Construction Co., Ltd., 
North West Region, 
Speke Boulevard, Liverpool, 24, 








’ major extensor 
building programme Secondary School at 
Contract duration approximately two years. 
giving particulars of experience and salary 
required with names of referees to MESSRS. BRETT, 
BOYD & BOSANQUET, 60, St. John-street, Oxford. 
ORTH & PARTNERS, Chartered Architects, 
Maidenhead. Require experienced CLERK OF 
WORKS for new ane building in Ilford. 
£750-£1.000 per ann 
Cc ERK OF WORKS: Required for Laboratory pro- 
ject near Cc ing June, 1959, 
duration ol 15 months, Previous experience of 
Laboratory work essential. lary by arrangement. 
Interviews London or Manchester.—Write Box 2250, 
“ The Builder.” 
STABLISHED REINFORCED CONCRETE 
SPECIALISTS, near Victoria Station, S.W.1, 
ATORS and TAKERS-OFF. 


Pension Scheme. Luncheon Vouchers 


given stating age, experience and salary 
required to Box 959, “ The Builder.” 





XPERIENCED JOINERY ESTIMATOR  Re- 

quired, accustomed to is of Quantitics. 
—Apply ELLIOTTS OF READING. Caversham, 
Reading. 





ESTIMATOR 


required for London Head Office. Appli- 
cant must have held senior appointment 
with public works contractors and be fully 
conversant with modern civil engineering 
estimating techniques and procedures. 
Good salary and prospects. Pension Fund. 
5-day week. Luncheon Club. Write de- 
tails, age and experience (1.A.M./147), 
BALFOUR, BEATTY & CO., LTD., 66, 
Queen Street, London, E.C.4. 











STIMATOR Required, ene in Display 
sneetsees or allied trade. all round know- 

le modern methods we materials necessary. 
Aauncaee salary. Write full details of experience to 
IDMAN DISPLAYS, Litd., 119-125, 
Whitfield-street, W.1. 


STIMATOR Required by HEALS 
BUILDING DEPT. with experience all 
trades, able to handle work from naar? hg 
final account.—Apply 
experience, salary, etc., to Director, Building 
Dept., 196, Tottenham Court-road, 1. 


UILDERS’ ESTIMATOR-SURVEYOR Required 
2 for medium-size Contracts and smaller works. 
Fully experienced in taking-off and pricing Drawings 
and Specifications and preparing Interim Certificates 
and Final Accounts.—Apply in writing, stating age, 
experience and salary required, to GRACE & 
MARSH, Ltd., New Bridge Works, Waddon, Croydon. 

SSISTANT ESTIMATOR Required by South Lon- 

don firm of Building Contractors. Experienced in 
competitive Tendering upon Bills of Quantities and 
otherwise. Progressive post with good prospects to 
suitable applicant.—Please reply in confidence stat- 
ing age, experience and some indication of salary 
required, Box 2200, “The Builder.” 





SENIOR ESTIMATOR 


required by progressive firm. Applicant should have 
sound knowledge of price build up and capable of 


estimating for contracts up to £500,000 in value. 

he position offered is a permanent one with good 
prospects. Reply in first instance stating age, ex- 
perience and salary expected to— 


Quantity Surveyor, 
Wait & Co. 





Wellington Crescent, New ‘Malden, Surrey. 








UILDER’S ESTIMATOR/SURVEYOR 

Required by old established medium 
sized firm in Ealing, experienced in new 
building work, alterations, maintenance, etc 
Able to take charge from enquiry to final 
account.—Write stating age, experience and 
salary required to Box 2201, *‘ The Builder.” 


OINERY ESTIMATOR. An experienced JOINERY 
ESTIMATOR Required to handle building and 
housing cstimating work.—Write full particulars to 
RUTHERFORD, GEAKE Hanworth 
Trading Estate, Feltham, Middlesex. 
CURSE eon ner Required by leading 
and Civil Engineering Contractors, «bie 
tu deal with small jobbing and maintenance work in 
Central London from enquiry to final account.—Ap,li- 
cants are invited to send full details to Box 2202. 
“ The Builder.” 
STIMATOR, with ability to price all types of 
joinery, Required by Manufacturers, North-West. 
Excellent opportunity for person with initiative. 
Pension Scheme. Write full details of training and 
experience and state salary required—Box 2204, 
“ The Builder.” 











GRANADA GROUP 


require 


HEATING AND VENTILATING ENGINEER 


to assist in the preparation of designs for new installations in TV studios, 
theatres, office buildings, restaurants. 
Preference given to qualified engineer 24—28 years old who has served an 
apprenticeship with heating and ventilating contractors. 
Post based in London but involving some travelling. 
Superannuation scheme. 

Write details of age, experience and salary to:— 

C. W. Sully, A.R.1.B.A., 149 Regent Street, London, W.1 
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OINERY/ESTIMATOR with experience in 
shipping architectural joinery, 


in modern technics —Apply stating age, 
perience, salary, etc.. to Director, GREEN & 
VARDY, Litd., 79 Essex-road, Islington, N.1. 


HE vege CONSTRUE TION COMPANY, 

Ltd., invites sopltc 
ASSISTANT. ESTIM 

harf Works, iene. Applicsnts should have 
hed some experience in preparing Tenders, with previ- 
ous n> wig dl > site ee pe in all or any of the 


oncrete foundations and 
industrial buildings. 





roads apd 
age and mains. Permanent 
appointment entry into w"superannuation Scheme 
arranged after 12 months’ service.—Write in strictest 
confidence, giving full details of previous experience. 


structures, 
bridges, 





LESLIE & CO. LTD., 
require an 


ESTIMATOR 


sound knowledge of detailed price build up of labour 
and materials essential. This post lers a good 
opportunity, with a permanent position, yearly bonus 
and non-contributory staff pension scheme, Write 
giving full details of experience, age and salary required 
to the Chief Estimator, Leslie & Co. Ltd., Peel 
Street, London, W 8. 











STIMATOR Required by progressive firm.--Write 

Stating experience and salary required. Pension 
scheme and excellent prospects for suitable applicant. 
BAILEYS BUILDERS & CONTRACTORS, Ltd., 
115a, Burlington-road, New Maiden, Surrey. 


STIMATOR (ASSISTANT). SCOTTISH SPECIAL 
HOUSING ASSOCIATION, Ltd., invite appli- 
cations for this superannuable appointment in the 
Direct Labour Organisation. Applicants should pos- 
sess a wide experience of competitive estimating for 
housing schemes, including multi-storey flats, and for 
roads and sewer construction. Salary scale £780- 
£1,135 per annum with placing for age on entry up to 
£990 at age 31.—Forms of application with full par- 
ticulars of the post are obtainable from the Secretary, 
15-21, Palmerston-place, Edinburgh, 12. 


SSISTANT ESTIMATOR AND _ SUR- 

VEYOR Required for old-established 
builders. Excellent opening for keen young 
man capable of dealing with varied work 
from enquiry < final account.—-Write stating 
experience, a and salary required to 
MILTON & “SONS. Ltd., Witley, Surrey 


UILDING ESTIMATOR Gilbert-Ash Ltd. are 

Requiring the services of a building ESTIMATOR 
(preferably between 30 and 40 yeas of ave) for their 
Liverpool office.—Applications (which will be treated 
as entirely confidential) should furnish particulars of 
experience, age and salary required, and be addressed 
to “ The Secretary.” at 2 Stanhope Gate, London, 
W.1, and marked “‘ Confidential.” 


XPERIENCED SENIOR ESTIMATOR 

Required.—Write stating experience, age 
and salary required to F. & H. F. HIGGS 
Ltd.. 2 Herne Hill-road, S.E.24. 


STIMATOR SURVEYOR Required, Middlesex- 
Surrey borccrs Experienced in alterations and 
new works from enquiry to final account.—Write 
Stating age, experience and salary required.—Box 
2141, “The Builder.” 


STIMATOR-SURVEYOR Required to assist Man- 

ager of Small Works and Jobbine Department 
of a firm of Building Contractors 20 miles North of 
London. Candidates with experiesce in a_ similar 
position, who can follow up enquiries, measure, 
estimate and organise this class of work, should apply 
giving full particulars, stati~ ee and salary re- 
quired to Box 2142, “ The Builder -” 


STIMATOR/SURVEYOR Required for medium- 

size contracts and smaller wor's. fully experienced 
in tendering from Bills of Quantities. takine-off and 
pricing from drawings and snecifications, preparation 
of interim certificates and final accounts Applica- 
tions which will be treated ir strict corfitence should 
give full particulars of experience. qualifications. age 
and present salary to The Secretary. R. COSTAIN 
& SONS (LIVERPOOL), Ltd., Barlows-lane, 
Fazakeriecy, Liverpoul, 9 


STIMATOR. Old-established firm of building con- 

tractors Requires an ASSISTANT ESTIMATOR 
(preferably between 28 and 35 years of ave) 
cants should have a evood krowledre of the basic 
principles of estimating and a sound knowledee of 
construction and quantities Apnlicatiors which will 
be revarded as strictly conficential should vive details 
of age, experience, present salary and that required 
—Box 2241, “ The Builder.” 


STIMATOR/SURVEYOR Required for a medium- 

size firm of Building and Civil Encineerine Con- 
tractors, able to do all es'tima‘ine from the enquiry 
stare for Contracts up to £250,000. This position is 
permanent and will carry a vood salary; pension 
scheme in operation.—Please apply in writine giving 
age, previous - gO sa'ary — avd when 
available, to t Manacine Director, WALTER 
THOMPSON (CONTRACTORS) ied. Northallerton, 
Yorks. Tel: 509 @ lines). 


ONE SENIOR ESTIMATOR 


(Age 30/35) 

For-building contracts up to £100,000 in value. 
Only ambitious applicants anxious to progress further 
in their career are invited to reply. Offices in Central 
London. Bonus on results and non-contributory 
Pensian Scheme. tn ad ies age, experience, and 
salary range contem: ane 

Box No. 2203 
Builder 
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a first-class 


insurance 


treated as strictly confidential. 





OPPORTUNITY IN 
THE PRECAST CONCRETE INDUSTRY 


An established London firm specialising in the design, manufacture and erection of precast and pre- 
stressed concrete members and structures, embarking on an expansion programme, wish to appoint 


ESTIMATOR /SURVEYOR 


having experience of this class of work and capable of carrying progressive responsibilities for the 
Quantities and Estimating Division, including contract negotiations. 
The appointment will be on generous terms, including participation in bonus, superannuation and 
, subject to a satisfactory probationary period. 
Applications should be addressed to the “ Managing Director” 
details of education, training and experience to date, age and salary required etc. which will be} 


, Box 2239, “The Builder” giving ful 








UILDER’S ESTIMATOR/SURVEYOR Required 

for all types of building, alterations and decorat- 
ing works in North-West London areca.—Please apply 
stating age, experience and salary required to Box 
2261, “ The Builder.” 


UILDER’S ESTIMATOR and 

DRAUGHTSMAN Old established East Lon- 
don Company. Good salaries offered for these two 
vacancies. Write giving full details, Box 2262, * The 
Builder.”” 

ITY CONTRACTOR Requires ESTIMATOR, 

previous experience of pricing Bills of Quantities 
not essential, but must be capable of dealing with 
plans and specifications up to £30,000 in all types 
= — and new works.—Box 2257, “ The 
uilder.” 


VACANCY occurs for an ESTIMATOR/SUR- 

VEYOR for small City builders Permanent 
position to develop for man of personality, tact and 
varied experience. Must be able to work and pro- 
duce results on own initiative from enquiry to final 
account.—Box 2280, “ The Builder.” 


STIMATOR Required for progressive firm of 

Shopfitters, able to handle enquiry to final 
account. Able to take sizes and submit drawings 
Good salary and opportunity for right man.—Box 
2304, The Builder.” 


UILDER’S ESTIMATOR Required for position 

in construction dept. of a multinie tirm in 
London. 5-day week. Canteen facilities Super- 
annuation scheme Apply in writing stating _ age 
experience and salary required.——Box 2295, The 
Builder.”’ 
Save AND DECORATING 

TORS’ ESTIMATOR Required, 
sion scheme in operation 

-Write fully to Box 2296, 


TAKER-OFF/ 


CONTRAC- 
London Pen- 
Prospects of advancement 

“ The Builder.” 





E. J. LACY & CO. LTD. 


STEELE ROAD, N.W.10 Elgar 3033/5 


The following vacancies are available for men 
of ambition and ability requiring permanency 
in a Progressive and Expanding Company. 
Superannuation will be offered after pro- 
bationary period of one year. Write in first 
instance stating details of training and experi- 
ence, also Salary requi 


JUNIOR CONTRACTS MANAGER 

Age Group: 27-35 years 
Of good education and sound technical 
Training. 
Car Driving Essential. 
Hours: 8 a.m.—5.30 p.m.; 12 noon Saturdays 
GENERAL FOREMAN 

Age Group: 35-45 years 
Of proved ability and requiring permanency. 
Reconstruction on New Work £30,000 
£100,000 
ASSISTANT GENERAL FOREMAN 

Age Group: 25-35 years 
With basic practical trade experience, and good 
Technical Training. 
QUANTITY SURVEYOR 

Age Group: 25-40 years 
Experienced in site measuring and final 
accounts. 





DAVID F. WISEMAN 
& SONS, LTD. 


PLUMBING CONTRACTORS 


Require the services of a Young Man 
about 23 to 25, for their Birmingham 
office, to assist with estimating. 

Must have good general knowledge 
of Plumbing materials, present-day 
costs and sources of supply. Excel- 
lent prospects. 

Apply, stating age, experience and 
salary required, to 


Secretary, 
145, Conybere Street, 
Birmingham, 12 











STIMATOR with practical experience to assist 
Chief Estimator is required in the office of 
Islington Building Contractors. Post is progres- 
write stating experience and salary 

78, “The Builder.” 


A_ vacancy exists in a Condon 


person with A 4, and does not req imme- 
diate supervision. ew _ scheme. Saturday 
rota. Write stating salary req 
—Box 2157, “ The Builder. il 
WORKS MANAGER Required for established Lon- 
don Shopfitting and Metal Working 
Suitable for a be 
to progress i 
managerial experience and highe » 
Pension scheme.—Write we — and salary catc- 
gory to Box 2158, “ The 
ONTRACTS rtm tap aeaatoes for West Wales 
area. Reply giving age, previous cxpericnce, 
salary required, and reference copies.—Box 222 
“The Builder.” 








ANAGER Required for plumbing and hot water 

fitting department of medium size building con- 
tractors. Applicants should have had some experience 
in a similar capacity and be capable of preparing 
designs and estimates for small plumbing and heating 
systems.—Apply stating salary required to COULSON 
& SON, Ltd., 37, St. Andrew’s-street, Cambridge 


CONTRACTS GENERAL 
MANAGER 


An old-established and progressive firm of 
Building Contractors in the North West, 
with a substantial annual turnover, wishes to 
appoint a MANAGER to be directly respo- 
sible to the Board for major building and 
associated activities 


Candidates must have dealt successfully 
with contracts ranging from £50,000 to £im 
in value, and have knowledge and experience 
of modern building methods and manage- 
ment techniques in the industry, preferably 
including Planning, Cost Control and Work 
Study 

This is a new appointment asd will be 
at Senior Staff level and will later offer an 
opportunity of a directorship to the man who 
proves his ability and has the necessary 
personal qualifications. 


The preferred age range is 40 to 45, and 
a salary of about £2,000 is envisaged 

Applications, giving particulars of experi- 
ence, qualifications, personal background and 
salaries earned, should be addressed to 
Urwick, Orr & Partners, Limited, 14 Brown- 
street, Manchester, 2. quoting reference 
CGM/1292 on the envelope. 


AREA MANAGER 


required by Builder with National Organ- 
isation to take charge of expanding 
activities in South Wales. Only fully 
experienced applicants with ability and 
drive, fully capable of organising a 
number of sites on own initiative, need 
apply. This is a permanent, progressive 
post. Pension scheme in operation. Car 
provided. Assistance with accommoda- 
tion if required. Applicants should give in 
chronological order, age, training and 
experience and also salary required. Own 
staff notified. Box 2205, The Builder. 
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OMPETENT BUILDING MANAGER Required 
for subsidiary ot Property Company engaged 
mainly residential conversions, Kensington and Weu 
End generally. Must be capable full charge, in 
cluding ‘estimating, buying, letting sub-contracts, etc 
Salary and bonus or profits-shari atrangemen( can 
de .—Apply B : OMAS Lid., 1-2 
(REGent 6268.) 


m: 
Hanover-s., W.1 
ENERAL MANAGER Required to take com 
plete charge of old-established builders’ business 
in South-East London area. Age between 35 and 45 
Commencing salary £1,250 pa. Please state qualifi- 
cations and previous experience.—Box 2297, * The 
Builder.” 
ANAGER Required for Wall and Floor Tiling 
Dept. Proeressive position for experienced man 
a ee | aaaleaa tien Wandle-road, Beddington 
roydon 7 


PAINTING MANAGER 


required 
by large Midland building company 
to take cHarge of live painting and 
decorating department. Generous 
salary, car and superannuation to 
successful applicant. In strict con- 
fidence give brief particulars of 
experience and present salary to 
Box 2207, The Builder 














EPRESENTATIVE Required by prominent specia- 
~% lists in the design and construction of 
ceilings to contact Building Contractors 
and Home Counties with a view to expanding their 
business Only applicants with nee. proved 
ability and established connections will be considered 
Superannuated post.—Write full — of meee 
age. remuneration required to STEE 
BRACKETING & L ATHING, Lid, "3-8, Brigntock 
parade, Thornton Heath, Surrey. 





COURTNEY, POPE LIMITED 


require 
SHOPFITTING REPRESENTATIVES 


Excellent opportunities exist for ambitious 
experienced technical representatives in 
progressive and expanding organisation. 
Previous selling experience, particularly 
in departmental store business, is essential. 
Applications with full details of experience, 
age and qualifications will be treated in 
strictest confidence and should be addressed 
to the Managing Director, quoting 
Ref. B/R 











R& SPRESENTATIVE Required with live connections 
Architects and Local Authorites, etc. London 
and Home Counties to sell Painting and Decorating 
~Box 2206, “ The Builder.” 


HOPFITTING REPRESENTATIVE Required by 

established London company, able and competem 

to handle all levels of — and having established 

personal connection.—Writ Managing Director 

UNIVERSAL SHOPFITTING COMPANY (LON- 
DON). Lid., Lower Sydenham, 5S.E.26. 





Technical Representative 
PERMANITE LIMITED 


NORTH WESTERN CONTRACTS 
Applicants should have knowledge of built- 


up felt roofing and asphalt. tablished 
connections with Architects, Quantity 
Surveyors, and Engineers, etc., essential. 
Good remuneration and prospects. Car 
provided. Pension scheme. Apply (in 
strict confidence) stating age, experience, 
and education, etc., to :— 

Contracts Manager, 

Permanite Limited, 

Stanley Street, 

Salford 3, Lancs. 














Jw lee SY Required by well-known 
pecialist Lon 


don 
Very good prospects. “write giving full Particulars of 
neg a and salary expected.—-Box 2208, The 
uilder.” 


| Ap pg aed get already calling on Architects 

Builders in Midlands Required to carry 
additional line on liberal commission —Box 2298 
‘The Bullde-, 








REPRESENTATIVE/SUPERVISOR 
required 
for Steel Decking and Built-Up Felt Roofing 
Department in large firm of specialist sub- 
contractors. Applicants should have sound 
technical knowledge and be of good appear- 
ance. Full particulars of Salary required to 
Box 2373, c/o Charles Barker & Sons 
Ltd., Gateway House, London, E.C.4. 











Pee CLERK (male, under 20) Required 
Salary” oo Sa to experi cen 'SO “BOVIS, we? 
jence.—| 
Stanhope Gen. W.1. GROsvenor 8830. 4 ’ 
UILDER’S CLERK Required by oma‘! Building 
Portsmouth be 


Promotion to 
py ree giving details of age. experience and 
Gee tes wen and salary re required to 
PIST and general office duties for Quantity Sur- 
veyors, W.C.1.—Experience, and salary 
required to Box . “ The Builder.” 


OUNG MAN urgently required as ASSISTANT 

COST CLERK to established builders in West 
Central London. Some experience in_ similar 
capacity required.—Box 2210, “ The Builder.” 
Pe BOLDING & SONS, Ltd., Require a SENIOR 

CLERK, ort ience of Sanitary eriaes. 
for the Contrac rtment at their Head 
Grosvenor Works, gg w.l ee work: 
ing conditions and Ca Pens 
Scheme, ete.—Apply to "he" Sorcery (MA Yfair Sly, 


Gs year ASSISTANT Required (25 to 

_years) to Managing gag me 
i- 
cant must ft. ‘oan technical TE of 
all sides of the business and be capable of 
supervision of contracts, “quantities up to 
final accounts. Applicant with the necessary 
qualifications, drive and initiative could 
attain high executive position. lt house 
ee —-Apply, stating age and whether 

and forward details of education, 
technical qualifications and state salary re- 
quired, to GEO. F. KIRK, Manor Works, 
Manor-road, Chesterfield. 





OPY TYPIST. Busy Quantity Surveyors wish to 
get in touch with | Solel by who will undertake 
to tvpe copics of Bills of Quantities. Variation 
Aocomee, ctc., at home.—Apply Box 2143, “ The 
Bows AND COST CLERK Required for building 
contract in Stepney, Write details of Previous 
aceete- age and salary required.—Box 2154, “ The 


prime COST AND WAGES CLERK Required by 
London firm of medium-size builders.—Apply in 
writing, stating salary required, to HOWARD & CO., 
11/13 Broad Court, Bow-street, W.C.2. 
ASHIER/WAGES CLERK, TIMEKEEPER AND 
COST CLERK Required for Motorway Con- 
tract, St. Albans By-Pass, Garston, near Watford 
Must be fully experienced. Knowledge P.A.Y.E 
and W.R.A., with two former appointments essential. 
Labour strength approximately a —Write age. ex- 
Perience and wage required own handwriting, 
Secretary, CUBPITTS FITZPATRICK SHAND, 455 
Old Ford-road, London, 
UILDERS’ CLERK naearee for West End office. 
Costing and general office routine.—'Phone for 
appointment MAYfair 5217. 
LERK Required in office of pre-cast concrete 
manufacturers with offices near Kingston. Appli- 
cants should be about 25 years of age and preference 
will be given to persons with previous experience of 
the building trade. Knowledge of typing is essen- 
tial. Excellent prospects for young man with ability 
and keen to make headway. Salary according to aee 
and saptiance.-—Applications to Box 2252, ‘ The 
UILDERS’ COST CLERK, male, experienced. 
Ability to work on own initiative and prepare 
accounts for jobbing works essential. Age about 
25/30.—THOROGOOD AND SONS, Ltd., Bond- 
road, Surbiton 
LERK (Male, 20-35 years) Required for Invoice 
and Materials Department of well-known Building 
Contractors. Knowledge of Building Materials essen- 
tial. Pension scheme after “ee “weg trial period. 
—Details of experience, age, etc.. in writing to 
Office Manager, TERSONS, Lid.. 4, Dollis-park, 
Finchicy, London, N.3. 
OMPETENT CLERK-TYPIST Required by 
London Quantity Surveyors (Piccadilly area).— 
Details of experience. salary required, etc., to Box 
“ The Builder.” 
IRST-CLASS .ACCOUNTS/COST CLERK Re- 
quired by weli-known firm of London Building 
and Civil Engineering Contractors able to prepare 
and price detailed Daywork Sheets, also to prepare 
Jobbing Accounts and Final Accounts for small con- 
tracts Permanent and progressive position for 
successful applicant Staff Pension Scheme and 
Profit-Sharing Scheme.—Write giving details of age, 
experience and salary required to Box 2299, “ The 
Builder.” 
Rune S CLERK to send our enquirics to Sub- 
Contractors and Suppliers for estimating, and 
assist in Cost and Order Departments.—Reply stating 
age, experience and salary required.—C. Fate & 
SONS, Lid., Romeland House, St. Alba 


Js ype ae vob Poe (Prime Cost), must be 
tion may be available. Reply stating age. 


experience and salary required.—C. MISKIN 
rs SONS, Ltd., Rometand House, St. Albans. 











Ss" CLERKS Required for buildi 
London area. Experience in preparation of Wases 
Sheets, P.A.Y.E.. W.R.A. essential; bonus calculat- 
ing and labour costing an advantage. Inclusive salary 
of £750 per annum will be paid to the right men.— 
age, experience 
salary to Personnel Manager ATES. 
, London-road, Norbury, S.W.16. 
MRETENT SECRETARY SHORTHAND 
TYPIST oo (Simple book 
veyors’ Dept., Chari table 
day week, 8.45 am. to 5 p.m.; 
Stating age, Sener and salary required to Box 
2330, “ The Builde: 


and 
Lid., 1,258-60. 





A NORTH OF ENGLAND 
MULTIPLE RETAIL 
ORGANISATION 


(50—100 Branches) 


desires to appoint a young man 27—36 
years of age, to assist in its Property 
Maintenance and Planning Depart- 
ment. Applicants should haveJarchi- 
tectural and/or building constructional 
experience with ability#to interpret 
drawings and documents, as he will be 
required to supervise and co-ordinate 
contractors in various parts of the 
country. The position will be pension- 
able. Applications, in full confidence, 
should state particulars of experience, 
qualifications, age and salary required. 


BOX No. 2144 














UILDER’S ASSISTANT Required for  well- 

established company, S.W.3 area. Must be com- 
petent to estimate for and control small works.— 
Apply giving brief details of previous experience to 
Box 2220, “ The Builder.” 


UILDER’S ASSISTANT Required. Preparation 

bills of quantities, working and detail draw- 
ings, book-keeping, general clerical work Small 
business, country district. Devon. Apply own hand- 
writing giving details of experience and salary re- 
quired.—-Box 2221, ‘* The Builder.’ 


ONTRACTS ASSISTANT Required, 

capable of taking-off and scheduling 
materials from drawings and Bills of 
Quantities.—Apply in writing, giving age. 
ee wren and salary required 

M. HOWARD (MITCHAM), Lt 
Ww andle coor London-road, 
Surrey 


Mitcham. 





A leading National Building & Civil 
Engineering Company has vacancies _for 
two first class 


AGENT/GENERAL FOREMEN 


Applicants should preferably be craft 
trained men between the ages of 25 and 
45 and must have held responsible super- 
visory appointments on good class 
building contracts. 

Technical qualifications are 
but not essential. 

Applications, which will be treated in 
confidence, should be addressed to 

Box No. 2281 The Builder 


desirable 











UILDING AGENT Required for South 

Wales contract.—Apply: Building Divi- 
sion, MESSRS HOWARD FARROW 
LIMITED, Russell — Golders Green- 
road, London, N.W.1 





Ist Class Building Agent required to supervise 
high class work on smal! contracts. Top salary with 
car provided toright man. Headquarters N/Kent. 
Box No. 2254 ‘The Builder.”’ 











AGENTS & GENERAL FOREMEN 
Required for large housing contracts in London and 
Home Counties area. Capable of taking full control. 
Keen and capable men are offered permanent and 
progressive appointments with generous salary and 
pension scheme after qualifying period —Written 
applications in the first instance to Dept H, 
CARLTON CONTRACTORS Ltd, Aduey-t00d. 
Epsom, Surrey. 





Experienced Building and Civil Engineering 


AGENTS 


required for large firm of Building and Civil 
Engineering Contractors with contracts in all 
parts of the British Isles. These positions will 
offer of ad and only applicants 
seeking such opportunities should apply to 


Box No. 2333, ‘The Builder” 














ITE AGENT Required for large factory contract 
near Reading. Applicants must be able to run 
site office, keep all records, progress charts, measure 
variations and agree valuations as the work pro- 
. thoroughly capable of organising and 
giving full particulars 
contracts carried out, references and 
when free to Box 2253, “ The Builder.” 
UB-AGENTS AND GENERAL FOREMEN with 
ability and good site experience Required for 
building contracts in Wales and the South West of 
England. The Company has an established policy 
of emp mt security and men who prove them- 
selves can expect advancement permanent 
pensioned employment. Full mobility essential.-— 
age and experience to 
W.A.3), JOHN LAING 
— "SON LIMITED. London, N.W.7. 
rks 


YLE, ~TEWART (CONTRACTORS), 

Ltd., Require first class AGENTS and 
GENERAL FOREMEN for Office Block Con- 
tracts in Greater London arca. Must possess 
sound knowledge of R.C. Construction, 
labour and mechanical plant management 
Good salary and participation in the Com- 
pany’s Bonus and Pension Schemes offered to 
successful applicants.—Apply in writing to 
Managing Director, Ardshiel House, Empire- 
way, Wembley-park 





LONDON CONTRACTS 


Staff required by old-established firm of 
Contractors for works between £500,000 
and £1,000,000 :— 


I. SENIOR AGENTS/GENERAL 

FOREMEN experienced in R.C. work, 

e 40-50, annual remuneration up to 
21,500 according to ability. 


2. SITE ENGINEERS. 

3. BONUS SURVEYORS. 

4. TIMEKEEPERS. 

Details of qualifications and experience to 
Box No. 2211, The Builder 











EADING manufacturer of Vinyl Flooring seeks 
services of first-class LIVE AGENTS based in 
Shropshire, Norfolk/Suffolk, Cornwall, Northern Irc- 
, Isle of Man, Channel Isles, North Wales, Inver- 
Ayr, Galashiels—Box 2212, “ The 


ENERAL FOREMAN Required for flat and hous- 

ing contracts, Surrey, Sussex and Hampshire 
areas.—-Write giving full particulars of past experi- 
ence.—Box 970, “‘ The Builder.”’ 

ECORATING SUPERVISOR Required for pro 

gressive decorating company. Job bonus arrange- 
ment. Experience necessary in supervising age 4 
and tenga , fully. age, experience, etc., 
949, “ The Build 

ENERAL FOREMAN Required for contracts in 

Berks, Bucks and Oxon area. Position is perma- 
nent with ¢ opportunities. — Write stating full 
details to Box 2213 The Builder.” 
GVesevenes. Required by London Plumbing Con- 

tractors. Good position for person capable of 
working on own initiative. Superannuation Scheme 
available. Saturday rota.—Write stating full details 
age, experience, salary required, Box 2159, “ Th 
Builder.” 

ENERAL FOREMAN Required for a contract in 

the West Country with experience and drive, 
well versed in all trades and who can obtain results 
with a minimum of supervision. Details please of 
work executed and when available—Box 2214, “ The 
Builder.” 

ENERAL FOREMAN Required for school repair 

and renovation contract in S.E. London (about 
£30,000). Must be efficient in site organisation and 
site records. Good salary and bonus. Permanent 
position available for man of proved ability and drive 
—Write stating experience to COURTNEY & a I 
BAIRN, Ltd., 377 Albany-road, Camberwell, S.E.5 


OPPORTUNITY KNOCKS 


One of the North-East's foremost 1 Timber Importers, 
established for many years, is seeking to appoint 
Suberintendent-Foreman to take charge of Sawmill 
and yard. Successful applicant must have good know- 
ledge of Timber and economic conversion and 
machining as applied to one or all of the following 
trades—Sawmilling, Building, Carpentry, Joinery, 
or Shipyard work. Salary and future prospects 
commensurate with ability offered to man of initiative 
and drive, capable of directing staff. Apply in strictest 
confidence, giving details of age, previous experience, 
etc., to General Manager, Box No. 2235, ‘The Builder” 

















March 20 1959 





Specialist Reinforced and Prestressed 
Concrete Contractors have vacancies for 
first class site foremen. Applicants must 
be thoroughly experienced in modern 
concreting techniques and have an 
understanding of planning. There are 
vacancies for experienced practical fore- 
men, and for young Engineer/Agents 
who wish to advance in this section of 
the industry. Apply by letter oniy to : 
The General Manager, Pierhead Engi- 
neering Division, Faggs Road, Feltham, 
Middlesex. 











XPERIENCED CONTRACTS SUPERVISOR 
Required to supervise contracts in London area, 
must have had successful results as General Foreman 
over number of years Age 45-55. Car driver.— 
in writing, RICHARDSON, Herbert House, 

. Erith, Kent. 
RST class GENERAL FOREMAN for multi- 
storey reinforced concrete municipal flat con- 
tract in the City, must be Sy A this type 
of construction and able to work t schedule 
a uae a - aye ~~ 4 Ric Ba DSON. Her- 


Slade- th, 
psst-ciass GENERAL FOREMAN Required 
for high-class Contract, Croydon Sxperience in 
reinforced concrete essential.—-Apply in writing, 
siving details age, contracts executed and salary re- 
gr: SH, Lid., New Bridge 


‘oydon. 
RAL TOREMAN Required for London con- 
—s Must be first-class man, fully experienced 
in modern mechanical methods, reinforced concrete, 
etc. £1,000 p.a. upwards and permanency for right 
man.—State full details of training, experience and 
age to Box 2215, ** The Builder.” 
ENERAL FOREMAN Required for small 
municipal flat contract at Malden approximately 
£25,000.—Apply in writing, RICHARDSON, Herbert 
House, Slade Green, Erith, Kent 
ENERAL FOREMAN Required for good quality 
housing. Good opportunity for energetic and 
intelligent man with sound knowledge in expanding 
organisation. Salary £18/£20 per week.—-Box 2226, 
“ The Builder.” 


ENERAL FOREMAN, experienced in 
Local Authority housing and flats in the 
London area.—Apply in writing, giving age, 
trade, experience and salary required, to M 
HOWARD (MITCHAM). Ltd.. Wandle 
House, London-road, Mitcham. Surrey 


ONTRACTS SUPERVISOR Required by Concrete 
Structural P ay omg Past control of in situ 
flooring and frames essential. Knowledge of pre- 
cast erection desirab bie. Position is permanent with 
a pension scheme after probationary period.—Write 
giving age, experience and salary required to Box 
2236, ** The Buitcer.” 
ENERAL FOREMAN Required by progressive 
East London Contractors for medium-sized 
industrial contracts. Permanent position for the right 
man, preferably with experience of R.C.—Box 2145, 
The Builder 
ENERAL FOREMAN Re<uired by medium-size 
East London Contractors. ; 
controlling several small contracts. 
licence essential. Permanent Position to right man.— 
Box 2146, “* The Builder.’ 
ENERAL FOREMAN Required for Flats and 
Houses in West Middlesex area Applicant must 
have had experience in this class of work and able 
to use dumpy level, etc.—Write stating age, experience 
ws salary required to G.H.C., 55 The Mall, Ealing, 


ONTRACTS SUPERVISOR Required, age not 

exceeding 40. Must possess first-class knowledge 
and experience of handling all types of Contracts 
from Housing Estates to Multi-storey development 
A high standard of administrative ability essential.— 
Apply in writing, PROWTING, Ltd., 127 High-street, 
nee. Middlesex, stating age, experience and salary 
require 

ENERAL FOREMAN Required for building firm 

Woodford, Fssex.—BUCkhurst 6688. 

ENERAL FOREMAN Required by small but 

progressive firm of builders Excellent oppor- 
tunities for man experienced in housing. Permanent 
position. — Write giving details of age, experience and 
salary required to = WEAVER 
LIMITED, 45 Ledgers-road, Slo 

XPERIENCED FOREMAN ieee for medium- 

sized building estate in Sussex.—Send written 
particulars in first instance to ELLSWOR ey 
ESTATES. Ltd., 37 Bury-street, St. James's. 5.W 

ENERAL FOREMAN Required for Flat Con: 

struction St. Albans. Good salary for right man 

experienced Persons only need apply.—Box 
* The Builder.” 

EQUIRED, GENERAL WALKING FOREMAN 

for small contracts works in the London area.— 
Box 2256, “ The Builder.” 


‘OREMAN BRICKLAYER Required 
Only apprentice trained man in first-class 
work considered.—Box 2255, “‘ The Builder.’ 


IRST-CLASS FOREMAN/AGENT Required for 
a Liverpool Contract in reinforced concrete. Must 
be thoroughly cost minded and abie 
the work to a rigid programme.—App ° 
“The Builder.” -g~-* fall particulars, including age. 
experience, salary red. 
IRST-CLASS FOREMEN Required for Specialist 
Civil Engineering Contractors. Most of the work 
will be near the London area and will include pre- 
stressed and post-tensioned work.—Apply Box 2259. 
“ The Builder.” giving full particulars, including age. 
experience, salary required 


THE BUILDER 


ree FOREMAN (C. & J.) Required by 


are: 
ce and wages required. box 278, “ The 


ENERAL FOREMEN Required for the Home 
LAVEN 


Counties.—Write to DER McMILLAN 
(CNTRS.), $4 Cheam Common-road, Worces- 
ter Park, Surrey. 


ENERAL FOREMAN for sere North Ken 
Contractor, prefe; c .. for contracts 
over £50,000. State experienc sae and salary, all 
replies pene, and treated “Comidencally. Box 
2329, “ The Buil 


ENERAL FOREMAN Required for Factory 

Extension. West London area.—Write, stating age. 
experience and salary required, to hoa ha (BAL- 
ING), Ltd., 75 Uxbridge-road, Baling, W.5 


ONTRACT ph SUPERVISORS Required by 
progressive firm of Building Contractcrs engaged 
on schools, vA wy toads and sewers, southern 
of England. Applicants must already hold similar 
position, be acc se mtrolling several con- 
tracts running concurrent! possess first class organis- 
ing ability, a to display leadership, produce work 
to strict sc . and willing to travel. Position is 
permanent and pensionable to suitable applicant.— 
Apply stating age, eo salary required, when 
available to Box 2300, “ The Builder. 


| Sygrmnre sg seared. fully experienced reinforced 
concrete, R.C. frame buildings, hollow tile floors, 
etc., Must possess necessary drive to get out on cost; 
with good workmanship. Permanent position for 
right men. To one mainly in Greater London 
area.—Apply Box 23 


ENERAL FOREMAN Required by old established 
Building and Civil Engineering Contractors for 
work in South of England. Must be experienced in 
foundation and quality controlled concrete work and 
have ability to prooae results on time.—Apply Box 
2302, “ The Builde: 
‘OREMAN came —HARRODS, Ltd., have 
vacancies for FOREMEN PAINTERS First 
class experience essential. Permanent, pensionable 
positions.—Apply in writing, or before 11 a.m. to the 
Staff Manager, 42, Hans-crescent, S.W.1 


IRST class JOINER/MACHINIST, take full 
charge small shop and set out. d 
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jac WOODROW SERVICES, Lid., Require 
sawn Mtynn: at for building and civil 

tt be re- 
quired to wom ter the Taylor Woodrow Group in 
the U.K. pending overseas posting. Please write in 


detail to Personne! Manager, Western House, Western- 
avenuc, London, W.5. 





UALIFIED QUANTITY SURVEYOR, 31, seeks 

position in Sydney, Australia. Extensive ex- 
perience of N.S.W. mode of measurement. Australian 
—— and building methods, ¢tc.—Box 2172, “ The 
uilder 

USTRALIA. TAKER-OFF, Final RK.LC.S. 

Standard, with six years’ experience in profes 
stonal offices, emigrating to omer, desires position 
in professional office. ent “The Builder.” 


URVEYOR (25, single) rh ordinary Higher 
National, seeks overseas with 
or professional firm, able to work without supervision 
—Box 2160, “‘ The Builder.” 





SERVICES OFFERED 


Misimum 7s. 6d. (24 words) 
Each additional 6 words Is. 
lactudia: Forwarding 5 





BLACKHEATH, S.E.3. Tel.: LEE Green 7444-5 
Fully i d to undertak Sa 
in any part of the country and sbroad. 
Specialists in ¢" scale detailed surveys tor 
e city devel areas. 
UANTITY SURVEYOR with 20 years’ experience 
Offers services to the profession only, evenings and 
weekends. Taking-off 10s. and working-ap 65. 9d 
per hour.—Box 2161, * The Builder 
R.LC.S. Experienced CHAR TERED QUANTITY 
¢ SURVEYOR offers his services to the profession 
on @ part-time basis. Low hourly rate in return for 
immediate work.—Box 2162, “* The Builder.’ 
UALIFIED QUANTITY SURVEYORS with own 
. Central London Office offer assistance to the 














electrically driven machinery. Good a work only 
—PHILLIPS, Hall-place, W.2. PAD S4 





OVERSEAS 
APPOINTMENTS 


Prepaid rate, 24 words, 7/6; 
additional 6 words, 1/6. 
Box sumber, including 
Forwarding Replies, 1/6. 





XPERIENCED QUANTITY SURVEYOR 

Required for work in West Africa for measuring, 
pricing and agreeing Final Accounts, etc. - 
dation and transport provided, also free passages.— 
Reply. Stating age. Sr and when availabie, 
Box 976, The Builde 


ACANCY exists in West Africa for an EXPERI- 

ENCED SURVEYOR to measure works in hand. 
price and ree final accounts, assist in preparation 
of ae and other duties. Good salary. Accom- 
t provided, free passage ont 
and nome. Eighteen months’ tour.—Reply giving 
detaits of experience, when available, age — whether: 
married or single.—Box 940, “ The Bui'de 


UANTITY SURVEYOR Required for about two 

year appointment in Persian Gulf where no 
married acc ion is Must pro- 
fessionally qualified and should have experience of 
afranging rates with contractors. Work also involves 
usual site measurement and certification Project is 
marine and includes considerable tonnage of struc- 
tural steel and steel piling. Applicant will be required 
to work in London office for three or four months 
to familiarise himself with the papers before pro- 
ceeding overseas. Optimum age 35. Salary about 
£2,000 but according to age and experience.—-Apply 
in wiles to Staff Officer, ge pare ra & 
TRITTON, 125, Victoria-stréet, London, 


SSISTANT RESIDENT QUANTITY, SURVEYOR 
Required in Middle East. Bachelor preferred 
Salary and allowances £1,300-£1,600 per annum, 
according to capabilities and experience. Free accom- 
modation. —Reply. stating age and experience, to Box 
974, “ The Builder.” 


AYLOR WOODROW SERVICES, Ltd. Require 

SENIOR AND ASSISTANT QUANTITY SUR- 
VEYORS Applicants should be prepared to work 
for the Taylor Woodrow Group overseas, after serv- 
ing an initial period in U.K. Please write in detail 
to Personnel Manager, Western House, Western- 
avenue, London, W.5, or "phone PERivale 6641 








SITE STAFF—INDIA 


Applications are invited for the following 
positions on a major steel works contract 
in India:— 


BUILDING FOREMAN 
for finishing trades and in particular plumb- 
ing (Ref. W.38). 


CLERK OF WORKS 
with experience on heavy civil contracts to 
reinforce inspection department (Ref. W.36) 


Salaries are in excess of £2,000, tax free, 
and this is subject Pa further site — 
Living acc but au 
bachelor basis. Tours one for 18 months to 
2 years. Write with relevant information. 
quoting appropriate reference to:-— 





The Perso Administrator. 
THE CEMENTATION COMPANY, Lid. 
20 Albert Embankment, 
London. 5S.E.11. 


—Tel.: CHAncery 4246/7 
UILDERS’ ESTIMATES accurately prepared. 
Also Surveys, Valuations and Final Accounts. 
-. Moderate terms.— 
Bedford-road. Luton, Beds. 
STIMATES. No Result—No Fee. Building. 
Roads, Sewers, Public Works, Civil Engineering, 
done by expert. Integrity "EB "Phone: Mal 
or write 42, Coombe-road, New Malden, Surrey. 
ONTRAC ‘TOR’S ESTIMATES. Butiding ana Civil 
Engineering ; competitive pricing at current rates 
—AMALGAMATED BUILDING SERVICES. 170, 
Bridge-road, Chessington. ‘Phone: Epsom 4255. 
UILDERS’ ESTIMATES me gy me Prepared from 
Bills of Quantities, [—_ e specifications. 
Prompt, efficient service.— ctoR HH. ran. 21, 
Tettenhall-road, it 
hampton 24406/7 
UCCESSFUL Public Relation and Sales Promo- 
tion Company with high level connections in the 
building industry, invite enquiries from firms interested 
in obtaining new business.-Box 2218, “ The Builder.” 
ITE SURVEYS. levels, etc., undertaken Also 
key and block plans for T Cc Plenning 
Midiands.-H. G. BENGOUGH, Brailes, Banbury 
Tel. Brailes 60 
OPY TYPIST with full knowledge of Building 
trade offers services evenings and week-ends at 
home or wavel goss London area Own type- 
writer, moderate terms.--Box 2237, “ The Builder.” 
ROFESSIONAL SURVEYOR offers services 
of Quantities, Pricing, ¢tc.— 
3 High-street, Cheam, Surrey 





Woltverh Wolver- 





FULLY EXPERIENCED IN ALL BUILDING AND 
ARCHITECTURAL WORK, | AM WILLING TO 
UNDERTAKE 


DESIGNS, WORKING DRAWINGS DETAILS 
SURVEYS, SPECIFICATIONS PERSPECTIVES 
AND MODELS. 

JUST TELEPHONE WALLINGTON 9883 (near 
Croydon) and | will call and take your instructions. 











NGINEERS (Graduates) with Drawing office 

prepared to execute Reinforced Concrete and 
Steel design. Taking-off, Reinforced Concrete, — 
aoe pet prepare Bending Schedules, etc.—Box 2231, * 

XPERIENC ED free-lance WORKER-UP offers 

opaence to oe profession , Part or full-time 

Rate: 7/6 hour.—-Box 2305, “The Bul 

XPERIENCED " WORKER- Up offers part-time 

assistance, approximately 20 hours p.w ferms 
by arrangement.— Tel WEM 0207 


The Builders’ 
Estimating Service Ltd. 


properes, and/or prices quantities to 
iders’ own 

types of building work. 

tractors find this well-known and 

old-established service most helpful. 
Brochure, scale of charges, etc., sent on request 


2, WESTMINSTER BANK CHAMBE 
SHEPHERDS BUSH, W.12 Phone: SHE 


ALSO AT 
(Dept.43), gat omy ta etree 5 
Phone: BLA 385! 





311C SOHO ROAD, BIRMINGHAM, 21. 
Phone: NOR. 731 3/4 




















WING OFFICE SERVICE available to busy 
Site development, Rhoads, Sewerage and Water 
Reinforced Concrete, Steci Schedules. 
— Qualified Engineers.—Box 2232. * Builder.” 





HOUSE-BUILDERS! 


A ice YOU HAVE 
— iN WAITING FOR. 


Quality Printing— 
Quality Paper 


BUILDERS’ MERCHANTS gt OTHERS— 


Want to cut printing costs ¢ Sepegieeie je 

Fae “4 on £16.10.0 per Soo. 
(Typeset: voscaping suare.) ~ No blocks needed. Wri 
details NO 














SITUATIONS WANTED, ETC. 
Minimum charge 3s. (24 words) 
Each additional 6 words, 9d. Box 
Including Forwarding Replies, 








Siases, InsTi Turion cg oF WORKS 


CARPENTERS. 28, “ausviee PRIARS. 
(By kind war » Worshiptul Company 


gaeraacy mana as. rp oF mes 


of ts, Inaa 


1. natin Po 


phan” Pihimeons 


RCHITECTURAL ASSISTANT Requires posi- 
tion in London. Experienced working drawings 
and details.—Box 2284, “The Builder." 
RCHITECTURAL DRAUGHTSMAN (30), Re- 
quires position with contractor in East Kent or 
Bedfordshire area. of house —- 
detailing layout, £800 p.a. 
driver.—Box 2306, “ The Builder.” 
S., 27, Final Standard R.1.C.S., 10 years’ experi- 
* ence, wishes to leave private actice and 
requires position in S.E. London or N.W. Kent with 
Industrial or Commercial — —— or 
Estate Developer, cither as QS. a position 
— Q.S. knowledge would be Naeetin. Salary 
50,—Box 2276, “ The Builder. 
S., middle thirties, fully experienced all duties. 
« seeks new appointment in busy ng practice 
North of Oxford-street.—Box 2163, “ The Builder. 
UANTITY SURVEYOR (50) seeks change, over 
0 professional and contracting experience 
quantities, interim, accounts, site measuring. 
Beds, Cambs. London areas preferred; car owner.— 
Box 2242, “ The Builder.” 
ASS, QUANTITY SURVEYOR (29), nine 
years’ ir of 
taking-off, Final Accounts, interim. Valuations, chain 
and level surveys, secks progressive post with Con- 
tractor offering house accommodation preferably 
Stevenage or Home Counties in return for keen loyal 
service.—Box 2265, “ The Builder.” 
HARTERED QUANTITY SURVEYOR (28) 
a experience 0" in London office as ASSISTANT. 
varied expe over oI Fae g with professional firms 


—Box 2307, he Bu 
GANTITY SURVEYOR/ESTIMATOR Requires 
small 7 lates ees. 
ee pA 
ny. Permanenc 


and eon to_ merit furtner 
Car owner. Present salary 
Builder.” 




















experienced in Site Measuring. 
og 3 Valuations, Final Accounts, etc., secks 
i in London area.—Box 2282, 
“ The Builder: $ 


EASURING SURVEYOR, age 39 years, with 
wide experience on various types of contracts, 
Requires. permanent senior position.—Box 2283, “ The 


i 
EASURING SURVEYOR AND ESTIMATOR, 
13 years with Quantity Surveyors, W.C. district, 
used to Final Accounts, Variations, Certificates, Sub- 
Contractors’ accounts, etc., 30 years Sen in 
all, desires change.—Box 2277, “The Bui 





ASSISTANT SUPERVISOR 
Young Surveyor, Pe we years’ practical build- 
including Draughtsmanship. 


a commend- 
able position. Car driver, owner. * Box 2266, 
“The Builder.” 
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Formerly the Incorporated Clerk of 
Werks Association of Great Britain 





Requiring 





OUNG ager bee just completed N.S. desires 

further his experience with painting or plastering 
contractor. Single. Willing to travel.—Box 2310, 
“ The Builder.” 


ULLY EXPERIENCED CONTRACTOR'S 

SURVEYOR AND C.E. ESTIMATOR, age 27, 
seeks executive post with firm which will ultimately 
lead to position of General Manager or similar. 
North London, North/East Herts.—Box 2243, 
Builder.” 

ENIOR SURVEYOR (A.BR.L.C.S., A.L.Q.S.), with 

six years” site experience on major civil engineer- 
ing and building projects, requires change to post 
of responsibility, at home or abroad. offering scope 
and initiative.—-Box 2223, “The Builder.” 


‘WO ASSISTANT ce ANTITY SURVEYORS 
(intermediate R.LC.S, standard) with 3 and 4 
years’ experience in C.Q.S. office, seek progressive 
positions which will reward hard work, either together 
or ee —Box 2238, “ The Builde 
ELT ROOFING AND ASPHALT SURVEYOR / 
SUPERVISOR (38)_ seeks with 
in Eastern Counties. Thoroughly 
uiry to final account. Available April. 
a The Builder 

URVEYOR. L.LO.B., A.R.S.H., age 42, 20 pes 
experience, Requires permanent post, preferably 
East Anglia. Car driver. Present salary £1,250 

Hard worker.—Box 2166, “‘ The Builder.’ 
LECTRICAL SUPERVISOR [MEASURING SUR- 
VEYOR (38) secks position Southern Counties 
or East Anglia. Experienced all stages from 





CLERKS OF WORKS 
Are invited to apply to 
THE SECRETARY 


FOUNDED 1882 
ARCHITECTS 
SURVEYORS 

AND ENGINEERS 


of Works, 


The Secretary: 

LIVERPOOL HOUSE, 
15-17, ELDON STREET, 
LONDON .«. §£2 


Phone; LONDON WALL 2932 


UILDER’S MANAGER /SUPERVISOR/GENERAL 
FOREMAN, C. & J. Trade, aged 55 years, 35 
years’ experience all trades. medium-sized contracts. 
€. conversions, jobbing. new and R.C. 
works, — flats, factories and estate work, etc 
Good iser. Can drive car Free now. Area 
London, Ne North of Thames.—Box 2279, Builder.” 
PROGRESSIVE BUILDING MANAGER, age 31 
years, at present employed by idland contrac- 
tors (medium size), requires change of position. Coast 
or market town preferred. Able to take complete 
news * Small or medium contractors preferred. Used 
© working On own initiative. Married, o child. — 
Box 2315, “The Builder ce pg 
UILDER’S MANAGER secks post with firm in 
Middlesex or Home Counties, full control if 
required. Handle inquiry to final account. Used to 
modern methods and materials All types of con- 
a a Good developmemt. Could introduce 
new usiness ood estimator and or -—Bo 
2316, “ The. Builder.’ re 
1.0.B., 45, 18 years at Director level, widely 
* experienced in general building, estate and 
Property development, secks appointment with pros- 
pects as general manager to small/medium-size _ Dusi- 
ness, preferably Surrey / Hants /Berks.—Box 2334, “ The 
Builder.” 
IRST-CLASS SALES AND 
REPRESENTATIVE with long connection with 
Architects, Builders, Hospital Groups and also 
Merchant Trade, London, North and East Anglia 
seeks change and offers his services on full-time or 





TECHNICAL 





to final account. Last ten years Air Ministry 
Internal/External contracts. Car owner.—Box 2167, 
“The Builder. 
ENIOR SURVEYOR with considerable experience 
of major and medium contracts and notable 
success record, seeks senior appointment with Con- 
tractors, preferably Essex/London area.—Box 2168. 
* The Builder. 


EASURING SURVEYOR, 43, seeks appointment 
a London area; car driver —Box 2327, “ The 
Builde: 
URVEYOR/MANAGER. used to full control and 
able to handle work from enquiry to final 
account, seeks responsible progressive post. Fully 
experienced all trades and classes of work including 
major construction and smail works. Used to fully 
supervising contracts and getting results. Willing to 
prove ability.—Box . “The Builder.” 
TUDENT with O.N.C. equivalent now on H.N.C 
level with thorough knowledge of building con- 
struction and draughtsmanship. seeks position with a 
builder. Willing to learn more.—Thomas, 
‘The Builder.” 
DVERTISER, age 25, Inter. LQS., L.LOB., 
three years’ experience with contractors, secks 
position as ASSISTANT SURVEYOR with contractor 
or building department of industrial organisation in 
London area.—Box 2267, “ uilder.”” 
AKING-OFF ASSISTANT, Inter Standard 
R.L.C.S., seeks employment with ©.Q.S. in Lon- 
don. Salary not less than £550 p.a.—Box 2149, “* The 
Builder.” 
HIEF WORKER-UP secks change. Thoroughly 
experienced, competent and reliable. Present 
Salary £1,100.—Box 2224, “ The Builder.” 
ORKER-UP with two years’ experience in 
C.Q.S. office, seeks change, ge London 
or Middlesex.—Reply Box 2274, “ The Builder.” 


ORKER-UP with 24 years’ experience 2 c.Q.8 
office, seeks change to small firm C.Q.S. in 
London.—Reply Box 2275, “ The Builder, = 
XPERIENCED SENIOR WORKER-UP, in 30s, 
seeks permanent position, preferably as chief 
worker-up at salary £1,000 plus.—Box 2311, “ The 
Builder.” 


ORKER-UP (22), experienced in all 

trades on contracts up to £1,000,000 
Some measuring experience. Seeks similar 
position with chartered surveyor, within casy 
reach of Liverpool-street Station. Salary 
required, £600 p.a.—Box 2312, “ The 
Builder.” 


AINTENANCE ENGINEER with drive and 
initiative, secks responsible position with con- 
tractor operating fleet of tipping vehicles. Sound ex- 
perience of light/medium plant, I/petrol, com- 
plete overhauls, stores, records: allocation 
vehicles and plans. Available by arrangement.— 
Box 2313, “The Builder.” 
LERK OF WORKS. resident or travelling, 
near completion of works to well-hnowa London 
building, will require new appointment mid-June. 
Ehovouatly experienced all branches; 7 years as 
C.o.W.; 25 years G.F. Keen, energetic, first-class 
references.—Box 2326, “‘ The Builder.” 
STIMATOR,. 34, seeks position, preferably South 
London; capable of works from small works up 
to Rg =F car driver ; H.N.C. and C.G.—Box 2314, 


Bae inter 1.Q.S., Surveyor Wim- 


trained, 
secks CONTRACT. MANAGEMENT 
APPOINTMENT. Brighton area. 
and duties. Main 


costing. Bonus. progress surveying 
experience @. toads and sewers. Car driver. 
Age 31.—Box 2165, “‘ The Builder.” 





c basis.—Box 2268 “The Builder.” 
PECIALIST HOUSING REPRESENTATIVE 
desires change. Own. car. Good contractual back- 
ground also.—Apply Box 2317, “ The Builder.” 
Cc CLERK seeks change with promotion. Ex- 
\/ perienced in costing, wages, accounts, cost varia- 
tions, and all office administration. Go almost any- 
where. Own car.—Reply Box 2169, ‘‘ The Builder.” 
ECRETARY/ACCOUNTANT, qualified, under 40. 
seeks progressive position. Fully experienced in 
costing and all accounts to balance sheet.—Apply Box 
2170, “* The Builder 
SUPERVISOR seeks change. Main 
assets good all round experience plus common- 
sense. Present salary £1. 000 plus London or Middie- 
sex area.—Box 2150, “ The Builder.” 
ENERAL FOREMAN, C. & J., age 45, experi- 
y ence schools, R.C. buildings, office blocks, public 
buildings, flats, factories, garages, alterations, etc.— 
H. am-rd., Welling, Kent. 
gong FOREMAN BRICKLAYER for new 
and alterations. London or Essex.— 2269, 
“The Builder.” ; agin 3 
ONTRACTS SUPERVISOR (51) seeks position 
Life experience of all types of construction. R.C. 
work in particular Travel anywhere. —Reply | in- 
cluding full details. Box 2270, “‘ The Builder.’ 
ast CLASS GENERAL FOREMAN, 43, C. & J., 
equires situation all types of Contracts. L 
area.—Box 2328. ** The Builder.” . ra 
ENERAL FOREMAN secks change, used to large 
contracts, taking sole control beginning to end 
Excellent references over many years Southern coun- 
ties preferred.—Box 2318, * The Builder.” 
ENERAL FOREMAN, 18 years’ experience as 
om ge Bricklayer ns! trade, all types of contracts. 
Schools, housing. et se Dum level.— 23 
“ The Builder.” y ginae aperty 
ENERAL FOREMAN seeks post. C. and J 
Passed City and Guilds. Knowledge of all trades 
Ground work. Willing to travel Owns a car. Free to 
pe interviewed.—Box 2320, ** The Builder.’ 
NTERIOR DECOR.” has full practical experience 
in all modern decorating 
decorating,” First-class paperhanger 
tapestry, etc. Graining experience. Seeks 
with contractor that will appreciate his abilities, 
50. Prepared to travel.—Box 2171, “‘ The Buil 
REMAN of Painters and decorators Requires 
3 post. Industrial, maintenance, housing, measur- 
I estimating. , knowledge of allied trades. 
ing to trave eliable and compete fs.— 
x 2151, * The Builder.” imeseree tee 
PPADITING SUPERVISOR seeks change, aged 34. 
apprenticed. City and Guilds cert. ag con- 
versant estimating to fina] account.—Box 2152, “ The 
Builder. 
ORKING FOREMAN PLUMBER, fully 
perienced in all branches of the 
Accastemed to housing schemes, blocks 
offices, conversions and alterations. Capa of taking 
complete control. 20-mile London radius considered 
Available at short notice.—Write, H. W. BARTON. 
6B, Stondon Park, Forest Hill, London, $.E.23. 
ORKING FOREMAN, bricklayer over 30 years. 
references, requires situation N. London area 
preferred. Used to supervising and controlling al! 
trades, setting out and site levelling —Box 2321. 
“The Builder.’ 


_ PROPERTY INVESTMENTS 


~ INVESTMENTS “REQUIRED 
BLOCKS OF FLATS, Bag -2 AND _MAISON- 
in London — URGENTLY 
REQUIRED it or 
decontrolied. je Sones a —Details 
small or large parcels 1o COWDREY, 
HOLLIS, F.A.L.P.A., investment Dept. 
den-lane, London, N.W.10. DOL 6671/3. 
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SALES BY AUCTION 


By Order of the Secretary of State for Air. 


.om | LEOPOLD FARMER & SONS 


410 miles from Preston and 8 miles Blackpool) 
0. 


. Specialise in 
Preston-road, Warton. } 


sot ie, Ptin AUCTION SALES 
J. F. MORSE. FAL ont 


vu “ar ay a on TUESDAY, A atl 7 A L U AT i Oo N 4 


a.m. commencing on Sit 
6:29, SECTIONAL Rise Hue 37 eins 18 ft, of PLANT, MACHINERY and INDUSTRIAL PROPERTIES 


=e 9 Seco buildings from 96 ft. x 24 ft. to 48 ft. x 
20 ft. 


VALUABLE ELECTRICAL EQUIPMENT includ- 46, GRESHAM STREET, LONDON, E.C.2 
ing Switch frames. distribution boards, metering 


panels, Mo-Pump circulating pumps, overhead copper Telephone: Monarch 3422 (8 lines) 
and other cables, Re. 

ROBIN HOOD “COLONEL” BOILERS, hot 
water radiatcrs, ee external heating mains and 
piping, 250 wash basins, 125 W.C.s and cisterns, 
calorifiers, etc. 


ELECTRIC DISH WASHING MACHINES, 20 and 
40 gallon boiling pans, ovens, refrigerator compres- 
sors, etc. 

FIVE BRICK-BUILT eg oe (for demolition) 
ranging in size from 90 to 15ft. x 15 ft. 

VIEW: Seven , ee to Sale 
Catalogues from the Chartered Auctioneer and 
Estate Agent. 13, Cookson-street. Blackpool. 
(Tel. : 20404.) 


9 





Telegrams: Sites. London 


, 








inh hi Mi i i i 
ll 


‘ 


i ltl i i i 
lll i i i i i i —_——-_-_ -_ /-_ 


ESTABLISHED 1860 


JOSEPH HIBBARD & SONS 


‘ 

, 

AUCTIONEERS AND VALUERS to the 
‘ 

( 

' 

( 








WMILL, BUILDING AND FURNITURE TRADES. 
VALUATIONS OF WOOUWORKING MACHINERY AND PLANT 
SALES BY PUBLIC AUCTION 


NEWINGTON GREEN, LONDON, N.16 


Telephone: CLISSOLD 6555 Telegrams: “ARCHLIKE, LONDON.” 


By Order of the Receiver. 
Re Bury Building Co. Ltd., 


RUISLIP, MIDDX. 


The BUILDING CONTRACTORS’ PLANT and 
STOCK including CONCRETE MIXERS, HOISTS, 
< ammers, Compressor, Vibrators, STEEL 
SCAFFOLDING, Acrow Props, SCAFFOLD 
BOARDS, etc in Ai Ai i A i i i i i i 

1955 THAMES ESEL AND O ! : 

1955 VANGUARD CAR, 1950 AUSTIN PICK-UP. LAND, PREMISES, ETC. | EST END PROPERTY COMPANY, having 

Copper and G.I. Tube and Fittings, R.W. and Soil ner er ta Be ee Ege poe ew pe 8 of — nen, 
; ; . 4 | acquir’ mterest in smal 
eo } meee ro semscsonemndleney onsite: ako spt. j-0 \FFICE ACCOMMODATION available to young Building Firm capable of efficiendy carrying out such 

OFFICE FURNITURE, Chubb Combination Safe. Architect or es wishing to share, 80 work. The arrangement envisaged might be very 
Adding Machine. etc., and numerous other Effects reducing expenses. Near Baker-street, N.W.1.—If | suitable to 4 small, efficient firm handicapped 
TO BE SOLD BY AUCTION by Messrs. im need contact Box 2217, “The Builder. lack of capital. as this would be forthcoming from 








ee 














OULD YOU DEVELOP if you could fing » | ye Company —-Apply E. & KR. THOMAS Ltd., 1-2 
¢>. R. _— & Co. W site?—If so ring HURstwav 3623, or write Hanover-st., W.1. (REGent 6268.) 

SITEFINDERS, 21, Stuart-avenue, Hayes. ley, 

Kent 


CANNONSBRIDGE HOUSE. UILDER’S YARD Required immediately in 


South, West or South-West London or Suburbs. 


BURY-STREET, RUISLIP, MIDDX., Must have good access for large vehicles and ample | | “THERMAL INSULATION 





Would consider ped ge a4 wee losses 

as going concern.—Box 1 ¢ Bui 

TUESDAY, 14th APRIL, 1959, A ay th ng =| OF 
at 11 a.m. prompt 


INSTER, THANET.—For Sale, approx. 24 acres 
nF owt from the Receiver, R. Langdon Davis, of ripe building land with 645 ft. existing road 


Esq.. A. (of Messrs. Saker & Davis, Chartered frontage in pleasant position adjacent to village and INDUSTRIAL BUILDINGS 
Accountants), 58 Theobalds-road, London, W.C.1, or close to railway station. Outline planting permission 
ae ery sg 68 Victoria-street, London, obtained.—Particulars from ALFRED SAVILL & | 
S.W.1. (Te Cc 7477.) SONS, Chartered aren, Sia. Lincoln’s Inn Fields, . 

N.B. THE LEASEHOLD BUILDER’S YARD London, W.C.2, (Tel.: HOLborn 8741.) We have received many 
AND WORKSHOPS (9,000 f.s.) AND MODERN TE aid i ° 
OFFICE BLOCK (1.800 f.s.) are For Sale by Private INSTER, THANET.—For Sale, an old timber 


Treat framed farmhouse of great antiquity with ori- requests for copies of the 
a - a ee ginal architectural character. Probably contemporary 


N ~ with Minster Abbey. Poor condition but capable of ‘ = 
SHAVINGTON HALL, SHROPSHIRE. renovation. particulars from Ae. savin w above series of articles and 
Unreserved Sale by Auction on the premises. SONS, Chartered ear. Sia ry nn Fields 

7 . 
FIXTURES AND FITTINGS he saaroncsined aka gar Ms ese loge, + anegeoetacieing dae have decided to reprint them. 
comprising oak and other floorings; oak, mahogany pine OXFORD. — HIGH WYCOMBE. 
and deal doors; sash and casement windows; oak situated in one 0 € st char : : 
panelling imposing fireplaces; stately oak and second. villages and adjoining the village green. Site for the These are available in paper 
ary staircases; oil-fired furnace; large quantity lead of . a, ae 
roofing., ant lead t Bs . . . 
ee oe . , 58 Gloucester-place, London, W.1. Telephone covers at 2s. 6a. per copy- 
_ followed by ; HUNter 0741/3. 
for ‘ee te OR SALE, Valuable Modern Freehold Offices, PLUS 3d POSTAGE 


1c “7 Retail Shop, Builder’s Yard with Double Garage 
WEDNESDAY 15th and and Out ee Main Romford road, Dagenham 


T 
THURSDAY. 16th _. 1959. Box 2272, “ The Builder.” THE BUILDER 
=p Fh g By gs BUSINESSES 
Catalogues from the Auctioneers: 


— a 4 Catherine St.. Aldwych, W.C.2 
HENRY \MANLEY & QONS LTP. a my daa for sale. St a4 T TEMple Bar 6251 


P : Box 2271, “ The Builder.”’ 
Whitchurch, Shropshire (Tel.: 19 and 357) — - 
and branches. od eet) a ae 


COODEN, BEXHILL-on-SEA, EAST SUSSEX > ge tue 
Freehold Building Land | J IFFY SECRET WEDGE 


9 Acres 


oy NAIL FOR WALLBOARD 
Ripe for immediate development and with outline planning permission. ; a4 


Level site. All services available, Close to Sea, Station and Golf Course, UGLY NAIL HEADS 
NO MOR OR HAMMER MARKS 
Riches and Gray _, Inserted with a tool holding a pack 
will offer for sale by auction (unless sold privately) at The Granville Hotel , 4 4 of 5 nally one loading 
Bexhill-on-Sea "7 f Also, the maker of the JIFFY 
| wallboard bevelling and - 
on Wednesday, 15th April, at 3 p.m. . as tests 


ing tools. 
Particulars and plans from: Sold and manufactured by the Patentee 
Mesers. Smith. Woolley & Co. Chartered Surveyors. 43 Castle Mill A E. CHALMER. 9. THE CRESCENT 
essrs. ith- . Chartered Surveyors, asi venue, 
Folkestone. (Tel. S1301/2) © S 2 % =NT, SURBITON, 


Solicitors: M . Ow Co., 2 & 3 The Sanctuary, Westminster, Trade enquiries invited. 
ci ~~. Neca wry r nq ELMbridge 3593 SURREY 



































_iaenemnen OEP 


146 


INDEX TO 


—— & Ce: Papen, 


Corporation 
Aidas Electric 


CIBA (A.B.L.), LA. .... 


“THE BUILDER” 


, LA. 
AIDU Bauipment Co., ‘TA. = | — of Estate Manage- 
Allan 


Col Vi Veniitodion, la. 
| Colt, W. 


LA. 
Anderson, ©. P., & Bon, LA. MB | Somme it 
‘erment 


« 





yvereert wowby. ag id. . 
Barford (Agricultural), La. 


Bennett, B., & Bon — 
Flooring), La. .. 
Berry Wiggins & Co., Id. 
Bilston Foundries, La. 
Black seas Felt Cam- 
ign 


, LA. 
es O Y Gate & fain 


lA 
Rouien Tubular Struc tures, 


Boyle, Robert, & Son. 
by, Frederick, a ‘Co., 


British Conetructional 


Steelwork Association 
British Cork Mille, LA. 
British en Co., 

IA. " 


British Geon, 1d..... 
British Hoist & Crane Co. 
British Road Services 
British Viequeen, L4.... 
Briton Brush Co., Ld, 
Broad & Co., lA. 
Broads Manufacturing | 
1A. 


Brown, N.C., La. : 
(Holborn), La. 


Bryce, White & Co., 
Builder Bookahop 


)», La. 
Co., LA. 
Contracts. .. 
Cc. @ M. Engincering Co., 
LA. 


© ’ Construction Co. 
Calders, La. 

Campbell Gray, La 
Campbell Horne & Co., lA. 
Canal Joinery Co. 
~~ Building | Products, 

a 
ar Heating & Fireplace 


Caria Plaster & Cemeit 


Caswell Cranes & Erection, 
La 


Catesbys > 

Cattle, R., Ld 

Caytess Bros. - 
Cement Marketing Co., LA. 
Cementation Co,, La. ....; 
Chalmer, E. 

Chamberlain Plant, Ld. 
Chaseside Engineering Co., 


la 
Chimneys, L4 


| Decorative senting 


Expandite, Ld. 





oe 


| Galbraith Brothers, . 
Galvo (Wire : La, 


Co., 
General Electric Posen 
| Gray, J. W., 


Greenaway & Son, Ld. 
Greenwich — A 
'  ©o,, ld. . 

Grey, ‘Charles C. 
Gyproc Products, Ld. 
Seer Mines, Ld. 


| Latex Upholstery, Ld. 
ated & Lewis, La. 


Lever, James, & Sons, Ld. +4 


Lind, Peter, & ©o., Ld..... 
— Concrete Machinery 


Loyd Permanent Building 


need, R. w. 

London & Midland Steel 

Scaffolding Co., La 

London of Builders 
of 
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Level Y. J., & Son, La... 
F., , lA. 


1A. | 
eoe-126-193 


Macandrews & Forbes, Ld. 
Mac , John, & Co., 


McLellan Rawson & Co., 


Neonore 
New Stone & Restoration, 
La. 


Newman & Watson, lad. 

Nicholls & Clarke, Ld. 

Nicoll, Dawson & Hum- 
gs LA. a 


erteaa Organisation 
Novobord (UK), Ld. 


123 
123 
1 
08 


O'Brian, F., & Co., LA. 
Oddi Asphalte... 

Oldacres & Co., Ld. . 
Olsson, Martin «& Sons, La 
Omnia Construction, Ld 
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MANY ARCHITECTS today are convinced that 
greater speed and efficiency in construction can 
only be achieved if the collaboration between a// 
parties concerned—owner, architect, consulting 
engineer, quantity surveyor and contractor—starts 
at the planning stage. 


Itis only logical that the long practical experience 
of construction men should be available to design- 


ers at that time. An efficient contractor's knowledge 
of comparative building methods and costs, his 
ability to advise on new materials and techniques 
and the use of specialised plant are too valuable to 
be passed over at the stage when possible con- 
struction problems might be anticipated and solved 


most economically. 


Some of the most successful contracts completed 
Ge. eh rr by John Laing and Son Limited both in Britain and 


overseas have been achieved in this close co- 
operation with the owner's architects and consult- 
ing engineers—and without loss of the benefits 
of competitive tendering. 

The services of the Company's Development and 
Planning Division are available to architects and 
consulting engineers, and include the carrying out 
of full scale tests and demonstrations on their 
behalf. Use of these services at the design stage of 
a construction scheme can ensure a workable, 
co-ordinated building programme, an economic 
scheme for the client and satisfactory completion 


on time. 
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